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PREFACE. 


The  aim  in  writing  this  book  has  been  to  give  a  brief  course  in  the 
calculation  of  the  stresses  in  bridge  trusses  followed  by  a  systematic 
discussion  of  the  details  and  the  design  of  highway  bridges.  This 
book  is  supplementary  to  the  author's  "  The  Design  of  Steel  Mill 
Buildings,"  and  covers  the  essential  part  of  a  first  course  in  bridge 
design  as  given  in  the  author's  classes. 

While  there  are  many  excellent  books  in  which  the  different  types 
of  railway  bridges  are  discussed  in  detail,  little  attention  has  hereto- 
fore been  given  to  the  design  of  highway  bridges.  As  a  consequence 
of  this  neglect  many  of  our  highway  bridges  have  been  very  badly 
designed;  the  design  of  these  structures  being  ordinarily  left  to  an 
engineer  without  experience,  or  to  the  agent  of  some  bridge  company 
who  is  more  interested  in  the  resulting  profits  than  in  obtaining  a  good 
design.  The  calculations  of  the  stresses  in  highway  and  railway 
bridges  are  similar,  but  the  problems  in  the  design  of  the  two  types 
are  very  different,  due  to  the  different  requirements  and  conditions. 

In  the  course  in  the  calculation  of  stresses  both  the  algebraic  and 
the  graphic  methods  of  calculating  stresses  in  bridge  trusses  are 
described  in  detail.  While  there  has  been  some  duplication,  in  order 
to  make  the  book  self-contained,  the  calculation  of  stresses  in  this 
book  is  supplementary  to  the  calculation  of  stresses  in  the  author's 
"  The  Design  of  Steel  Mill  Buildings." 

Attention  is  called  to  the  problems  in  the  calculation  of  stresses 
in  bridge  trusses,  as  given  in  Chapter  IX.  It  is  hoped  that  the  24 
problems  given,  20  of  which  are  new,  will  prove  as  useful  as  the  list 
of  22  similar  problems  given  in  the  author's  "  Tlie  Design  of  Steel  Mill 
Buildings." 

Before  taking  up  the  design  of  bridges  the  author  has  had  his 
students  calculate  the  vveiglit,  cost  and  efficiencies  of  the  parts  of  a 
highway  bridge  as  given  in  Part  TTI.  This  problem  makes  them 
familiar  with  drawings,  details  and  handbooks ;  and  has  made  it  pos- 
sible to  take  up  the  design  of  bridges  without  further  assistance.     Vox 
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the  details  of  the  design  of  any  part  of  a  truss  highway  bridge  the 
reader  is,  therefore,  referred  to  Part  III,  the  problems  of  investigation 
and  design  being  essentially  the  same. 

In  the  discussion  of  the  design  and  details  of  highway  bridges  the 
author  has  been  guided  very  largely  by  his  knowledge  of  the  needs  o£ 
those  interested  in  this  subject,  gained  by  an  experience  in  designing 
and  contracting  for  highway  bridges  in  a  dozen  states. 

The  problem  of  the  design  of  a  highway  bridge  includes  the  design 
of  both  the  superstructure  and  the  substructure — all  other  books  on 
bridges  known  to  the  author  treat  of  the  superstructure  only;  and  in 
this  book  due  attention  has  been  given  to  the  design  of  both  super- 
structure and  substructure,  and  to  the  effect  of  the  design  of  the  one 
on  the  other. 

In  many  locations  masonry — stone,  concrete  or  reinforced  con- 
crete— bridges  are  especially  suited  to  the  conditions.  The  design  of 
these  structures  has  been  discussed  as  fully  as  the  limited  space 
permitted. 

Cost  data  are  especially  valuable  to  the  student  in  the  design  of 
structures,  as  they  show  the  effect  of  the  different  details  of  design 
on  the  cost,  and  lead  to  economic  designs.  The  author  has  discussed 
in  detail  the  costs  of  the  different  parts  of  highway  bridges.  These 
costs  are  of  value  principally  to  the  student  and  to  the  experienced 
engineer  who  is  familiar  with  the  conditions  of  the  particular  piece 
of  work. 

The  author  is  under  obligations  to  many  sources  to  which  due 
credit  has  been  given  in  the  body  of  the  work.  The  author  is  also 
under  obligations  to  many  engineers  and  bridge  companies  for  plans 
and  data;  he  especially  wishes  to  thank  the  Boston  Bridge  Works; 
the  American  Bridge  Company;  the  King  Bridge  Company;  Mr.  H.  A. 
Fitch,  M.  Am.  See.  C.  E.,  Chief  Engineer,  Kansas  City  Structural 
Company;  Mr.  Alex.  Maitland,  M.  Am.  Soc.  C.  E.,  Chief  Engineer, 
Kansas  City  Bridge  Company;  and  Mr.  F.  H.  Honens,  M.  Am.  Soc. 
C.  E.  Credit  is  due  Professor  Howard  C.  Ford,  Iowa  State  College, 
formerly  Instructor  in  Civil  Engineering  in  the  University  of  Colorado, 
for  assistance  in  preparing  the  drawings. 

M.  S.  K. 

University  of  Colorado, 
Boulder,  Colo. 

August  23,  1908. 
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THE  DESIGN  OF  HIGHWAY  BRIDGES. 


PART  I. 


STRESSES   IN    STEEL   BRIDGES. 


CHAPTER  I. 

Types  of  Bridges. 

Introduction. — A  truss  is  a  framework  composed  of  individual 
members  so  fastened  together  that  loads  applied  at  the  joints  produce 
only  direct  tension  or  compression.  The  triangle  is  the  only  geo- 
metrical figure  in  which  the  form  is  changed  only  by  changing  the 
lengths  of  the  sides.  In  its  simplest  form  every  truss  is  a  triangle  or 
a  combination  of  triangles.  The  members  of  the  truss  are  either 
fastened  together  with  pins,  pin-connected,  or  with  plates  and  rivets, 
riveted. 

The  bridge  in  Fig.  i  consists  of  two  vertical  trusses  which  carry 
the  floor  and  the  load ;  two  horizontal  trusses  in  the  planes  of  the 
top  and  bottom  chords,  respectively,  which  carry  the  horizontal  wind 
load  along  the  bridge ;  and  cross-bracing  in  the  plane  of  the  end-posts, 
called  portals,  and  in  the  plane  of  the  intermediate  posts,  called  sway 
bracing.  The  floor  is  carried  on  joists  placed  parallel  to  the  length 
of  the  bridge,  and  which  are  supported  in  turn  by  the  floorbeams. 
The  names  of  the  diff"erent  parts  of  the  bridge  are  shown  in  Fig.  i. 
The  main  ties,  hip  verticals,  counters  and  intermediate  posts  are 
together  called  webs.  The  bridge  shown  in  Fig.  i  is  a  through  pin- 
connected  bridge  of  the  Pratt  type,  the  traffic  passing  through  the 
bridge.  The  bridge  shown  in  Fig.  i  has  square  abutments ;  the  abut- 
ments are  not  at  right  angles  to  the  center  line  of  the  bridge  in  a 
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TYl'ES    OF    BRIDGES. 


■■  skew  "  bridge,     Sliort  si)aii  highway  anJ  railway  bridges  have  low 
tru^iscs  and  no  tO])  lateral  system  nor  portals.     In  a  railway  bridge  tlie 


Fig.  I.    Diagrammatic  Sketch  of  a  Throvgii  Tratt  Truss  Highway  I 


V  Ijjw  OR  "Posv"  Truss  HicnwAV  Bridge 


track  and  tics  are  siipi)Ortcil  on  stringers,  whicli  replace  the  joists  in 


TYPES    OF    BRIDCES. 


A  low  truss  highway  bridge  of  the  Warren  type  is  sliown  in  Fig  2. 
1  and  a  cut  of  a  similar  bridge  is  shown  in  Fig.  3.  The  trusses  are  built 
I  up  of  angles  riveted  together  by  means  of  connection  plates.     Bridges  of 
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SHORT  SPAN   HIGHWAY  BRIDGES.  5 

this  type  are  built  with  spans  of  from  30  to  75  feet.  Low  truss  bridges 
are  also  made  with  pin-connected  joints.  A  pin-connected  low  Pratt 
truss  bridge  is  shown  in  Fig.  4. 

The  loads  are  sometimes  carried  on  the  top  chord  as  in  Fig.  5,  which 
is  a  highway  bridge  built  for  the  U.  S.  Government  in  the  Yellowstone 
Park.  In  this  tniss  the  end-posts,  top  chords  and  intermediate  posts 
are  composed  of  2  channels  laced;  while  the  lower  chords,  hip  verticals, 
main  ties  and  counters  are  composed  of  eye-bars.  The  floorbeams  are 
I  beams  15  inches  deep  weighing  50  lbs.  per  lineal  foot  (i5"I@5olbs.), 
while  the  joists  are  7"  Is  and  7"  [s.  A  deck  highway  bridge  is  shown 
in  Fig.  6. 

Types  of  Trusses  and  Bridges. — Tlie  simplest  type  of  bridge  is  the 
beam  bridge,  (a)  Fig.  7.  Beam  bridges  commonly  consist  of  I  beams 
which  span  the  opening,  and  are  placed  near  enough  together  to  carry 


(a)  Beam  Bndqe. 


^c/)Lov/ Warren  Truss. 


m 


m 


m   J^^^^ 


m 


(b)Beam  L  eqBrfcfge.       (e)  LowFMf  Truss.  Half  Hip. 


m 


^ 


(c)  Truss  L  eq  drld^e.  (f)  L  ow  Praff  Truss.  Full  Slope. 

Fig.  7.    Types  of  Short  Span'  IIiohwav  Bridges. 


TVPES    OF    BRIDGES. 


the  floor  of  the  brMge.     Where  foundations  are  relatively  exiwnsivc 
the  beams  may  \k  carried  on  posts  as  in  (b)  Fig.  7.     A  truss  leg  briilge 
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TYPES  OF  TRUSSES. 


comi)ression  while  its  diagonal  web  members  are  in  tension,  as  shown 
in  (c)  and  (/)  Fig.  7  and  in  Figs.  9  and  10.  The  Warren  tniss  is 
commonly  built  with  riveted  joints  while  the  Pratt  truss  is  usually  built 
with  pin-connected  joints.     The  Warren  low  truss  with  riveted  joints 


Fig.  II.    Through  Howe  Truss. 

as  shown  in  (d)  is  generally  preferred  in  place  of  the  low  Pratt  truss 
in  either  (c)  or  if)  Fig.  7.  The  Howe  truss  has  its  vertical  web  mem- 
bers in  tension,  and  its  inclined  web  members  in  compression  as  shown 
in  Fig.  II.  The  upper  and  lower  chords  and  the  inclined  members  of 
a  Howe  truss  are  commonly  made  of  timber,  while  the  vertical  tension 
members  are  iron  or  steel  rods. 


Fig.  12.    Whipple  Truss 


Fig.  13.    Quadrangular  Warren  Truss. 

The  Whipple  truss,  Fig.  12,  is  a  double  intersection  Pratt  truss. 
This  truss  was  designed  to  give  short  panels  in  long  spans  which  have 
a  considerable  depth.  The  stresses  in  the  Whip])le  truss  are  indeter- 
minate for  moving  loads,  and  its  use  has  been  practically  abandoned, 
the  Baltimore  truss.  Fig.  17,  being  used  in  its  place.  The  quadrangular 
Warren  truss.  Fig.  13  and  Fig.  14,  with  riveted  joints,  is  used  as  a 
standard  truss  for  through  highway  bridges,  with  s])ans  of  from  80 
to  170  feet,  by  the  American  Bridge  Comj^any.  Like  the  Whipple  truss 
its  stresses  are  indeterminate  for  moving  loads. 


For  spans  of  from,  say,  170  to  240  feet  it  is  quite  conunon  to  c 
pin-connectwl  trusses  of  the  Pratt  type  having  inclined  chords  as  i 
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TYPRS    OF    BRllXiES. 


in  which  the  main  panels  have  been  subdivided  by  an  auxiliary  frame- 
work. The  auxiliary  framework  may  have  struts  as  in  Fig.  17,  or 
tics  as  in  Fig.  18.     The  Baltimore  truss  with  inclined  upper  clionls. 


I 


Fig.  18,  is  called  a  Petit  truss.  A  modified  form  of  the  Petit  truss 
tliat  is  sometimes  usc<l,  is  shown  in  Fig.  irj.  The  stresses  in  Baltimore 
and  Petit  trusses  are  statically  determinate  for  all  conditions  of  loadii^. 
These  trusses  are  economical  in  construction  and  satisfactory  in  ser- 


BEAMS   AND   PLATE   GIRDERS. 


11 


vice,  and  have  almost  entirely  replaced  the  Whipple  truss  for  long  span 
bridges. 

The  types  of  simple  bridge  trusses  described  above  are  those  *that 
afe  in  the  most  common  use,  although  quite  a  number  of  other  types 
of  trusses  have  been  used  and  abandoned; 


Fig.  22.    Swing  Bridge,  Center  Bearing. 


Fig.  23.    Swing  Bridge,  Turntable  Bearing. 

Crou  Si'nief       Tw^r3pan        Intermediaft  Span      Tower  5pan         Crosz  Sirder^ 

T    I     I     I     I     I     I     I 


(a) 


Trestle  dent 

(d) 


Fig.  24.    Railway  Steel  Trestle. 


BEAMS  AND  PLATE  GIRDERS.— For  spans  of,  say,  30  feet 
3n(l  under  rolled  beams  are  often  used  to  carry  the  roadway,  while 
^(>r  spans  from  about  30  to  100  feet  plate  girders  are  used.  When  the 
roadway  is  carried  on  top  of  the  girders,  the  bridge  is  called  a  deck 
plate  girder  bridge,  and  when  the  roadway  passes  betw^ccn  the  girders, 
the  bridge  is  called  a  through  plate  girder  bridge  as  in  Fig.  21. 
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SWING  BRIDGES.~Swing  bridges  may  be  made  ot  plale  girders 
or  trusses,  ami  ma_v  turn  on  a  center  pivot  as  in  Fig.  22,  or  on  a  turn- 
table supi>orted  on  a  drum  as  in  Fig.  23.  The  center  pivot  swing  bridge 
has  two  spans  continuous  over  the  pivot  support,  while  the  turntable 
swing  bridge  has  three  spans  ordinarily  continuous  over  the  two  turn- 
table supports.  When  llie  swing  bridge  is  open  each  arm  acts  as  a 
simple  cantilever  span, 

STEEL  TRESTLES.— Steel  trestles  are  used  for  carrying  the 
roadway  at  a  considerable  distance  above  the  ground.  Fig.  24.  The 
tower  and  intermediate  spans  are  commonly  built  of  plate  girders, 
whetlier  the  trestle  carries  a  railroad  or  a  highway  roadway.  The 
towers  consist  nf  two  trestle  bents  as  in  (a)  or  (d),  braced  logether  by 
longitudinal  bracing  as  in  (6)  or  (c(  Fig.  24.  Bracing  as  in  (a)  and 
(i)  is  used  with  either  adjustable  or  rigid  diagonal  members,  while 
bracing  (c)  and  id)  is  used  only  for  rigid  members. 


STEEL  ARCHES.— Steel  arch  bridges  are  made  fi)  with  three 

hinges,  (2)  with  two  hinges,  and  (3)  without  hinges,  and  may  have 
solid  webs,  or  spandrel  or  open  webs.  A  two-hinged  highway  arch  is 
shown  in  Fig.  25. 


f  CANTILEVER  BRIDGES.— A  canlilever  bridge  consists  of  two 
sjians.  which  siijjport  a.  siiapeiukil  or  channel  span.  The  sliore 
Wds  of  the  anchor  spans  are  anchored  to  the  shore  pier  and  are  sup- 
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ported  on  the  river  pier.     A  cantilever  highway  bridge  is  shown  in 
Fig.  26. 

SUSPENSION  BRIDGES.— In  a  suspension  bridge  the  roadway 
is  supported  by  hangers  attached  to  the  main  cables.  Stiffening  trusses 
are  placed  above  the  plane  of  the  roadway  to  assist  in  distributing  the 
live  loads  and  for  the  purpose  of  increasing  the  rigidity  of  the  struc- 
ture. The  suspension  highway  bridge  over  the  Niagara  River  at 
Queenstown,  Ont.,  is  shown  in  Fig.  2j, 

Simple  truss  bridges,  beam  and  plate  girder  bridges,  only,  will  be 
considered  in  this  book. 


CHAPTER   II. 

Loads  and  Weights  of  Highway  Bridges. 

LOADS. — The  loads  carried  by  a  bridge  consist  of  (i)  fixed  or 
dead  loads,  (2)  a  moving  or  live  load,  and  (3)  miscellaneous  loads. 
The  dead  load  consists  of  the  weight  of  the  structure  and  is  always 


TABLE  I. 

Summary  of  Weight  of  Metal. 
in'  6"  X  18'  o"  Riveted  Highway  Bridge. 


Wbichts. 

Details 

Rbp. 
No. 

Pbr  Cbnt. 

OF  Main 

Mbmbeks. 

MwMmwm, 

Main 
Members. 

DeUils. 

Total. 

I 

End  Posts. 

5»592 

3.892 

9.484 

67.0 

2 

Top  Chords. 

5.900 

3.942 

9.842 

67.0 

3 

I-owcr  Chords. 

5.232 

442 

5.674 

8.5 

4 

Intermediate  Posts. 

2,436 

2,835 

5.277 

II  6.0 

5 

Main  Ties. 

3.184 

474 

3.658 

15-3 

6 

Hip  Verticals. 

856 

163 

1,019 

19.0 

I 

Counters. 

1,156 

109 

1,265 

9.0 

Floorbeams. 

8,350 

2,230 

10,580 

27.0 

12 

Struts. 

1,486 

544 

2,030 

36.0 

13 

Top  Laterals. 

531 

35 

566 

7.0 

14 

Bottom  Laterals. 

843 

1 82 

1,025 

21.0 

15 

Portals. 

1.732 

620 

2,352 

36.0 

16 

Pins  and  Nuts. 

86 

86 

17 

Pedestals. 

1.949 

1,949 

37.298 

17.503 

54.801 

ACx9 

Total  Weight  of  Metal  in  Bridge,  exclusive  of  9,  10,  11,  18  and  19  -=  54,801  l!»s. 


9 

Joists. 

23.852 

2,200 

26,052 

10 

Hub  Guard. 

2,392 

267 

2,659 

n 

End  Struts. 

469 

167 

636 

18 

Bolts  for  Lumber. 

365 

365 

19 

Spikes  for  Lumber. 

389 

389 

9.0 

II.O 

36.0 


Total  Metal  in  Bridge. 


3.388 


64,011 


20,891 


30,101 
84,902 


13.0 
33-0 


15 
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carried  by  the  bridge ;  the  live  load  consists  of  the  moving  load  which 
the  bridge  is  built  to  carry ;  while  the  miscellaneous  loads  include  wind 
loads,  snow  loads,  etc. 

Weight  of  Bridges. — The  weight  of  a  bridge  is  composed  of 
( I )  the  weight  of  the  steel  in  the  t.teel  framework,  consisting  of  the 
vertical  trusses,  the  upper  and  lower  lateral  systems,  the  floorbeams. 


■- 

^  i*non                5 

14000                                                                  \-..7-. 

1   12000       7«L.  ' 

g  12000 -jfof,    .  -  -  -  _  - 

y   10000                                                         ^  ? 

3    annn 

"§                                            .e"     ,',,.<-. 

i  6000              -  -  5K,  '  '  "  "  M^'?^f''nM>^Sr/;^^^. 

"!=              •^                                                                

•5 pan  of  &ndge  in  Fsct, 


FlO.  29.    Total  Weight  of  Steel 
Bridges,  Exclusive  of  Joists  a 


N,  Riveted,  Low  Truss  Highway 
(Gillette-Herzoo  Mfg.  Co.) 


the  portals  and  sway  bracing:  (2)  the  weight  of  the  joists  and  the 
fence;  and  (3"!  the  weight  of  the  floor  covering. 

Weight  of  Stcci  FriwiciiL-ork.--~T\\t  weight  of  the  steel  framework 
in  a  bridge  will  depend  upon  whether  it  is  a  railway  or  a  highway 
bridge,  upon  the  span  and  the  tyi>e  of  bridge,  and  upon  the  load  which 
it  has  been  designed  to  carry.  The  weight  of  the  steel  in  a  highway 
bridge  is  the  sum  of  the  weights  of  the  parts  (i\  (2)  and  (3)  of  the 
bridge  as  shown  in  Table  I. 
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WEIGHT  OF  STEEL  HIGHWAY  TRUSS  BRIDGES.     GU-             1 

lette-Hcrzog  Mfg.  Co.  Standards.— Tlie  total  weiglits  of  Ihe  steel  in             1 

^Lhighway  bridges  without  sidewalks,  exclusive  of  joists,  fence,  etc,  are              I 

^Vgiven  in  Fig.  29,  Fig.  30  and  Fig.  31.     Tliese  bridges  were  designed 

^  for  the  loadings  stated  and  all  have  a  roadway  of  16  feet  except  the             J 

Petit  trusses  with  spans  above  228  feet,  which  have  an  18-ft.  roadway.            1 

The  bridges  were  designed  by  the  GiUettc-lIcrzog  Mfg.  Co.  and  are            1 

^L  excellent  strnctures.                                                                                                   1 
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LOADS    AND    WEIGHTS    OF    HIGHWAY    BRIDGES, 
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^Boston  Bridge  Works  Standards.— t-Tlie  total  weights  of  steel, 
exclusive  of  joists  and  fence,  in  highway  bridges  as  designed  by  the 
Boston  Bridge  Works,  are  given  in  Figs.  32  and  33.  The  bridges 
whose  weights  are  given  in  Fig.  32  were  designed  for  a  live  load  of 
80  lbs.  per  sr[uare  foot  for  the  trusses,  and  100  lbs,  per  square  foot  for 
tlie  floor  system.  The  bridges  whose  weights  are  given  in  Fig.  ^j,  were 
designed  for  a  live  load  of  80  lbs.  per  stjuarc  foot  for  the  trusses,  and 
100  lbs.  per  square  foot  for  the  floor  system  of  the  main  roadway  and 
the  footwalks.  The  bridges  were  designed  with  allowable  tension  of 
15,000  lbs.  per  square  inch  in  main  members  and  18,000  lbs.  per  square 
inch  in  laterals;  allowable  compression  of  12,000  and  15,000  lbs.  per 
square  inch,  reduced  by  Rankine's  column  fomtnla,  in  main  members 
and  laterals,  respectively. 

Weights  of  Ttmsscs,  Laterals,  etc. — The  weiglits  of  one  truss  of 
steel  highway  bridges  as  ilesigned  for  different  loadings  by  the  Doston 
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LOADS    AND    WEIGHTS    OF    HIGHWAY    BRIDGES. 


Bridge  Works,  are  given  in  Table  11.  The  live  and  dead  loads  are  in 
pounds  per  lineal  foot  per  truss.  Class  I  was  designed  for  a  live  load 
of  1,280  lbs.  per  lineal  foot  of  bridge;  Class  II  for  3,600  lbs.  per  lineal 
foot  of  bridge;  Class  III  for  6,000  lbs.  per  lineal  foot  of  bridge.  The 
trusses  given  in  Table  II  were  designed  for  a  tension  of  15,000  and 
18,000  lbs.  per  square  inch  in  main  members  and  laterals,  respectively ; 


TABLE  II. 

Weight  of  One  Truss  of  a  Steel  Pratt  Highway  Truss  Bridge.    Dead  and 
Live  Loads  in  Pounds  Per  Lineal  Foot  of  Truss.    (Boston  Bridge  Works.) 


Class  I. 

Class 

IL 

Class  III 

• 

Sfan. 

Live 
Load. 

Dead 

Load. 

1 

'  Weight  of 
Truss,  lbs. 

Live 
Load. 

Dead 
Load. 

Weight  of 
Truss,  lb». 

1    Live 
Load. 

Dead 
Load. 

Weight  of 
Truss,  lU. 

40 
45 
50 
55 

640 

1 

250 

255 
260 

265 

1,700 
2,000 
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2,700 

'  i,8ao 

520 
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3»ioo 
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3»ooo 
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65 
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80 
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90 

95 
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a  compression  of  12,000  and  15,000  lbs.  per  square  inch,  reduced  by 
Rankine's  formula,  in  main  members  and  laterals,  respectively;  and 
for  rivet  shear  of  10,500  lbs.  per  square  inch,  and  rivet  bearing  of 
15,000  lbs.  per  square  inch. 

The  weights  of  one  floorbeam,  designed  for  different  loadings  per 
lineal  foot  of  floorbeam,  are  given  in  Table  III. 


TABLE  III. 

Weight  of  One  Floorbeam  in  Pounds  for  Different  Loads  Per  Lineal  Foot 

OF  Floorbeam.     (Boston  Bridge  Works.) 


Width  of 

Roadway. 

Kekt. 

Total  Load  om  < 

One  Floorbb^ 

lM. 

900 

x,3oo 

«»700 

a, 100 

»,500 

«,Soo 

12 

330 

390 

460 

510 

550 

16 

630 

710 

830 

930 

1,020 

20 

930 

1,050 

1,200 

1,370 

1,430 

24 

1,260 

1,430 

1,620 

1,850 

2,080 

28 

1,630 

1,860 

2,  too 

2,380 

2,700 

32 

2,050 

2,380 

2,700 

3,080 

3,400 

40 

2,994 

3,863 

4,418 

4,922 

5,581 

6,200 

TABLE  IV. 
Weight  of  Sidewalk  Brackets  in  Pounds.     (Boston  Bridge  Works.) 


Width  of 
Walk,  Feet. 


Total  Load  on  Bracket. 


900 


1,300 


1,700 


5 

90 

115 

6 

135 

155 

7 

175 

200 

8 

215 

250 

9 

260 

295 

10 

300 

355 

140 

180 
225 
280 
340 

400 


a, 100 


2,500 


160 

185 

205 

230 

255 

285 

315 

360 

390 

450 

465 

560 

The  weights  of  one  sidewalk  bracket,  designed  for  a  live  load  of 
100  lbs.  per  square  foot,  for  different  widths  of  sidewalk,  are  given 
in  Table  IV. 

The  weights  of  shoes  and  rollers,  for  one  span  for  reactions  of 
50,000  lbs.  to  400,000  lbs.,  are  given  in  Ta])le  V.  The  ])caring  on 
masonry'  was  taken  at  300  lbs.  per  square  inch,  while  the  bearing  on 
rollers  w^as  taken  as  900  V  ^  lbs.  per  lineal  inch  of  roller,  where  D  is 
the  diameter  of  the  roller. 
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TABLE  V. 
Weight  of  Shoe  Plates  (Pedestals)  and  Rollers  in  Pounds  for  One  Span. 


Reaction,  Pounds. 

Weight,  Pounds. 

Rsaction,  Pounds. 

Weight,  Pounds. 

50,000 
100,000 
150,000 
200,000 

280  -f      240* 
620  +      450 
1,030+      850 
1,540  +  1,220 

250,000 
300,000 
350,000 
400,000 

2,080  +  1,520* 
2,660+  2,100 
3»3oo  +  2,450 
3,940  +  2,800 

*  Amount  to  add  for  2  cast  shoes  equal  in  thickness  to  rollers  and  bottom 


plate. 


The  weights  of  lateral  bracing  for  different  spans  and  roadways 
are  given  in  Table  VI.  The  wind  load  on  the  unloaded  chord  was 
taken  as  150  lbs.  per  lineal  foot  of  bridge,  while  the  wind  load  on 
loaded  chord  was  taken  as  300  lbs.  per  lineal  foot  of  bridge,  of  which 
150  lbs.  was  considered  a  moving  load. 

It  will  be  seen  in   Figs.  29  to  33  that  the  weights  of  highway 


TABLE  VI. 
Weight  of  Lateral  Bracing  in  Pounds  for  Steel  Highway  Bridges. 
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bridges  for  any  given  span  depends  upon  (ij  the  type  of  truss,  (2) 
the  loadhig,  (3)  the  number  of  panels  in  the  bridge,  and  (4)  upon  the 
Hjridth  of  tlie  roadway. 

^r      American  Bridge  Company  Standards. — To  cover  a  larger  range 
of  conditions  the  author  has  tabulated  graphically  the  weights  of  two 
trusses  of  low  Pratt  pin-connected  bridges  in  Fig.  34;  in  Fig.  35  he 
has  tabulated  the  weights  of  one  floorbeam  for  various  panel  lengths 
and  widtlis  of  roadway  for  a  live  load  of  100  lbs.  per  square  foot  of 
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1  Fig.  36  he  has  tabulated  the  weights  of  lateral  sys- 
ortals  per  foot  of  clear  width  of  the  bridge.     The 
ems  were  designed  for  150  lbs.  per  lineal  foot  of 
)wer  lateral  systems  were  designed  for  a  wind  load 
eat  foot  of  bridge,  150  lbs.  being  considered  a  moving 
le  to  find  liie  weight  of  a  five  panel,  low,  Pratt,  pin- 
V  bridge  having  a  span  of  80  feet  and  a  clear  roadway 
isscs  being  designed  for  a  live  load  of  1,600  lbs.  per 

LOADS    AXD    WEIGHTS    OF    HIGHWAY    BRIDGES. 


10    a    14    \6   le  so   zz  e4 

panel  Length  in  feet 

Fia  35-    Total  Weight  of  One  Floorbeam  tor  Various  Panel  Len'gths  and 

Widths  of  Roadway,  for  a  Live  Load  of  ioo  Pol^nds  Per  Square  Foot. 

(American  Bridge  Co.) 


rsoo 
S  1600 

i  1400 
I  1200 
u  1000 

i. 

I  BOO 
^  600 

I  "00 
5    200 

i  ° 

■*'       20   AO    io  eo  too  120  1-40  160  160  ioo  2Z0  zAo  KO  leo  300  5?o  no 

Span  of  Bridge  in  Feet 

Fig.  36.    Weight  of  Upper  and  Lower  Lateral  Systems  and  the  Portals  an 

Sway  Bracing  for  Through  Bkcdces  in  Pounds  Per  Foot  of  Width 

OF  Bridge.     (American  Bridge  Co.) 


-n 

II' 

: 

= 

t 

^ 

^ 

- 

= 

I 

- 

6 

imlud'nq  fbrlah,pfrfii9f 
ofWidlh  a  f  Bridge. 

-- 

i   i-..:.." 

- 

- 

^" 

■V 

_.  16000 
1   MOO 

e 

.£   12000 

1 

^4:   -- 

llfrV 

^^^^H 

^J      ^ 

-  J V 

^^^^H 

■?  2  I 

•^^ 

iv'4^  t     \ 

^^^^H 

^^^^H 

V   Z  T'/  ^ 

^^^^H 

»   in 

„„„ 

^4  aiJa- 

^^^^H 

'^xi  S  .0*4- 

^^^^H 

if    8000 

t  4000 
J    2000 

^ 

+y5  ^V 

^^^^H 

i- 

2  .*JI 

^^^^H 

-- 

't 

'^(t*  i^ 

^^^^H 

H 

V^--    WtiqhtofTMTrusitsA 

^H 

/y 

LirnKvif 

ea  ivarren,                    ^^^^^m 

.  ."T  f 

^'""'^■'■.  , 

^^^^H 

20 

I  37.    Total  Wei 
bono.  Wabrek  Tr 

30    40     50     60     70    SO    90     100    HO     \Z0                ^^H 

5pan  of  Trusses  in  Teef.                                 ^^^H 

HT  OF  Steel  in  Two  Trusses  of  a  Low,  Ri\-eted,  Box-  ^^^^| 

ss  Highway  Ubidge  (Fig.  7).     (AmericjVN  Bridge  Co.)       ^^^| 

50000 
•< 
■?  46000 

,'    ,^ 

7       7 

4       Z 

>      2 

^    I 

■4*4^ 

.E 

5  38000 

S  54000 

A 

-^  r 

r\<^ 

^ft^,'^ 

V     Z-7; 

<l'   ,!       Z    ,1' 

^^-iL'^  4t,-tc 

■    1  '°°°° 
^    ^  26000 

1,22000 

^     i  18000 

H         I40OO 

I        »000 

^■L  ja    Total 

^   1/  /  A^ 

if 

TL.iV 

n" 

/A/r- 

~\ 

i' 

■^    V^  1    1 

7i*i?  Trussei, 
/ion,Thit>uqh^ 
Panzl/el  Chordi. 

y 

<- 

' 

DoubleMerse 

-•  = 

- 

' 

3     80    90     100    \S0     IZO     150    140    150    (60   170    160  15 
3pan  of  Trusses  in  Feet. 
Weight  of  Steel  in  Two  Trusses  of  a  Doitble  Interne 
ULAR,  Riveted.  Throl-oh  Warren  Truss  Highwav  Bridg 
(Fic.  13).     (American  Bridge  Co.) 

1 

26  LOADS    AND    WEIGHTS    OF    HIGHWAY    BRIDGES. 

lineal  foot  of  bridge,  and  the  floor  system  for  a  live  load  of  loo  lbs. 
per  square  foot  of  floor,  proceed  as  follows : 

The  total  weight  of  two  8o-foot  trusses,  from  Fig.  34  ^         12,700  lbs. 
Tlie  total  weight  of  4  floorbeams  for  a  panel  length  of  16 

feet  and  a  roadway  of  18  feet,  from  Fig.  35^4  x  1,100^4400  lbs. 
The  total  weight  of  lateral  systems,  including  portals,  for 
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a  clear  roadway  of  18  feet,  from  Fig.  36=  18  X  190^  3420  lbs. 
Total   weiglit  of  steel  in  bridge  exclusive  of  joists  and 

fences  20,520  lbs. 

The  weights  of  two  trusses  of  low,  riveted,  box<hord,  Warren 
tmss  bridges,  are  given  in  Fig.  37 :  the  weights  of  two  trusses  of  double 
intersection,  quailrangular.  riveted,  through  Warren  truss  bridges  are 
given  in  Fig.  3S ;  the  weights  of  two  trusses  of  riveted,  through  Pratt 
truss  bridges  arc  given  in  Fig.  39;  the  weights  of  two  trasses  of  pin- 
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connected,  tfirough  Pratt  truss  bridges  are  given  in  Fig.  40;  and  the 

weights  of  two  trusses  of  pin-connected,  through  curved-chord  Pratt 
and  Petit  truss  bridges  are  given  in  Fig.  41.     The  weights  of  floor- 
beams  as  given  in  Fig.  35.  and  the  weights  of  lateral  systems  as  given 
b  Fig.  36,  are  to  be  used  in  connection  with  all  diagrams  giving  the 
weights  of  two  trusses. 
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d  example  it  is  required  to  calculate  the  weight  of  a  six- 
nected,  Pratt  truss  bridge  having  a  span  of  no  feet  and 
16  feet  in  the  clear,  the  trusses  having  been  designed  for 
1,200  lbs.  per  lineal  foot  of  bridge,  and  a  floor  load  of 
uare  foot  of  floor. 

jf  two  lio-ft.  trusses,  from  Fig.  40=                 17,200  lbs. 
Df  5  floorbcams  for  a  16-ft.  rnadway  and  an 
el.  from  Fig.  35  =  9ooX  ,S=                           4.500  lbs. 
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Total  weight  of  lateral  systems,  including  portals,  from  Fig. 

36  =  16X250=  4,000  lbs. 

Total  weight  of  bridge  exclusive  of  Joists  and  fences  25.700  lbs. 


160000 
150000 


Wiiqhl  ofTyto  Trvsies, 
£uryrd  Chord,  Thenuqh, 
Praf/ ffivf  f^fi'f  Trusin. 
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Span  of  TrwsAes  In  Feet-. 

Fig.  41.    Total  WEii;iiT  of  Two  Trvspes  of  a  Pcn-connected,  Cvrveo  Chord, 

Throuiji  Tratt  ano  Pktit  Highway  BRionE  (Fic.  15  and  Fig,  18). 

(Amehican-  Bhipge  Co.) 

I'rnm  l"ig.  30,  the  total  weight  of  a  iio-foot  ^pan,  6-panel,  pin- 
coiinccted  Pratt  truss  bridge  with  a  il'i-foM  clear  roadway  designed  for 
a  hve  load  of  1,280  lbs.  per  lineal  foot  of  bridge  is  approximately  25,- 
200  lbs.,  which  is  a  very  good  check. 

.As  a  third  e-xaniple  it  is  required  to  calculate  the  weight  of  an 
S-panel,  pin-connected,  Pratt  truss  highway  bridge,  having  a  span  of 
160  ft.,  a  roadway  of  16  ft.  in  the  clear,  the  tnisses  having  been  designed 
for  a  live  load  of  1,440  lbs.  per  lineal  foot  of  bridge,  and  a  floor  load 
of  100  llis,  per  s(]narc  foot  of  floor. 
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Total  weight  of  two  i6o-ft.  trusses,  from  Fig.  40,  by  inter- 
polation =  40,000  lbs. 

Total  weight  of  7  floorbeams  for  a  i6-ft.  roadway  and  a 

20- ft.  panel,  from  Fig.  35  =  950  X  7=  6,650  lbs. 

Total  weight  of  lateral  systems,  including  portals,  from  Fig. 

36  =  16  X  410=  6,560  lbs. 

Total  weight  of  bridge  =  53.210  lbs. 

WEIGHT  OF  BEAM  BRIDGES.— The  weights  of  beam  bridges, 
as  designed  by  the  American  Bridge  Co.  for  different  roadways,  are 
given  in  Table  VIII.  The  lengths  of  span  for  different  loadings  may 
be  used  as  given  in  Table  VII. 


Table  vil 

• 

Permissible  Span 

OF  Beams  for  Different  Loadings,   Arranged  as  in 

Taple  VITT. 

SizB  OP  Beams. 

Maximum  Span  for  a  Live  Load  of 

xoo  lbs.  per  sq.  ft.,  or  a  6  Too 

Wagon. 

Maximum  Span  for  a  Live  Load  of 

125  lbs.  per  »q.  ft.,  or  a  15  Ton 

Road  Kullcr. 

6'' 

1 6^  o'' 

14'  0'' 

7„ 
8^' 

i</  &' 

22^  O'' 

if  0'' 
2C/  0'' 

9// 
10'' 

25'  c/^ 

29'  &' 

2y  0'' 

2f  &' 

12// 

35'  0^' 
40'  &' 

32'  o'f 

4<y  o'f 

Weight  of  Steel  Highway  Plate  Girder  Bridges. — The  weights 
of  highway  plate  girder  bridges,  as  designed  by  the  Boston  Bridge 
Works,  are  given  in  Figs.  42,  43  and  44.  The  through  highway  plate 
girder  bridges,  of  which  the  weights  are  given  in  Fig.  42,  were  designed 
for  a  live  load  of  80  lbs.  per  square  foot  of  floor  surface  for  the  girders 
and  100  lbs.  per  square  foot  of  floor  surface  for  the  floor  system,  also 
for  a  6-ton  wagon. 

The  through  highway  plate  girder  bridges  with  sidewalks,  of  which 
the  weights  are  given  in  Fig.  43,  were  designed  for  a  live  load  of  80 
lbs.  per  square  foot  on  the  roadway  and  60  lbs.  per  square  foot  on  the 
sidewalk  for  girders  30  ft.  long  and  over;  and  100  lbs.  per  s(|uare  foot 
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TABLE  VIII. 
Weights  of  Beam  Bridges.     (Amekican  Brioce  Co.) 


ITIMS. 

Width  uf  RntowAT  aim  Ndh- 

SK«OFjg.sT^Us«i.. 

^l^l 

^2 

V« 

6"  [»— 8  lbs. 

J<us(s,  lbs.  per  Im.  ft. 
3  W»ll  ch«nnels. 
1  Set  bndDg. 
Field  bolts  and  clips. 

160 
51 

160 
55 

77 1     90 

340,  380 
170'  180 

59  i     63 

430 
190 

67 

7"  Is— IS  lbs. 
7"  [s-gj*-  lbs. 

Joists,  lbs.  per  tin.  ft. 
2  Wall  clmnDeis. 
I  Set  bracing. 
Field  t»lu  .nd  dips. 

26s 

'55 
57 

80 

61 

95 
345 

•11 

69 

135 

435 

195 

73 

8"  Is-i8  lbs. 
8"[s-ii',  lb). 

loisu,  lbs.  per  lin.  ft. 
3  W«I1  channels. 
1  Set  bracine. 
Field  bolU  and  clips. 

77 
6s 

95 

3'o 

113 

X 

73 

131 
390 
190 
77 

149 
430 

Si 

9"  1j_ji  lbs. 
9"[s-i3}i  lbs. 

Joists,  Ibi.  per  lin.  ft. 
2  Wsll  channels. 
I  Set  bracine. 
Field  bolu  and  clips. 

90 

67 

3'5 
175 
73 

13a 
77 

153 

395 

'74 
435 

If 

lo"  Is— IS  lbs. 
lo"  [i_i5  ihs. 

Joists,  lbs,  per  lln.  ft. 
2  Wall  channels. 
I  Set  bracing. 
Field  boll)  and  clips. 

'as 
2S0 
170 

75 

130 

S 

80 

IS. 

180 
400 

90 

305 
440 

95 

li'Ms-jiJilbs. 
I  a"  [Ji-»>i  lb.. 

Joisis,  Ibi.  per  lir.  fl. 
3  Wall  channels, 
a  Sets  bracing. 
Field  bolts  and  clips. 

"36 
390 

167 
330 
3?o 

139 

199 
370 
39° 
140 

230 
410 
410 
151 

363 
450 

S 

ia"Is— 35lb». 
li"  [*— loji  lbs. 

Joists,  lbs.  per.  lin.  ft. 
3  Wall  channels. 
3  Sets  bracing. 
Field  bolts  and  clips. 

14S 

ifir 
330 
370 
lag 

316 
370 
390 
140 

251 

410 
410 
'5' 

3S6 
450 

13"  Is— 40  lbs. 
13"  la—aoyi  lbs. 

Joists,  lbs.  per  lin.  ft. 
3  Wall  channels. 
3  Sets  bracing. 
Field  bolts  and  clips. 

"3 

330 
370 
'35 

241 
370 
390 

147 

410 
410 

■59 

3»i 

450 
430 

15"  Is— 43lbi. 
■S"  [5-33  11-5. 

Jdsts,  lbs.  per  lin.  ft. 
a  Wall  channels. 
3  Sets  bracing. 
Field  bolts  and  clips. 

19i  '  334  1   376 

30s  1  345  i  385 
360 1  380  1  400 
1381  151  1   164 

318 
425 

j;7 

360 
465 
440 
190 

Lumber:  Ft. 

Ji.  M-  [ler  lin.  ft.  span. 

AO 

46 

5= 

58 

64 

Railing:  Total  weight  of  2  sides  =  33  lbs.  X  length  in  feet  +  1 00  lbs. 
Extreme  length  of  span  ^:  clear  span +  2  ft.   (ordinarily). 
Bracing:  12"  and  15"  beams  have  3  sets;  all  other  sizes  I  set. 


span  zo'zi  3o'l35'  «"-(5'l5o'  55'  6o'|«'7o'  7j'lao' 
2Paneli  !3Fbnel5t4Panel3  |  SPaneli! 

Fk.  «.    Total  Weight  of  Steei.  in  Th 

"ITH  SlUEWAI-XS.  EXCLL-SIVE  UF  JO[STS   AND   FeNCE.     I  BoSTON  Rlt[ 

Hie  thrciugh  plate  girder  bridges  in  Fig.  42.     The  allowable  unit  stresses 
were  the  same  as  for  tlie  truss  bridges  in  Figs.  32  and  33. 
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Fig.  44,    Total  Weight  1 
Exclusive  of  Jo 


'  Steel  in  Deck  Plats  Gixder  Hichwav  Bsidgcs, 
VIS  AND  Fence.     (Boston  Bridge  Wobks.) 


Weight  of  One  Steel  Highway  Plate  Girder  foe  Different  Loadings  Pes 
Lineal  Foot  of  One  Girder.     (Boston  Bridge  Works.) 


Stan 
F«i. 

Ci.*ss  I. 

CiAss  IT 

Cunll 

15 

640 

600        1,800 

480 

900     3,000 

1,000 

J35 

805 

3S 

500 

a,6oo 

245 

Sio 

3.700 

35 

250 

1,900    I 

Sao 

3,800 

850 

5.100 

J, 600 

5.000 

865 

6,600 

260 

6,400 

8,400 

W 

»6S 

550 

895 

10,400 

ss 

370 

5.100 

560 

9,700 

910 

13,500 

^75 

6,500 

570 

11.700 

925 

14.900 

The  weights  of  one  steel  highway  plate  girder  for  different  loads 
per  lineal  foot  of  girder,  and  different  spans  are  given  in  Table  IX. 
The  compression  flanges  were  made  with  the  same  section  as  the  ten- 
sion flanges.  The  live  and  dead  loads  are  given  in  pounds  per  lineal 
foot  of  one  girder. 

WEIGHT  OF  STEEL  ELECTRIC  RAILWAY  BRIDGES.— 
The  weights  of  the  structural  steel  in  electric  railway  bridges,  as 
designed  by  thc-BoMon  Bridge  Wotkc.  are  given  in  Fig.  45. 


STEEL   RAILWAY    BRIDGES. 


Fig,  45.    TcpTAL  Weight  of  Steel  ik  Electric  Railway  Bridges,  Exclusive  op 

Fence,     [n         if^  ,^.  »>^.-,  \ 

WEIGHT  OF  STEEL  RAILWAY  BRIDGES.— The  weight 
of  the  structural  steel  in  a  railway  bridge  varies  with  the  span,  the 
type  of  truss,  the  loading  and  with  the  sjiecifications.  The  formula 
proposed  by  Waddell  and  Hedrick  and  published  in  Merriman  and 
Jacoby's  Roofs  and  Bridges,  Part  I,  is 

a.  =  8.63(/+i.3r^-i4o) 

where  w  is  the  weight  of  steel  in  pounds  per  lineal  foot  of  span,  /  is 
the  span  in  feet,  and  tV  is  the  weight  in  net  tons  of  each  of  the  two 
locomotives  that  precede  the  uniform  train  load. 

For  Cooper's  E  40  loading  the  weight  is  then  given  by  the  formula 

7c— 8.63(^  +  44-6)  lbs.  (a) 

and  for  Cooper's  E  50  loading  the  wciglit  is  given  by  the  formula 

a.  =  8.63(/  +  'p.75Ubs.  (b) 


34  LOADS    AND    WEIGHTS    OF    HIGHWAY    BRIDGES. 

To  obtain  the  total  dead  load,  add  from  400  to  500  lbs.  per  lineal  foot 
for  the  ties  and  track. 

FLOOR  SYSTEMS  FOR  HIGHWAY  BRIDGES.— The  Amer- 
ican Bridge  Co.'s  Specifications  for  Steel  Highway  Bridges,  1901, 
include  the  following  provisions : 

§  I.  Classification. — Bridges  under  these  specifications  are  divided 
into  six  classes,  viz. : 

Class  A. — For  citv  traffic. 

Class  B. — For  suburban  or  interurban  traffic  with  heavy  electric 
cars. 

Class  C. — For  country  roads,  with  light  electric  cars  or  heavy 
highway  traffic. 

Class  D. — For  country  roads,  with  ordinary  highway  traffic. 

Class  E^. — For  heavy  electric  street  railways  only. 

Class  Eo. — For  light  electric  street  railways  only. 

§  8.  Spacing  of  Trusses. — The  width  between  centers  of  trusses 
shall  in  no  case  be  less  than  one-twentieth  of  the  span  between  centers 
of  end  pins  or  shoes. 

§  IT.  Floorbeams. — All  floorbeanis  in  through  bridges  shall  be 
riveted  to  the  main  girders. 

§  12.  Stringers. — Steel  stringers  shall  preferably  be  riveted  to  the 
web  of  the  floorbeams. 

Wooden  joists  shall  not  be  less  than  3  inches  thick,  shall  be  spaced 
not  more  than  2  J  feet  between  centers,  and  shall  be  dapped  over  the 
seat  angles  or  ll(K)r])eams  to  exact  level.  In  the  latter  case  they  shall 
lap  by  each  other  over  the  full  width  of  the  floorbeam,  and  shall  be 
separated  \  inch  for  free  circulation  of  air. 

§  13.  Vox  single  thickness  the  roadway  planks  shall  not  be  less  than 
3  inclies  thick,  nor  less  than  one-twelfth  of  the  distance  between 
striiif,^?rs,  and  shall  be  laid  transversely  with  J  inch  openings. 

§  15.  Wheel-guards. — Wheel-guards  of  a  cross-section  not  less  than 
(')  inches  by  4  inches  shall  be  provided  on  each  side  of  the  roadway. 
They  shall  be  blocked  up  from  the  floor  plank  with  blocks  2  inches 
by  (^  inches  by  12  inches  long,  not  over  5  feet  apart  center  to  center, 
held  ill  place  by  one  J  inch  bolt  passing  through  the  center  of  each 
blocking  piece  an<l  securely  fastened  to  the  stringer  below.  The  wheel- 
^Miards  shall  be  s])liced  with  half  and  half  joints  with  6  inches  lap  over 
a  blocking  j)irce. 
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§  1 6.  Footwalk  Planks. — The  footwalk  planks  shall  not  be  less 
than  2  inches  thick  nor  more  than  6  inches  wide,  spaced  with  i  inch 
openings. 

•    §  17.  All  plank  shall  be  laid  with  the  heart  side  down;  shall  have 
full  and  even  bearing  on  and  be  firmly  attached  to  the  stringers. 

§  18.  Solid  Floor. — For  bridges  of  Classes  A  and  B  a  solid  floor, 
consisting  of  stone,  asphalt,  etc.,  on  a  concrete  bed,  is  recommended. 
For  this  case  the  flooring  will  consist  of  buckle-plates  or  corrugated 
sections,  and  the  concrete  bed  shall  be  at  least  3  inches  thick  for  the 
roadway  and  2  inches  thick  for  the  footwalk,  over  the  highest  point  to 
be  covered,  not  counting  rivet  or  boltheads. 

§  19.  Buckle  Plates. — Buckle  plates  shall  not  be  less  than  j^  inch 
thick  for  the  roadway  and  J  inch  thick  for  the  footwalk. 

§  20.  Curbs. — For  solid  floor  the  curb  holding  the  paving  and 
acting  as  a  wheel-guard  on  each  side  of  the  roadway  shall  be  of  stone 
or  steel  projecting  about  6  inches  above  the  finished  paving  at  the 
gutter.  The  curb  shall  be  so  arranged  that  it  can  be  removed  and 
replaced  when  worn  or  injured.  There  shall  also  be  a  metal  edging 
strip  on  each  side  of  the  footwalks  to  protect  and  hold  the  paving  in 
place. 

§  21.  Drainage. — Provision  shall  be  made  for  drainage  clear  of  all 
parts  of  the  metal  work. 

§  22.  Floor  of  Class  E^  and  Eg. — The  floor  of  bridges  of  Classes 

El  and  E,  shall  consist  of  cross-ties  not  less  than  6  inches  by  6 
inches,  spaced  with  openings  not  exceeding  6  inches  and  securely  fas- 
tened to  the  stringers  by  bolts.  There  shall  be  guard  timbers  not  less 
than  6  inches  by  6  inches  on  each  side  of  each  track,  with  the  inner 
faces  not  less  than  9  inches  from  center  of  rail.  They  shall  be  notched 
I  inch  over  every  tie,  and  fastened  to  every  tie. 

§  23.  Dead  Load. — In  determining  the  weights  of  the  structure  for 
the  purpose  of  calculating  stresses,  the  weight  of  timber  shall  be 
assumed  at  4  lbs.  per  foot  B.  M.,  the  weight  of  concrete  and  asphaltum 
at  130  lbs.,  of  paving  brick  at  150  lbs.  and  of  granite  at  160  lbs. 
per  cubic  foot. 

The  rails,  fastenings,  splice  and  guard  timbers  of  street  railway 
tracks,  resting  on  cross-ties,  shall  be  assumed  as  weighing  100  lbs.  per 
lineal  foot  of  track. 

For  additional  specifications  for  floor  systems  of  highway  bridges. 
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see  ir.e  irLo.r  r  *  r^.trrri'jirj.r::?  ::r  ^tisi  HizTmiT  Bri'^gcs,**  in  Ap- 
l.)enii:x  I. 

FLOOR  SYSTEMS  FOR  iXECTRIC  RAILWAY  BRIDGES. 

— S j>ev::r.ca:: . nr    f.r    fcr^l    Zl-tcrrj:    Pui^-Bij   3r>:^cs  by    Mr.   C   C 

Schne:  :er.  M.  >.t:-  >•:.    .'.  Z..   :  icTt  -  'Ji-t  filjiwiq^  prc^Tisions : 

§  I.  ClassJncatios, — 1  r.  .^-tr^  un  Icr  th-e^e  5'<cincai5 i^ns  are  divided 
into  three  cLi-^es.  v-z. 

CIa^>  A. —  r    T  >.ca  y  tl-rrir-:  rL:l-*3.yi  csrryiiig  freigbt- 
L'kiss  L'.. — '/.  r  ::r   :~i-~-:-  :r.-;ljLr:^  ■el-evs.te'i  railways. 

Class  C — F  r  !\:'-:  ^I'l'iriar.  ra:'-a:ivi. 

§4.  Clearance. — I"  all  :rr  L-;^h  :r  1^^  the  clear  width  from  the 
oentor  of  the  track  >1  all  r-  :  *.e  lr•^:^  thar.  7  ft.  at  a  height  of  i  ft.  6  in. 
above  tlie  toi>>  of  :!-c  ra:lr  v. l-.-ere  :l:e  track?  are  straight-  The  width 
shall  he  increa-e-l  u  y-  \::-r  the  :rar:e  n:inrrr.'jra  clearance  on  curves, 
alK»wauce  l»eitii;  nTaie  f.r  svier-elevaticn  of  rails. 

§  5.  Head-room. — Pr.e  clear  heal-px-^m  for  all  bridges  shall  not 
he  K-^s  than  i^  ft.  at)* 've  the  :  v  ■.  f  the  rails. 

§  o.  Spacing  Trusses. —  Lie  Aiith  center  to  center  of  trusses  shall 

III  n.»  caNC  he  le<>  tl'ar:  ore-t'.vc-^rieth  oi  the  ettective  span. 

Spacing  of  Stringers. — Stririgers  shall  be  spaced  generally  not  less 
th.ni  <»l   U.  center^,  in  liiizii  v:a<iiicts  not  less  than  8  ft 

ij  y.  Skew  Bridges. —  Kn  Is  ->f  'leck  plate  girders  and  track  stringers 

(.(   Irw  hi  i. lues  at  a^rtTTK'T^ts  shall  be  si'iiare  to  the  track. 

s  S.  Tics.-  -W  i^'^lcn  tie  rix^rs.  where  used,  shall  be  proportioned  to 
<.iM\  ihr  nKixiiriun  wheel  IkiI  with  50  per  cent  impact  distributed 
I. Ml  thuT  ties;  fiber  strc-s  on  ties  n«^t  t(.^  exceed  2,ooo  lbs.  per  square 
hi<  h,  ;iii-l  thf  length  t'>  be  not  less  than  the  total  distance  over  the  outer 
•  .j^'i-  of  the  sni)|»ort<  pins  iJ  ins.  They  shall  be  not  less  than  7  ins. 
A  i'h-  ;«n'l  *  j)aee<l  with  not  nK-^re  than  6-in.  openings,  and  shall  be  notched 
r,  .1  iH'lit  lit  «»ver  the  snpporting  girders,  depth  of  notch  to  be  not  more 

•;. ',  Guard  Timbers. — Gnard  timbers  shall  be  not  less  than  5  ins. 
},,  ,<  ,.,  .  laid  with  the  8-in.  face  dc^wn,  notched  over  each  tie  and 
-.  ■  ..  •  : .    fa  tcned. 

5  ^/  Dead  Load. — The  dead  load  shall  consist  of  the  estimated 
weigi.t  ',i  tbf-  entire  suspended  structure,  assuming  timber  to  weigh 
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4^  lbs.  per  foot  B.  M.,  and  rails  and  fastenings  lOO  lbs.  per  lineal  foot 
of  track. 

FLOOR  SYSTEMS  FOR  RAILWAY  BRIDGES.— The  Amer- 
ican  Bridge  Co.'s  Specifications  for  Railway  Bridges,  1901,  include  the 
following  provisions : 

§  8.  Wooden  Floor. — The  floor  shall  consist  of  cross  ties  8  inches 
by  8  inches  if  the  stringers  are  placed  64  feet  between  centers.  For 
greater  distances  they  are  to  be  proportioned  to  carry  the  maximum 
wheel  load  distributed  over  three  ties,  the  fiber  stress  on  the  timber  not 
to  exceed  1,000  lbs.  per  square  inch.  The  ties  shall  be  spaced  with 
openings  not  exceeding  6  inches,  and  shall  be  notched  down  ^  inch, 
and  have  a  full  and  even  bearing  on  stringers. 

§  10.  Guard  Rails. — There  shall  be  guard  timbers  6  inches  by  8 
inches  on  each  side  of  each  track,  with  their  inner  faces  not  less  than 
3  ft.  3  ins.  from  center  of  track.  They  shall  be  notched  i  inch  over 
every  tie,  and  shall  be  fastened  to  every  third  tie  and  at  each  splice 
by  a  J  inch  bolt.  Splices  shall  be  over  floor  timbers  with  half-and-half 
joints  of  6  inches  lap. 

§  II.  The  floor  timbers  and  guards  must  be  continued  over  piers 
and  abutments. 

§  12.  On  curves  the  outer  rails  shall  be  elevated  as  may  be  required. 

§  13.  Dead  Load. — In  determining  the  weight  of  the  structure  for 
the  purpose  of  calculating  stresses,  the  weight  of  timber  shall  be 
assumed  at  4i  lbs.  per  foot  B.  M.,  and  the  weight  of  rails,  spikes  and 
joints  at  100  lbs.  per  lineal  foot  of  track. 

LIVE  LOADS  FOR  HIGHWAY  BRIDGES.— The  live  loads 
specified  in  the  American  Bridge  Co.*s  Specifications  for  Highway 
Bridges,  and  in  Cooper's  Specifications  for  Steel  Highway  and  Electric 
Railway  Bridges,  1901  edition,  are  the  same  and  are  as  given  in  the 
following  paragraphs,  extracted  from  the  American  Bridge  Co.'s  1901 
Specifications : 

§  24.  Live  Load. — The  bridges  of  the  dififercnt  classes  shall  be 
designed  to  carr^',  in  addition  to  their  own  weight  and  that  of  the  floor, 
a  moving  load,  either  uniform  or  concentrated,  or  both,  as  specified 
l>clow,  placed  so  as  to  give  the  greatest  stress  in  each  part  of  the 
structure. 

Class  A.  City  Bridacs. — l-'or  the  floor  and  its  supj)orts,  on  each 
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Street  car  track  or  on  any  part  of  the  roadway,  a  concentrated  load  of 
24  tons  on  two  axles  10  ft.  centers  and  5  ft.  gage  (assumed  to  occupy 
a  width  of  12  ft. ),  and  upon  the  remaining  portion  of  the  floor,  includ- 
ing footwalks,  a  load  of  100  lbs.  per  square  foot. 

For  the  trusses,  for  spans  up  to  100  ft.,  1,800  lbs.  per  lineal  foot 
of  each  car  track  (assumed  to  occupy  12  ft.  in  width),  and  100  lbs. 
per  s<iuare  foot  for  the  remaining  floor  surface;  for  spans  of  200  ft. 
and  over,  1,200  lbs.  for  each  Hneal  foot  of  track  and  80  lbs.  per  square 
foot  of  floor;  proportionately  for  intermediate  spans. 

Class  B.  Suburban  or  Interurban  Bridges. — For  the, floor  and  its 
supports  on  any  part  of  the  roadway,  a  concentrated  load  of  12  tons 
on  two  axles  10  ft.  centers  and  5  ft.  gage  ( assumed  to  occupy  a  width 
of  12  ft.),  or  on  each  street  car  track  a  concentrated  load  of  24  tons 
on  two  axles  10  ft.  centers;  and  upon  the  remaining  portion  of  the 
floor,  including  footwalks,  a  load  of  100  lbs.  per  square  foot 

For  the  trusses,  for  spans  up  to  100  ft.,  1,800  lbs.  per  lineal  foot 
of  each  car  track  and  80  lbs.  per  square  foot  for  the  remaining  floor 
surface;  for  spans  of  200  ft.  and  over,  1,200  lbs.  for  each  lineal  foot 
of  track  and  60  lbs.  per  square  foot  of  floor ;  proportionately  for  inter- 
mediate spans. 

Class  C.  Heavy  Country  Highzvay  Bridges, — For  the  floor  and  its 
supports,  on  any  part  of  the  roadway,  a  concentrated  load  of  12  tons 
on  two  axles  10  ft.  centers  and  5  ft.  gage  (assumed  to  occupy  a  width 
of  12  ft.),  or  on  each  street  car  track  a  concentrated  load  of  18  tons 
on  two  axles  10  ft.  centers ;  and  upon  the  remaining  portion  of  the  floor, 
including  footwalks,  a  load  of  100  lbs.  per  square  foot. 

For  the  trusses,  same  as  for  Class  B,  except  load  on  car  track  for 
spans  up  to  100  ft.  will  be  1,200  lbs.  and  for  spans  of  200  feet  and  over 

1,000  lbs. 

C7(7^^  D.  Ordinary  Country  Highzvay  Bridges. — For  the  floor  and  its 
supports,  a  load  of  80  lbs.  per  square  foot  of  total  floor  surface  or  6 
tons  on  two  axles  10  ft.  centers  and  5  ft.  gage. 

For  the  trusses,  a  load  of  80  lbs.  per  square  foot  of  total  floor  sur- 
face for  spans  up  to  75  feet;  and  35  lbs.  for  spans  of  200  ft.  and  over; 
proportionately  for  intermediate  spans. 

Class  E,.  Bridges  for  Heavy  Eleetric  Steel  Railways  Only. — For 
the  floor  and  its  supports,  on  each  track  a  load  of  24  tons  on  two  axles 

10  ft.  centers. 

For  the  trusses,  a  load  of  t,8oo  lbs.  per  lineal  foot  of  each  car 
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track  for  spans  up  to  loo  ft. ;  and  a  load  of  1,200  lbs.  for  spans  of  200 
ft.  and  over;  proportionately  for  intermediate  spans. 

Class  Ej.  Bridges  for  Light  Electric  Street  Railways  Only. — For 
the  floor  and  its  supports,  on  each  track  a  load  of  18  tons  on  two  axles 
10  ft.  centers. 

For  the  trusses,  a  load  of  1,200  lbs.  per  lineal  foot  of  each  car  track 
for  spans  up  to  100  ft.;  and  a  load  of  1,000  lbs.  for  spans  of  200  ft. 
and  over;  proportionately  for  intermediate  spans. 

The  Author's  Specifications. — The  loadings  specified  in  the 
author's  "  Specifications  for  Steel  Highway  Bridges"  given  in  Appen- 
dix I,  are  the  same  as  specified  by  the  American  Bridge  Co,  and  by 
Cooper,  except  that  ordinary  highway  bridges  are  classified  under  Dj 
and  D. ;  and  Schneider's  loadings  have  been  used  in  place  of  E,  and  E,. 

Waddell's  Loadings. — Mr.  J.  A,  L.  Waddell  in  his  Highway 
Bri<^e  Specifications  divides  highway  bridges  into  three  classes,  viz.: 
Class  A,  bridges  designed  for  heavy  service ;  Class  B,  bridges  designed 
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Fig.  46.    Waddell's  Live  Loads  for  Hiohwav  Uridges. 

for  moderately  heavy  loads;  and  Class  C,  bridges  designed  for  light 
country-  service.  The  uniform  load  per  square  fodt  is  to  be  taken  from 
Fig,  46.  and  in  addition  the  concentrated  loads  given  liel"W  arc  to  be 
considered. 

Class  A. — .\  road  roller  weighing  30,000  lbs.,  of  which  12,000  lbs. 
are  concentrated  upon  tJie  roller  in   front  of  tJie  machine  and  9,000 
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lbs.  on  each  of  the  wheels  at  the  rear,  the  distance  between  the  central 
planes  of  these  wheels  being  5  ft.  and  that  between  the  axles  of  the 
wheels  and  the  axle  of  the  front  roller  11  ft.  The  width  of  the  front 
roller  is  to  be  4  ft.  and  that  of  each  rear  wheel  i  ft.  8  ins. 

Class  B, — A  concentrated  load  of  16,000  lbs.,  equally  distributed 
upon  two  pairs  of  wheels,  the  axles  of  which  are  8  ft  apart,  and  the 
central  planes  of  the  wheels  6  ft.  apart. 

Class  C. — A  concentrated  load  of  10,000  lbs.,  distributed  in  the 
sanie  manner  as  for  Class  B. 

The  road  roller  is  assumed  to  be  equally  divided  between  all  the 
joists  that  it  can  cover,  and  the  wheel  loads  for  Classes  B  and  C  equally 
between  two  joists. 

LIVE  LOADS  FOR  ELECTRIC  RAILWAY  BRIDGES.— 

The  Hve  loads  specified  by  Mr.  C.  C.  Schneider,  M.  Am.  Soc.  C. 
E.,  in  his  Specifications  for  Electric  Railway  Bridges  are  as  follows: 

§  II.  Moving  Load. — The  moving  load  shall  consist  of  one  of  the 
following  classes: 

Class  A, — On  each  track  a  series  of  concentrations  consisting  of 
two  pairs  of  trucks,  the  axles  of  the  pairs  being  spaced  5  ft.  centers, 
while  the  distance  between  centers  of  interior  axles  is  10  ft.,  the  pairs 
of  trucks  being  spaced  15  ft.  centers.  The  axles  are  loaded  with  a 
load  of  40,000  lbs.,  making  a  total  of  160,000  lbs.  Or  a  uniform  load 
of  6,000  lbs.  per  lineal  foot  for  all  spans  up  to  50  ft.,  reduced  to  4,500 
lbs.  per  lineal  foot  for  spans  of  200  ft.  and  over,  and  proportionately 
for  intermediate  spans. 

Class  D. — On  each  track  a  series  of  concentrations  consisting  of 
two  pairs  of  trucks,  the  axles  of  the  pairs  being  spaced  5  ft.  centers, 
while  the  distance  between  centers  of  interior  axles  is  10  ft.,  the  pairs 
of  trucks  being  spaced  15  ft.  centers.  The  axles  are  loaded  with  a 
load  of  25,000  lbs.,  making  a  total  load  of  100,000  lbs.  Or  a  uniform 
load  of  3,500  lbs.  per  lineal  foot  for  all  spans  up  to  50  ft.,  reduced  to 
2,000  lbs.  per  lineal  foot  for  spans  of  200  ft.  and  over,  and  propor- 
tionately for  intermediate  spans. 

Class  C. — On  each  track  a  series  of  concentrations  consisting  of 
two  pairs  of  trucks,  the  axles  of  the  pairs  being  spaced  5  ft.  centers, 
while  the  distance  between  centers  of  interior  axles  is  10  ft.,  the  pairs 
of  trucks  being  spaced  15  ft.  centers.  The  axles  are  loaded  with  a 
load  of  20,000  lbs.,  making  a  total  load  of  80,000  lbs.  Or  a  uniform 
load  of  2,500  lbs.  per  lineal  foot  for  all  spans  up  to  50  ft,  reduced  to 
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1^500  lbs.  per  lineal  foot  for  spans  of  200  ft.  and  over,  and  propor- 
tionately for  intermediate  spans. 

LIVE  LOADS  FOR  RAILWAY  BRIDGES.— The  live  loads  on 
railway  bridges  are  properly  a  series  of  moving  concentrated  loads. 
The  loads  may  be  considered  to  consist  of  a  series  of  wheel  loads  due 
to  one  or  more  locomotives,  followed  by  a  uniform  train  load;  or  as  an 
equivalent  uniform  load. 

Concentrated  Loads. — The  most  common  wheel  concentration 
loading  is  Cooper's  Conventional  System,  in  which  two  consolidation 
locomotives  are  followed  by  a  uniform  train  load.    The  spacings  for 
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Fig.  47.    Cooper's  Loadings. 


the  wheels  of  all  loadings  are  constant,  the  loads  on  the  wheels  being 
proportional  in  each  case.  Cooper's  loadings  are  shown  in  Fig.  47.  It 
will  be  seen  that  Cooper's  E  50  loading  has  the  same  wheel  spacings  as 
E  40,  all  loads  being  %  of  the  loads  for  E  40. 

In  bridges  designed  for  Class  E  40  loading  and  under  the  floor 
system  must  in  addition  be  designed  for  two  moving  loads  of  100,- 
000  lbs.  each,  spaced  6'  o"  apart  on  each  track.  The  corresponding 
Ifjads  for  Class  E  50  are  120,000  lbs.  with  the  same  spacing.  The 
American  Railway  Engineering  and   ^Maintenance  of  Way  Associa- 
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tion  has  adopted  Cooper's  loadings,  except  that  the  special  loads  arc 
spaced  /  o". 

Equivalent  Uniform  Loads. — An  equivalent  uniform  load  is  one 
which  approximately  produces  the  same  stresses  as  are  produced  by 
a  series  of  concentrated  loads.  The  eriuivalent  uniform  load  for  bend- 
ing moment  in  a  bridge  is  the  uniform  load  that  will  produce  the  same 
bending  moment  at  the  quarter  point  of  a  bridge  as  the  actual  wheel 
loads.  The  et|uivalcnt  uniform  loads  for  bridge  trusses  up  to  300  ft. 
span  for  Coo])er's  E  40  loading  are  given  in  Fig,  48.  For  a  discussion 
of  the  stresses  in  railway  bridge  trusses,  see  Chapter  VI. 
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Fig.  48.    Equivalent  Uniform  Live  Load  for  Cooper's  E  40  Loading  for 
Railway  Bkuiges. 

WIND  LOADS.— The  wind  blows  against  the  bridge  and  causes 
stresses.  Tlie  wind  loads,  as  given  in  Coo]K.'r's  Specifications  for  Steel 
riiglnvay  and  Electric  Railway  Bridges,  1901  edition,  are  as  follows: 

§  39-  Wind  Loads. — To  provide  for  wind  stresses  and  vibrations, 
the  to])  lateral  bracing  in  deck  bridges,  and  the  bottom  bracing  in 
through  bridges,  shall  be  proportiniied  to  resist  a  lateral  force  of  300 
lbs,  for  each  foot  of  the  span ;  150  lbs.  of  this  to  be  treated  as  a  moving 
load. 
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The  bottom  lateral  bracing  in  deck  bridges,  and  the  top  lateral 
bracing  in  through  bridges,  shall  be  proportioned  to  resist  a  lateral 
force  of  150  lbs.  for  each  lineal  foot  of  span.  For  spans  exceeding 
300  ft,  add  in  each  of  the  above  cases  10  lbs.  additional  for  each 
additional  30  ft. 

§40.  In  trestle  towers  the  bracing  and  columns  shall  be  propor- 
tioned to  resist  the  following  lateral  forces,  in  addition  to  the  stresses 
from  dead  and  live  loads : 

The  trusses  loaded  or  unloaded,  the  lateral  pressures  specified  above 
and  a  lateral  pressure  of  100  lbs.  for  each  vertical  lineal  foot  of  the 
trestle  bents. 

The  wind  loads,  as  given  in  the  American  Bridge  Co.'s  Specifica- 
tions for  Steel  Highway  Bridges,  1901  edition,  are  as  follows : 

§  26.  Wind  Loads. — The  wind  pressure  shall  be  assumed  acting  in 
either  direction  horizontally : 

First. — At  30  lbs.  per  square  foot  on  the  exposed  surface  of  all 
tnisses  and  the  floor  as  seen  in  elevation,  in  addition  to  a  horizontal 
live  load  of  150  lbs.  per  lineal  foot  of  the  span  moving  across  the 
bridge. 

Second. — At  50  lbs.  per  square  foot  on  the  exposed  surface  of  all 
trusses  and  the  floor  system.     The  greatest  result  shall  be  assumed  in 

proportioning  the  parts. 

The  wind  loads,  as  given  in  Mr.  C.  C.  Schneider's  Specifications 

for  Electric  Railway  Bridges,  are  as  follows : 

§  13.  Wind  Loads. — All  spans  shall  be  designed  for  a  lateral  force 
on  the  loaded  chord  of  200  lbs.  per  lineal  foot,  plus  10  per  cent  of  the 

specified  train  load  on  one  track,  and  200  lbs.  per  lineal  foot  of  the 

unloaded  chord ;  these  forces  being  considered  as  moving.     The  laterals 

throughout  the  unloaded  chord  shall  be  the  same  section  as  required  by 

the  end  panels. 

§  14.  \'iaduct  towers  shall  be  designed  for  a  force  of  50  lbs. 
per  square  foot  on  one  and  one-half  the  vertical  projection  of  the 
structure  unloaded ;  or  30  lbs.  per  square  foot  on  the  same  surface,  plus 
400  lbs.  per  lineal  foot  of  structure  applied  7  ft.  a])ove  the  rail  for 
assumed  wind  load  on  trains  when  the  structure  is  either  fully  loaded 
or  loaded  on  either  track  with  empty  cars,  assumed  to  weigh  1,200 
lbs.  per  lineal  foot,  whichever  gives  the  larger  stress. 
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§  15.  Longitudinal  Force. — Longitudinal  bracing  for  viaduct 
towers  and  similar  structures  shall  be  designed  for  a  longitudinal  force, 
applied  at  the  rail,  of  20  per  cent  of  the  live  load. 

§  16.  Centrifugal  Force  of  Train. — Structures  located  on  curves 
shall  be  designed  for  the  centrifugal  force  of  the  live  load  acting  at 
the  top  of  the  rail.  The  centrifugal  force  shall  be  calculated  by  the 
following  formula: 

C  =  (0.043  —  0.003Z)  )  W.D. 
where  C  =  centrifugal  force  in  lbs. 

Jf^  =  weight  of  train  in  lbs. 
D  =  degree  of  curvature. 

The  wind  loads,  as  given  in  Cooper's  Specifications  for  Steel  Rail- 
way Bridges  and  Viaducts,  1906  edition,  are  as  follows : 

§  24.  Wind  Loads. — ^To  provide  for  wind  stresses  and  vibrations 
from  high  speed  trains,  the  top  lateral  bracing  in  deck  bridges,  and  the 
bottom  lateral  bracing  in  through  bridges,  shall  be  proportioned  to  resist 
a  lateral  force  of  600  lbs.  for  each  foot  of  the  span ;  450  lbs.  of  this  to 
be  treated  as  a  moving  load,  and  as  acting  on  a  train  of  cars,  at  a  line 
6  feet  above  base  of  rail. 

The  bottom  lateral  bracing  in  deck  bridges,  and  the  top  lateral 
bracing  in  through  bridges,  shall  be  proportioned  to  resist  a  lateral 
force  of  200  lbs.  for  each  lineal  foot  for  spans  up  to  300  ft.,  and  10  lbs. 
additional  for  each  additional  30  ft. 

§  25.  In  trestle  towers  the  bracing  and  columns  shall  be  projxjr- 
tioned  to  resist  the  following  lateral  forces,  in  addition  to  the  stresses 
from  dead  and  live  loads : 

First. — With  either  one  track  loaded  with  cars  only,  or  with  both 
tracks  loaded  with  maximum  train  load,  the  lateral  forces  specified  in 
§  24 ;  and  a  lateral  force  of  100  lbs.  for  each  vertical  lineal  foot  of  the 
trestle  bents ;  or 

Second. — With  both  tracks  unloaded,  a  lateral  force  of  500  lbs.  for 
each  longitudinal  lineal  foot  of  the  structure,  acting  at  the  center  line 
of  the  girders;  and  a  lateral  force  of  200  lbs.  for  each  vertical  lineal 
foot  of  the  trestle  bents. 

§  26.  For  determining  the  requisite  anchorage  for  a  loaded  struc- 
ture, the  train  shall  be  assumed  to  weigh  1,100  lbs.  per  lineal  foot. 

The  wind  loads,  as  given  in  the  American  Bridge  Co.'s  Specifica- 
tions of  Steel  Railway  Bridges,  1901  edition,  are  as  follows: 
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§  i6.  Wind  LfOads. — ^The  wind  pressure  shall  be  assumed  acting  in 
either  direction  horizontally: 

First, — At  30  lbs.  per  square  foot  on  the  exposed  surface  of  all 
trusses  and  the  floor  as  seen  in  elevation,  in  addition  to  a  train  of  10 
ft.  average  height,  beginning  2  ft.  6  ins.  above  base  of  rail,  moving 
across  the  bridge. 

Second, — At  50  lbs.  per  square  foot  on  the  exposed  surface  of  all 
trusses  and  the  floor  system.  The  greatest  result  shall  be  assumed  in 
proportioning  the  parts. 

§  17.  For  determining  the  requisite  anchorage  for  the  loaded  struc- 
ture, the  train  shall  be  assumed  to  weigh  800  lbs.  per  lineal  foot. 

SNOW  LOAD. — Snow  load  is  usually  not  considered  separately. 
In  localities  where  the  snow  is  heavy  the  snow  load  should  be  taken 
into  accouiit.  Loose  and  packed  snow  may  be  assumed  to  weigli  5 
and  12  lbs.  per  cubic  foot,  respectively.       ^  , 


CHAPTER   III. 
Methods  for  the  Calculation  of  Stresses  in  Framed  Structures. 

Introduction. — Structures  are  acted  upon  by  external  forces,  called 
loads,  the  weight  of  the  structure,  the  reactions  of  the  supports,  the 
force  of  the  wind,  etc.  These  external  forces  are  held  in  equilibrium 
by  internal  forces  called  stresses.  If  a  straight  member  is  acted  upon 
at  its  ends  by  two  equal  external  forces  in  the  direction  of  its  length, 
equilibrium  at  any  right  section  of  the  member  will  be  maintained  by 
internal  forces  called  stresses  acting  on  opposite  sides  of  the  section, 
equal  in  amount,  but  opposite  in  direction  to  the  external  forces.  When 
the  external  forces  tend  to  elongate  the  member,  the  stress  is  tension ; 
when  the  external  forces  tend  to  shorten  the  member,  the  stress  is 
compression ;  while  when  the  external  forces  tend  to  shear  the  member 
off,  the  stress  is  shear.  Strain  is  the  deformation  caused  by  stress; 
the  ratio  of  stress  to  strain  being  equal  to  a  quantity,  usually  a  con- 
stant, called  the  modulus  of  elasticity.  Compressive  stresses  will  be 
considered  as  positive  stresses,  while  tensile  stresses  will  be  considered 
as  negative  stresses. 

Forces  acting  in  a  plane  are  called  coplanar  forces.  Coplanar  forces 
alone  will  be  considered  in  this  chapter.  Forces  meeting  in  a  common 
point  arc  called  concurrent  forces,  while  forces  which  do  not  all  meet 
in  a  common  point  are  called  non-concurrent  forces. 

Representation  of  Forces. — A  force  is  determined  when  its  mag- 
nitude, line  of  action  and  direction  are  known.  It  may  be  represented 
algebraically  by  stating  the  number  of  units  in  the  force,  by  giving  the 
coordinates  of  a  point  in  the  line  of  action  of  the  force,  and  by  stating 
the  angle  made  by  the  line  of  action  of  the  force  with  a  line  of  refer- 
ence ;  or  it  may  be  represented  graphically  in  magnitude  by  the  length 
of  a  line,  in  line  of  action  by  the  position  of  the  line,  and  in  direction 
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by  an  arrow  placed  on  the  line  pointing  in  the  direction  in  which  the 
force  acts. 

Equilibrium. — Statics  considers  forces  at  rest,  and  therefore  in 
equilibrium.  To  have  static  equilibrium  in  any  system  of  forces  there 
must  be  neither  translation  nor  rotation,  and  the  following  conditions 
must  be  fulfilled  for  coplanar  forces. 

2 horizontal  components  of  forces      =o  (i) 

2  vertical  components  of  forces  =o  (2) 

2 moments  of  forces  about  any  point  =  0  (3) 

Problems  in  statics  can  be  solved  graphically  or  algebraically.  The 
determination  of  the  reactions  of  a  simple  framed  structure  usually 
requires  the  use  of  equations  (i),  (2)  and  (3).  Having  completely 
determined  the  external  forces  the  internal  stresses  may  be  obtained 
by  the  use  of  equations  (i)  and  (2)  (resolution),  or  equation  (3). 
(moments).     These  equations  may  be  solved  by  algebra  or  graphics. 

There  are,  therefore,  four  methods  of  calculating  stresses,  viz. : 

_       ,     .         .  _  f  Algebraic  Method. 

Resolution  of  Forces  ^  _      ,  .    ,  r    1     t 

(GrajMuc  Method. 

__  .  _  f  Algebraic  Method. 

Moments  of  Forces  x 

(  Graphic  Method. 

The  stresses  in  any  simple  framed  structure  can  be  calculated  by 

using  any  one  of  the  four  methods.     However,  there  is  usually  one 

method  best  suited  to  the  solution  of  each  ])articular  problem. 

RCSOLUTION. — In  calculating  the  stresses  in  a  truss  by  resolu- 
tion the  fundamental  equations  for  equilibrium  for  translation 

2 horizontal  components  of  forces  =  0  (i) 

2  vertical  components  of  forces      =0  (2) 

are  applied  to  the  structure  at  the  joints  or  to  sections. 

Force  Triangle. — The  resultant,  7?,  of  the  two  forces  P^  and  P.. 
meeting  at  the  point  a  in  Fig.  50  is  represented  in  magnitude  and  direc- 
tion by  the  diagonal,  R,  of  the  parallelogram  a-b-c-d.  The  combining 
of  the  two  forces  P^  and  P^  into  the  force  R  is  termed  composition  of 
forces.     The  reverse  process  is  called  resolution  of  forces. 
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The  value  of  /?  may  be  found  algebraically  from  the  equation 

i?2  3^  p^  _^  p^2  _^  ^pj>^  cos  B 

It  is  not  necessary  to  construct  the  entire  force  parallelogram  as 
in  (a)  Fig.  50,  the  force  triangle  (b)  below  or  (c)  above  the  resultant 
R  being  sufficient. 

If  only  one  force  together  with  the  line  of  action  of  the  two  others 
be  given  in  a  system  containing  three  forces  in  equilibrium,  the  magni- 


tude and  direction  of  the  two  forces  may  be  found  by  means  of  the 
force  triangle. 

If  the  resultant  R  in  Fig.  50  is  replaced  by  a  force  E  equal  in 
amount  but  opposite  in  direction,  the  system  of  forces  will  be  in  equi- 
librium, (a)  or  (b)  Fig.  51.  The  force  E  is  the  equilibrant  of  the  sys- 
tem of  forces  Pj  and  Pg- 

It  is  immaterial  in  what  order  the  forces  are  taken  in  constructing 
the  force  triangle,  as  in  Fig.  51,  as  long  as  the  forces  all  act  in  the  same 


direction  around  the  triangle.     The  force  triangle  is  the  foundation  of 
the  science  of  graphic  statics. 


FORCE  POLYGON. 
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Force  Polygon. — If  more  than  three  concurrent  forces  (forces 
which  meet  in  a  point)  are  in  equilibrium  as  in  (a)  Fig.  52,  R^  in  (b) 
will  be  the  resultant  of  P^  and  Pg*  -^^2  will  be  the  resultant  of  R^  and  P„ 


(a) 


(b) 


Fig.  52. 


and  will  also  be  the  equilibrant  of  P^  and  Pg.  The  force  polygon  in  (b) 
is  therefore  only  a  combination  of  force  triangles.  The  force  polygon 
for  any  system  of  forces  may  be  constructed  as  follows:  Beginning 
at  any  point  draw  in  succession  lines  representing  in  magnitude  and 
direction  the  given  forces,  each  line  beginning  where  the  preceding  one 
ends.  If  the  polygon  closes,  the  system  of  forces  is  in  equilibrium,  if 
it  does  not  close  the  line  joining  the  first  and  last  points  represents  the 
resultant  in  magnitude  and  direction.  As  in  the  case  of  the  force 
triangle,  it  is  immaterial  in  what  order  the  forces  are  applied  as  long 
as  they  all  act  in  the  same  direction  around  the  polygon.  A  force 
polygon  is  analogous  to  a  traverse  of  a  field  in  which  the  bearings  and 
the  distances  are  measured  progressively  around  the  field  in  either 
direction.  The  conditions  for  closure  in  the  two  crfses  are  also 
identical. 

It  will  be  seen  that  any  side  in  the  force  polygon  is  the  equilibrant 
of  all  the  other  sides,  and  that  any  side  reversed  in  direction  is  the 
resultant  of  all  the  other  sides. 

Equilibrium  of  Concurrent  Forces. — The  necessary  condition  for 
equilibrium  of  concurrent  coplaner  forces  therefore  is  that  the  force 
polygon  close.  This  is  equivalent  to  the  algebraic  condition  that  S 
horizontal  components  of  forces  =  0,  and  ^  vertical  components  of 
forces  =  0.     If  the  system  of  concurrent  forces  is  not  in  equilibrium, 
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the  resultant  can  be  found  in  magnitude  and  direction  by  completing 
the  force  polygon.  The  resultant  of  a  system  of  concurrent  forces  is 
always  a  single  force  acting  through  their  point  of  intersection. 

Algebraic  Resolution. — In  calculating  the  stresses  in  a  truss  by 
algebraic  resolution,  the  fundamental  equations  for  equilibrium,  (i) 
and  (2),  for  translation  are  applied  (a)  to  each  joint,  or  (b)  to  the 
members  and  forces  on  one  side  of  a  section  cut  through  the  truss. 

(a)  Forces  at  a  Joint. — The  reactions  having  been  found,  the 
stresses  in  the  members  of  the  truss  shown  in  Fig.  53  are  calculated  as 


r3 


Y-'k — "f>^' 


K/ 


(a;  (b)  (c) 

Fig.  53. 

follows:  Beginning  at  the  left  reaction,  R^,  we  have  by  applying  equa- 
tions (i)  and  (2) 

i--r  sin  B  —  i-y  sin  a  =  o  (4) 

i-.rcos^ —  i-y  cosa  —  R^='0  (5) 

The  stresses  in  members  i-x  and  i-j  may  be  obtained  by  solving 
equations  (4)  and  (5).  The  direction  of  the  forces  which  represent 
the  stresses  in  amount  will  be  determined  by  the  signs  of  the  results;  if 
compressive  stresses  are  assumed  as  positive,  tensile  stresses  will  be 
negative.  Arrows  pointing  toward  the  joint  indicate  that  the  member 
is  in  compression ;  arrows  pointing  away  from  the  joint  indicate  that 
the  member  is  in  tension.  The  stresses  in  the  members  of  the  truss  at 
the  remaining  joints  in  the  truss  are  calculated  in  the  same  way. 

The  direction  of  the  forces  and  the  kind  of  stress  can  always  be 
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determined  by  sketching  in  the  force  polygon,  for  the  forces  meeting 
at  the  joint  as  in  (c)  Fig.  53. 

It  will  be  seen  from  the  foregoing  that  the  method  of  algebraic 
resolution  consists  in  applying  the  principle  of  the  force  polygon  to  the 
external  forces  and  internal  stresses  at  each  joint. 


(a) 


(b) 


(C) 


Fig.  54. 


Since  we  have  only  two  fundamental  equations  for  translation 
(resolution)  we  can  not  solve  a  joint  if  there  are  more  than  two  forces 
or  stresses  unknown. 

Where  the  lower  chord  of  the  truss  is  horizontal  as  in  Fig.  54,  we 
have  by  applying  fundamental  equations  (i)  and  (2)  to  the  joint  at 
the  left  reaction 

i-'X  =  + Rested  (6) 


i-y  =  —  R,t2ine 


(7) 


the  plus  sign  indicating  compression  and  the  minus  sign  tension.  Equa- 
tions (6)  and  (7)  may  be  obtained  directly  from  force  triangle  (c). 

(b)  Forces  on  One  Side  of  a  Section. — The  principle  of  resolution 
of  forces  may  be  applied  to  the  structure  as  a  whole  or  to  a  portion  of 
the  structure. 

If  the  truss  shown  in  Fig.  55  is  cut  by  the  plane  A-A,  the  internal 
stresses  and  external  forces  acting  on  either  segment,  as  in  (b)  will  be 
in  equilibrium.  The  external  forces  acting  on  the  cut  members  as 
shown  in  (b)  are  equal  to  the  internal  stresses  in  the  cut  members  and 
are  opposite  in  direction. 
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Applying  equations  (i)  and  (2)  to  the  cut  section 

2-y  ^-  2-3  cos  a  —  2-;r  sin  ^  =  o 
2-3  sin  a  —  2-r  cosS  +  Ri  —  Pj  =  o 


(8) 

(9) 


Now,  if  all  but  two  of  the  external  forces  are  known,  the  unknowns 
may  be  found  by  solving  equations  (8)  and  (9).     If  more  than  two 


(a) 


Fig.  55. 


(b) 


external  forces  are  unknown  the  problem  is  indeterminate  as  far  as 
equations  (8)  and  (9)  are  concerned. 


X^  \ 


(d) 


T    X, 


3tre55  Z'3= 3hear  in  fhnel  X  secS 


Fig.  56. 


In  the  Warren  truss  in  Fig.  56  the  stresses  at  a  joint  may  be  calcu- 
lated by  completing  the  force  polygon  as  at  the  left  reaction  in  (b) 
Fig.  54.     Applying  equations  (i)  and  (2)  to  a  section  as  in  (c) 


2-.r  -f-  2-3  sin  B  —  3-v  =  O 
—  2-3  cos  ^  —  P  +  /?,  =  o 


(10) 

(II) 
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Now,  Ri  —  P= shear  in  the  panel.  Therefore  the  stress  in  2-3  =  — 
(i?x — P)  sec  ^=  shear  in  panel  X  sec  ^.  This  analysis  leads  directly 
to  the  method  of  coefficients  as  explained  in  detail  in  Chapter  V. 


Joint  Lo 


Joint  Ui 
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Joint  Uz  Stress  Diaqnam 

Fig.  57. 

Graphic  Resolution. — In  Fig.  57  the  reactions  R^  and  R^  are 
found  by  means  of  the  force  and  equilibrium  polygons  as  shown  in  (b) 
and  (a).  The  principle  of  the  force  polygon  is  then  applied  to  each 
joint  of  the  structure  in  turn.     Beginning  at  the  joint  L^  the  forces 
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are  shown  in  (c),  and  the  force  triangle  in  (d).  The  reaction  R^  is 
known  and  acts  upward,  the  upper  chord  stress  i-jr  acts  downward  to 
the  left,  and  the  lower  chord  stress  i-y  acts  to  the  right  closing  the 
polygon.  Stress  i-x  is  compression  and  stress  i-y  is  tension,  as  can 
be  seen  by  applying  the  arrows  to  the  members  in  (c).  The  force 
polygon  at  joint  Ui  is  then  constructed  as  in  (f).  Stress  i-x  acting 
toward  joint  U^  and  load  P^  acting  downward  are  known,  and  stresses 
1-2  and  2-x  are  found  by  completing  the  polygon.  Stresses  2-x  and 
1-2  are  compression.  The  force  polygons  at  joints  Lj  and  C/g  ^ire  con- 
structed, in  the  order  given,  in  the  same  manner.  The  known  forces 
at  any  joint  are  indicated  in  direction  in  the  force  polygon  by  double 
arrows,  and  the  unknown  forces  are  indicated  in  direction  by  single 
arrows. 

The  stresses  in  the  members  of  the  right  segment  of  the  truss  are 
the  same  as  in  the  left,  and  the  force  polygons  are,  therefore,  not  con- 
structed for  the  right  segment.  The  force  polygons  for  all  the  joints 
of  the  truss  are  grouped  into  the  stress  diagram  shown  in  (k).  Com- 
pression in  the  stress  diagram  and  truss  is  indicated  by  arrows  acting 
toward  the  ends  of  the  stress  lines  and  toward  the  joints,  respectively, 
and  tension  is  indicated  by  arrows  acting  away  from  the  ends  of  the 
stress  lines  and  away  from  the  joints,  respectively.  The  first  time  a 
stress  is  used  a  single  arrow,  and  the  second  time  the  stress  is  used  a 
double  arrow  is  used  to  indicate  direction.  It  will  be  seen  that  the 
upper  chords  are  in  compression,  while  the  lower  chord  is  in  tension. 
The  stress  diagram  in  (k)  Fig.  57  is  called  a  "Maxwell  diagram"  or 
a  "  reciprocal  polygon  diagram." 

The  notation  used  is  known  as  Row's  notation,  in  which  points  in 
the  truss  diagram  become  areas  in  the  stress  diagram,  and  areas  in  the 
truss  diagram  become  points  in  the  stress  diagram.  The  method  of 
graphic  resolution  is  the  method  most  commonly  used  for  calculating 
stresses  in  roof  trusses  and  simple  framed  structures  with  inclined 
chords. 

For  the  analysis  of  the  stresses  in  roof  trusses,  see  the  author's 
book,  "  The  Design  of  Steel  Mill  Buildings." 
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Warren  Bridge  Truss, — In  Fig.  58  the  dead  load  stresses  in  a 
Warren  bridge  truss  loaded  on  the  lower  chord,  are  calculated  by  the 
method  of  graphic  resolution.  In  the  stress  diagram  the  loads  are 
laid  off  from  the  bottom  upwards.    The  details  of  the  solution  can 


Fig.  58. 

easily  be  followed  by  reference  to  Fig.  58  and  Fig.  57.  It  will  be  seen 
that  the  upper  chord  of  the  truss  is  in  compression,  while  the  lower 
chord  is  in  tension. 

MOMENTS. — In  calculating  the  stresses  in  a  truss  by  moments, 
the  fundamental  equation  for  equilibrium  for  rotation 

2  moments  about  any  point  =  0  (3) 

is  applied  to  parts  of  the  structure.  Equation  (3)  may  be  solved 
either  by  algebra  or  by  gra]")hics.  Before  applying  equation  (3)  to  the 
parts  of  a  structure  it  will  be  nccessar}'  to  discuss  a  few  fundamental 
principles. 
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Equilibrium  of  Non-concurrent  Forces. — If  the  forces  are  non- 
concurrent  (do  not  all  meet  in  a  common  point),  the  condition  that 
the  force  polygon  close  is  a  necessary,  but  not  a  sufficient  condition  for 
equilibrium.  For  example,  take  the  three  equal  forces  F^,  P^  and  P,, 
making  an  angle  of  120**  with  each  other  as  in  (a)  Fig.  59. 


Resultant  Moment 
=  -Rh 


(a) 


Positive  Moment 
Moment«+Ph 


Neqative  Moment 
Moment --Ph 

(c) 


Fig.  59. 


The  force  polygon  (b)  closes,  but  the  system  is  not  in  equilibrium. 
The  resultant,  R,  of  P^  and  P^  acts  through  their  intersection  and  is 
parallel  to  F^,  but  is  opposite  in  direction.  The  system  of  forces  is  in 
equilibrium  for  translation,  but  is  not  in  equilibrium  for  rotation. 

The  resultant  of  this  system  is  a  couple  with  a  moment  =  —  Pi'h, 
moments  clockwise  being  considered  negative  and  counter-clockwise 
positive,  (c)  Fig.  59.     The  equilibrant  of  the  system  in  (a)  Fig.  59  is 

a  couple  with  a  moment  =  -[-  ^r^'- 

A  couple, — A  couple  consists  of  two  parallel  forces  equal  in  amount, 
but  opposite  in  direction.  The  arm  of  the  couple  is  the  perpendicular 
distance  between  the  forces.  The  moment  of  a  couple  is  equal  to  one 
of  the  forces  multiplied  by  the  arm.  The  moment  of  a  couple  is  con- 
stant about  any  point  in  the  plane  and  may  be  represented  graphically 
by  twice  the  area  of  the  triangle  having  one  of  the  forces  as  a  base  and 
the  arm  of  the  couple  as  an  altitude.    The  moment  of  a  force  about 
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any  point  may  be  rq)resented  graphically  by  twice  the  area  of  a  tri- 
angle, as  shown  in  (c)  Fig.  59. 

It  will  be  seen  from  the  preceding  discussion,  that  in  order  that  a 
system  of  non-concurrent  forces  be  in  equilibrium  it  is  necessary  that 
the  resultant  of  all  the  forces  save  one  shall  coincide  with  the  one  and 
be  opposite  in  direction.  Three  non-concurrent  forces  can  not  be  in 
equilibrium  unless  they  are  parallel.  The  resultant  of  a  system  of  non- 
concurrent  forces  may  be  a  single  force  or  a  couple. 

Ekjuilibriuxn  Polygon.  First  Method, — In  Fig.  60  the  resultant, 
a,  of  Pi  and  P^  acts  through  their  intersection  and  is  equal  and  parallel 
to  a  in  the  force  polygon  (a)  ;  the  resultant,  b,  of  a  and  P^  acts  through 
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their  intersection  and  is  equal  and  parallel  to  b  in  the  force  polygon; 
the  resultant,  c,  of  b  and  P^  acts  through  their  intersection  and  is  equal 
and  parallel  to  c  in  the  force  polygon ;  and  finally  the  resultant,  R,  of  c 
and  P5  acts  through  their  intersection  and  is  equal  and  parallel  to  R 
in  the  force  polygon.  R  is  therefore  the  resultant  of  the  entire  system 
of  forces,  li  R  is  replaced  by  an  equal  and  opposite  force,  E,  the  sys- 
tem of  forces  will  be  in  equilibrium.  Polygon  (a)  in  Fig.  60  is  called 
a  force  polygon  and  (b)  is  called  a  ''  funicular"  or  an  '*  equilibrium" 
polygon.     It  will  be  seen  that  the  magnitude  and  direction  of  the  rcsul- 
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tant  of  a  system  of  forces  is  given  by  the  closing  line  of  the  force 
polygon,  and  the  line  of  action  is  given  by  the  equilibrium  polygon. 

The  force  polygon  in  (a)  Fig.  6i  closes  and  the  resultant,  R,  of 
the  forces  P^,  P^,  P^,  F4,  P^  is  parallel  and  equal  to  P,,  and  is  opposite 


Resultant  Moment 
=  -P6h 

Fig.  61. 

in  direction.  The  system  is  in  equilibrium  for  translation,  but  is  not  in 
equilibrium  for  rotation.  The  resultant  is  a  couple  with  a  moment 
=  —  Pe'h,  The  equilibrant  of  the  system  of  forces  will  be  a  couple 
with  a  moment  =-[-Pe/'.  From  the  preceding  discussion  it  will  be 
seen  that  if  the  force  polygon  for  any  system  of  non-concurrent  forces 
closes  the  resultant  will  be  a  couple.  If  there  is  perfect  equilibrium 
the  arm  of  the  couple  will  be  zero. 

Second  Method. — Where  the  forces  do  not  intersect  within  the 
limits  of  the  drawing  board,  or  where  the  forces  are  parallel,  it  is  not 
possible  to  draw  the  equilibrium  polygon  as  shown  in  Fig.  60  and  Fig. 
61,  and  the  following  method  is  used: 

The  point  o,  (a)  Fig.  62,  which  is  called  the  pole  of  the  force  poly- 
gon, is  selected  so  that  the  strings  a-o,  b-o,  c-o,  d-o  and  e-o  in  the  equi- 
librium polygon  (b),  which  are  drawn  parallel  to  the  corresponding 
rays  in  the  force  polygon  (a),  will  make  good  intersections  with  the 
forces  which  they  replace  or  equilibrate. 

In  the  force  polygon  (a),  Pj  is  equilibrated  by  the  imaginary  forces 
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represented  by  the  rays  o-a  and  &-o,  acting  as  indicated  by  the  arrows 
within  the  triangle;  P,  ^s  equilibrated  by  the  imaginary  forces  repre- 
sented by  the  rays  o-b  and  c-o,  acting  as  indicated  by  the  arrows  within 
the  triangle ;  P,  is  ec|uilibrated  by  the  imaginary  forces  represented  by 
the  rays  o-c  and  d-o,  acting  as  indicated  by  the  arrows  within  the  tri- 
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Fig.  62. 


angle;  and  P^  is  equilibrated  by  the  imaginary  forces  o-d  and  e-o, 
acting  as  indicated  by  the  arrows  within  the  triangle.  The  imaginary 
forces  are  all  neutralized  except  a-o  and  o-e,  which  are  seen  to  be 
components  of  the  resultant,  R, 

To  construct  the  equilibrium  polygon,  take  any  point  on  the  line  of 
action  of  P^  and  draw  strings  o-a  and  o-b  parallel  to  rays  o-a  and  o-b, 
^  is  the  equilibrant  of  o-a  and  P^ ;  through  the  intersection  of  string 
o-b  and  P^  draw  string  c-o  parallel  to  ray  c-o,  c-o  is  the  equilibrant  of 
o-h  and  Pn ;  through  the  intersection  of  string  c-o  and  P3  draw  string 
<i-o  parallel  to  ray  d-o,  d-o  is  the  ecjuilibrant  of  c-o  and  P3 ;  and  through 
the  intersection  of  string  d-o  and  P^  draw  string  e-o  parallel  to  ray  e-o, 
^-0  is  the  equilibrant  of  d-o  and  P^.  Strings  o-a  and  e-o  acting  as 
shown  are  components  of  the  resultant,  R,  which  will  be  parallel  to  7^ 
in  the  force  polygon  and  acts  through  the  intersections  of  strings 
0-^  and  e-o. 

The  imaginary  forces  re])rescnted  by  the  rays  in  the  force  polygon 
may  be  considered  as  components  of  the  forces  and  the  analysis  made 
on  that  assumption  with  equal  ease. 
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It  is  immaterial  in  what  order  the  forces  are  taken  in  drawing 
the  force  polygon,  as  long  as  the  forces  all  act  in  the  same  direction 
around  the  force  polygon,  and  the  strings  meeting  on  the  lines  of  the 
forces  in  the  equilibrium  polygon  are  parallel  to  the  rays  drawn  to  the 
ends  of  the  same  forces  in  the  force  polygon. 

The  imaginary  forces  a-o,  b-o,  c-o,  d-o,  e-o  are  represented  in 
magnitude  and  in  direction  by  the  rays  of  the  force  polygon  to  the  same 
scale  as  the  forces  F,,  Pj*  ^3»  ^4-  The  strings  of  the  equilibrium  poly- 
gon represent  the  imaginary  forces  in  line  of  action  and  direction,  but 
not  in  magnitude. 

Graphic  Moments. — In  Fig.  63  (b)  is  a  force  polygon  and  (a) 
is  an  ecjuilibrium  polygon  for  the  system  of  forces  P^,  P,,  P^,  P^. 
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Fig.  63. 

Draw  the  line  M-N  =  y,  parallel  to  the  resultant,  R,  and  with  ends  on 
strings  o-e  and  o-a  produced.  Let  r  equal  the  altitude  of  the  triangle 
L-M-N,  and  //  equal  the  altitude  of  the  similar  triangle  o-e-a.  H  is 
the  pole  distance  of  the  resultant,  R, 

Now,  in  the  similar  triangles  L-M-N  and  o-e-a 

R:y::H  :r 
and 

R'r  =  H'y 

But  /?T  =  A/  =  moment  of  resultant  R  about  any  point  in  the  line 
A/-iV  and  therefore 
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M  =  H'y 
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The  statement  of  the  principle  just  demonstrated  is  as  follows: 
The  moment  of  any  system  of  coplanar  forces  about  any  point  in  the 
plane  is  equal  to  the  intercept  on  a  line  drawn  through  the  center  of 
moments  and  parallel  to  the  resultant  of  all  the  forces,  cut  off  by  the 
strings  which  meet  on  the  resultant,  multiplied  by  the  pole  distance  of 
the  resultant.  It  should  be  noted  that  in  all  cases  the  intercept  is  a 
distance  and  the  pole  distance  is  a  force. 

This  property  of  the  equilibrium  polygon  is  frequently  used  in  cal- 
culating the  bending  moments  in  beams  and  trusses  which  are  loaded 
with  vertical  loads. 

Bending  Moments  in  a  Beam. — It  is  required  to  find  the  moment 
at  the  point  M  in  the  simple  beam  loaded  as  in  (b)  Fig.  64.     The 
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Fig.  64. 


moment  at  M  will  be  the  algebraic  sum  of  the  moments  of  the  forces 
to  the  left  of  M,  The  moment  of  P^  =  H  y^  B-C,  the  moment  of 
^2  =  //  X  C-D  and  the  moment  of  R^^^-  —  f/  X  B-A.  The  moment 
^t  M  will  therefore  be 

M,  =  //  X  B-C  +  HX  C-D  —  HX  B-A  =  —  Ilx  A-D  ---  —  //•  v 
The  moment  of  the  forces  to  the  right  of  M  may  in  like  manner  be 
shown  to  be 

M,  =  +  H'y 
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In  like  manner  the  bending  moment  at  any  point  in  the  beam  may  be 
shown  to  be  the  ordinate  of  the  equihbrium  polygon  multiplied  by  the 
pole  distance.  The  ordinate  is  a  distance  and  is  measured  by  the  same 
scale  as  the  beam,  while  the  pole  distance  is  a  force  and  is  measured 
by  the  same  scale  as  the  loads. 

Equilibrium  Polygon  as  a  Framed  Structure. — In   (a)   Fig  65 
the  rigid  triangle  supports  the  load  P^.     Construct  a  force  polygon  by 


(a) 


(b) 


Fig.  65. 


drawing  rays  a-i  and  c-i  in  (b)  parallel  to  sides  o-i  and  c-i,  respec- 
tively, in  (a),  and  through  pole  i  draw  i-^  parallel  to  side  i-b  in  (a). 
The  reactions  R^  and  K2  will  be  given  by  the  force  polygon  (b),  and 
the  rays  i-a,  i-c  and  i-b  represent  the  stresses  in  the  members  i-a, 
i-r  and  i-Z?,  respectively,  in  the  triangular  structure.  The  stresses  in 
i-a  and  i-c  are  compression  and  the  stress  in  i-b  is  tension,  forces 
acting  toward  the  joint  indicating  compression  and  forces  acting  away 
from  the  joint  indicating  tension.  Triangle  (a)  is  therefore  an  equi- 
librium polygon,  and  i)oIygon  (b)  is  a  force  polygon  for  the  force  Pi, 
From  the  preceding  discussion  it  will  be  seen  that  the  internal 
stresses  at  any  point  or  in  any  section  hold  in  equilibrium  the  external 
forces  meeting  at  the  point,  or  on  either  side  of  the  section. 

Algebraic  Moments.  Stresses  in  a  Roof  Truss. — The  reactions 
may  be  found  by  applying  the  fundamental  equations  of  equilibrium 
to  the  structure  as  a  whole.  In  the  truss  in  (a)  Fig.  66  by  taking 
moments  about  the  right  reaction  we  have 
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To  find  the  stresses  in  the  members  of  the  truss  in  (a)  Fig.  66, 
proceed  as  follows:  Cut  tlie  truss  by  means  of  plane  A~.-l,  as  in  (b), 
and  replace  the  stresses  in  the  members  cut  away  with  external  forces. 
These  forces  are  equal  to  the  stresses  in  the  members  in  amount,  but 
opposite  in  direction,  ami  produce  equilibrium. 

To  obtain  stress  4.-X  take  center  of  moments  at  /.,,  and  take  mo- 
nients  of  external  forces 

4-xXa  +  P,X  d~R,  X  2d  =  o 

R,x2,f-P,d     ^Pd,  .     . 

4-;trEs  — ! — ! —  _i  _  -    .  ^compression) 

To  obtain  stress  in  4-5  take  center  of  ninments  at  L^.  and  take 
moments  of  external  forces 

4-5Xf'  — 2F,  X%d--o 
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4-5  =     ^-    (tension) 

To  obtain  the  stress  in  s-y  take  center  of  moments  at  joint  t/,  in 
(c),  and  take  moments  of  external  forces 

5-v  X  h  —  R,  X  3d  +  3Pid  =  o 

To  Determine  Kind  of  Stress. — If  the  unknown  external  force  is 
always  taken  as  acting  from  the  outside  toward  the  cut  section,  i.  e., 
is  always  assumed  to  cause  compression,  the  sign  of  the  result  will 
indicate  the  kind  of  stress.  A  plus  sign  will  indicate  that  the  assumed 
direction  was  correct  and  that  the  stress  is  compression,  while  a  minus 
sign  will  indicate  that  the  assumed  direction  was  incorrect  and  that  the 
stress  is  tension. 

In  calculating  stresses  by  algebraic  moments,  therefore,  always 
observe  the  following  rule: 

Assume  the  unknoiini  external  force  as  acting  from  the  outside 
tozL'ard  the  cut  section;  a  plus  sign  for  the  result  will  then  shozv  that 
the  stress  in  the  member  is  compression,  and  a  minus  sign  will  indicate 
that  the  stress  in  the  member  is  tension. 

The  stresses  in  the  web  members  3-4,  2-3,  1-2,  are  fotmd  by  taking 
moments  about  joint  L^  as  a  center.  The  stresses  in  y-3  and  y-i  are 
found  by  taking  moments  about  joints  U^  and  C/j,  respectively;  and  the 
stresses  in  .r-2  and  .r-i  are  found  by  taking  moments  about  joint  Lj. 

The  method  of  algebraic  moments  is  the  most  common  method  used 
for  calculating  the  stresses  in  bridge  trusses  with  inclined  chords,  and 
similar  frameworks  which  carry  moving  loads. 

Stresses  in  a  Bridge  Truss. — Calculate  reaction  /?,  by  taking 
moments  of  the  vertical  forces  about  joints  L^'.  Then  R^  X  -^=6P*L/2, 
and  7?i  =  3P  =  R^.  To  calculate  the  stress  in  any  member  in  the  truss, 
pass  a  section  cutting  the  member  in  which  the  stress  is  required,  and 
cutting  away  the  truss  on  one  side  of  the  section.    The  stresses  in  the 
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members  cut  away  are  assumed  as  replaced  by  external  forces  acting 
in  the  line  of  the  member  and  equal  to  the  stresses  in  amount. 

To  calculate  the  stresses  take  the  center  of  moments  so  that  there 
will  be  but  one  unknown  stress.  The  solution  of  the  equation  of 
moments  about  this  center  of  moments  will  give  the  required  stress. 
To  calculate  the  stress  in  4-5  in  (b)  Fig.  67,  pass  the  section  c-a, 
cutting  away  the  right  side  of  the  truss,  and  take  the  center  of  moments 
at  the  intersection  of  the  top  and  bottom  chords.     Now  5-.r  and  4-y 
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act  through  the  center  of  moments  and  produce  no  moment.  The 
moment  of  the  stress  in  4-5  acting  from  the  outside  toward  the  cut 
section  with  an  arm  c,  holds  in  equilibrium  the  reaction  i?,,  and  the  two 
loads,  P.  The  sign  of  the  result  will  determine  the  kind  of  stress, 
minus  for  tension  and  plus  for  compression.  To  calculate  the  stress  in 
the  top  chord  UM^,  pass  section  b-b  in  (c)  and  take  moments  about 
joint  Z,,. 
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Graphic  Moments. — The  bending  moment  at  any  point  in  a  truss 
may  be  found  by  means  of  a  force  and  equilibrium  polygon  as  in  (b) 
and  (a)  Fig.  68.  To  determine  the  stress  in  /^-x,  cut  section  A-A  and 
take  moments  about  joint  L^  as  in  Fig.  68.    The  moment  of  the  exter- 
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Fig.  68. 


nal  forces  on  the  left  of  L^  will  be  M^=^ — Hy^y  and  stress 

4-jr  =  —  MJa  =  +  H-yJa 
To  obtain  stress  in  4-5  take  center  of  moments  at  joint  Lo,and  stress 

To  obtain  stress  in  5-ytake  center  of  moments  at  joint  f7j,and  stress 

5-3'  =  ^h/h  =  —  H-yJh 

The  method  of  graphic  moments  is  principally  used  to  explain 
other  methods  and  is  little  used  as  a  direct  method  of  calculation. 


CHAPTER  IV. 

Stresses  in  Beams. 

Introduction. — Simple  and  cantilever  beams,  only,  will  be  consid- 
ered in  this  chapter.  For  the  calculation  of  stresses  in  continuous 
beams,  see  the  author's  "  Steel  Mill  Buildings,"  Chapter  XVa. 

Reactions  of  a  Simple  Beam. — A  force  and  an  equilibrium  polygon 
may  be  used  to  obtain  the  reactions  of  a  beam  loaded  with  a  load  P,  as 
in  Fig.  70. 

The  force  polygon  (b)  is  drawn  with  a  pole  O  at  any  convenient 
point,  and  rays  O-a  and  0-r  are  drawn.     Now  from  the  fundamental 
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Fig.  7a 


conditions  for  equilibrium  for  translation  we  have  P  =  7?i  +  7?2.  At 
any  convenient  point  in  the  line  of  action  of  P,  draw  the  strings  0-a 
and  O-c  parallel  to  the  rays  0-a  and  0-c,  respectively,  in  the  force 
|X>lygon.  The  imaginary  forces  a-0  and  O-c  acting  as  shown,  equili- 
brate the  force  P.  The  imaginary  force  a-0  acting  in  a  reverse  direc- 
tion, as  shown,  is  an  equilibrant  of  /?i,  and  the  imaginary  force  c-0, 
acting  in  a  reverse  direction,  is  an  equilibrant  of  7?.,.  The  remaining 
equilibrant  of  R^  and  of  Rn  must  coincide  and  be  equal  in  amount,  but 
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opposite  in  direction.  The  string  b-0  is  the  remaining  equilibrant  of 
/?!  and  also  of  /?,,  and  is  called  the  closing  line  of  the  equilibrium  poly- 
gon. The  ray  b-0  drawn  parallel  to  the  string  b-0  divides  P  in  two 
parts,  which  are  equal  to  the  reactions  R^  and  /?2- 

Reactions  of  a  Cantilever  Beam. — As  a  second  example  let  it  be 
required  to  find  the  reactions  of  the  overhanging  beam  shown  in  Fig.  71. 
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71. 

Construct  a  force  polygon  with  pole  O,  as  in  (b),  and  draw  an  equi- 
librium polygon,  as  in  (a).  The  ray  0-d,  drawn  parallel  to  the  closing 
line  0-d  in  (a),  determines  the  reactions.  In  this  case  reaction  R^  is 
negative.  It  should  be  noted  that  the  closing  line  in  an  equilibrium 
polygon  nuist  have  its  ends  on  the  two  reactions. 

The  ordinate  to  the  equilibrium  polygon  at  any  point,  multiplied 
by  the  pole  distance,  //,  will  give  the  bending  moment  in  the  beam  at 
a  point  immediately  above  it. 

Moments   and    Shears    in    Beams:    Concentrated   Loads. — The 

bending  moments  in  the  beam  in  Fig.  72  may  be  found  by  constructing 
the  force  polygon  (a)  and  the  equilibrium  polygon  (b)  as  shown. 

The  bending  moment  at  any  point  is  then  equal  to  the  ordinate  to 
the  equilibrium  polygon  at  that  point,  multiplied  by  the  pole  distance, 
//.  The  ordinate  is  to  be  measured  to  the  same  scale  as  the  beam,  and 
the  pole  distance,  //,  is  to  be  measured  to  the  same  scale  as  the  loads  in 
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the  force  polygon.    The  ordinate  is  a  distance  and  the  pole  distance  is 
a  force. 

Or,  if  the  scale  to  which  the  beam  is  laid  off  be  multiplied  by  the 
pole  distance  measured  to  the  scale  of  the  loads,  and  this  scale  be  used 
in  measuring  the  ordinates,  the  ordinates  will  be  equal  to  the  bending 
moments  at  the  corresponding  points.  This  is  the  same  as  making  the 
pole  distance  equal  to  unity.     Diagram  (b)  is  called  a  moment  diagram. 


Cc) 
Shear  Diagrom     4^ 


Fig.  72. 


Between  the  left  support  and  the  first  load  the  shear  is  equal  to 
TC, ;  between  the  loads  F,  and  P^  the  shear  ec[uals  R,  —  P, :  between 
the  loads  P,  and  P,  the  shear  equals  R, — F,  —  Pj,;  between  the  loads 
P,  and  Ft  the  shear  equals  R,  —  P,  —  Pj  —  P^;  and  between  load  P, 
and  the  right  reaction  the  shear  e<|iials  P, — P[  —  P^  —  P^  —  P,  =  — 
R,.  At  load  P,  the  shear  changes  from  positive  to  negative.  Diagram 
(c)  is  called  a  shear  diagram.  It  will  be  seen  that  the  maximum  ordi- 
nate in  the  moment  diagram  comes  at  the  point  of  zero  shear. 

The  bending  moment  at  any  point  in  the  beam  is  equal  to  the 
algebraic  sum  of  the  shear  areas  on  either  side  of  the  point  in  question. 


/^^ 
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From  this  we  see  that  the  shear  areas  on  each  side  of  P,  must  be  equal 
This  property  of  the  shear  diagram  depends  upon  the  principle  that  the 
bending  moment  at  any  point  in  a  simple  beam  is  the  definite  integral  of 
the  shear  between  either  point  of  support  and  the  point  in  question. 
This  will  be  taken  up  again  in  the  discussion  of  beams  uniformly  loaded, 
which  will  now  be  considered. 

Moments  and  Shears  in  Beams:  Uniform  Loads. — In  the  beam 
loaded  with  a  uniform  load  of  w  lbs.  per  lineal  foot  shown  in  Fig.  73, 
the  reaction  Ri  =  R2  =  iW'L.  At  a  distance  x  from  the  left  support, 
the  bending  moment  is 


M  =  Ri'X  —  W'X^/2  =  iw(L'X  —  JT*) 


(13) 


which  is  the  equation  of  the  common  parabola. 

The  parabola  may  be  constructed  by  means  of  the  force  and  equi- 
librium polygons,  by  assuming  that  the  uniform  load  is  concentrated  at 
points  in  the  beam,  as  is  assumed  in  a  bridge  truss,  and  then  drawing 
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(a) 

Force  Polygon 


(c) 

5hear   Dioqram 

Fig.  T},. 

the  force  and  equilibrium  polygons  in  the  usual  way,  as  in  Fig.  75* 
The  greater  the  number  of  segments  into  which  the  uniform  load  i^ 
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divided,  the  more  nearly  will  the  equilibrium  polygon  approach  the 
bending  moment  parabola. 

The  parabola  may  be  constructed  without  drawing  the  force  and 
equilibrium  polygons  as  follows:  Lay  off  ordinate  m-n  =  n-/>  =  bend- 
mg  moment  at  center  of  beam  =  ^zc'-L^  Divide  a-/>  and  b-p  into  the 
same  number  of  equal  parts  and  number  them  as  shown  in  (b).  Join 
the  points  with  like  numbers  by  lines,  which  will  be  tangents  to  the 
required  parabola.  It  will  be  seen  in  Fig.  73  that  points  on  the  para- 
bola are  also  obtained. 

The  shear  at  any  point  x  will  be 

S  =  Ri  —  W'X  =  iw'L  —  W'X  =  w(L/2  —  x)  (14) 

which  is  the  equation  of  the  inclined  line  shown  in  (c)  Fig.  73.  The 
shear  at  any  point  is  therefore  represented  by  the  ordinate  to  the  shear 
diagram  at  the  given  point. 

Property  of  the  Shear  Diagram, — Integrating  the  equation  for  shear 
between  the  limits,  x  =  o  and  x  =  x,  we  have 

rSdx=  1    7v{Lf2^x)dx=^  ^w^L-x-- ji:^ 
Jo 

which  is  the  equation  for  the  bending  moment  at  any  point,  x,  in  the 
beam,  and  is  also  the  area  of  the  shear  diagram  between  the  limits 
given.  From  this  we  see  that  the  bending  moment  at  any  point  in  a 
simple  beam  uniformly  loaded,  is  equal  to  the  area  of  the  shear  diagram 
to  the  left  of  the  point  in  question.  The  bending  moment  is  also  equal 
to  tlie  algebraic  sum  of  the  shear  areas  on  either  side  of  the  point. 

Beam  With  Partial  Uniform  Load. — The  beam  in  Fig.  74  is 
loaded  with  a  load  zv  extending  over  a  length  b.  The  bending  moments 
l^tween  the  left  end  of  the  uniform  load  and  the  left  reaction  is 
^I'X,  represented  by  the  ordinates  to  the  straight  line  A-i  in  (a)  ;  the 
lading  moments  in  that  part  of  the  beam  covered  by  the  uniform  load 
is  represented  by  ordinates  to  the  curved  line  1-2 ;  while  the  bending 
niomeiits  to  the  right  of  the  uniform  load  are  represented  by  ordinates 
to  the  straight  line  2-B.     The  ordinates  from  the  straight  line  1-2  to 
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the  curve  1-2  are  the  same  as  for  a  simple  beam  with  a  span  b  loaded 
with  a  uniform  load  w.    The  shear  diagram  is  shown  in  (b).     It  will 
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(b)  5hear  Diagram 

Fig.  74. 


j^Z 


be  seen  that  the  maximum  bending  moment  comes  at  the  point  of  zero 
shear. 

Uniform  Moving  Loads. — Let  the  beam  in  Fig.  75  be  loaded  with 
a  uniform  load  of  />  lbs.  per  lineal  foot,  which  can  be  moved  on  or  off 
the  beam. 

To  find  the  position  of  the  moving  load  that  will  produce  a  max- 
imum moment  at  a  point  a  distance  a  from  the  left  support,  proceed 
as  follows:  Let  the  end  of  the  uniform  load  be  at  a  distance  x  from 
the  left  reaction.     Then  taking  moments  about  R^  we  have 


and  the  moment  at  the  point  whose  abscissa  is  a  will  be 


05) 


{a-xf  ^      {L-xf  _  ^      {a-  xf 

2 


M=R,-a-  ^-- - '-  p  =  ^—^-  ap-  ^— ^-  P         ( i6) 


Differentiating  (i6)  with  respect  to  x,  and  placing  the  derivative  of  M 
equal  to  zero,  we  have  after  solving 


.r  =  o 


(17) 
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Therefore  the  maximum  moment  at  ^ny  point  in  a  beam  will  occur 
when  the  beam  is  fully  loaded. 

The  bending  moment  diagram  for  a  beam  loaded  with  a  uniform 
moving  load  is  constructed  as  in  Fig.  73. 

To  find  the  position  of  the  moving  load  for  maximum  shear  at  any 
point  in  a  beam  loaded  with  a  moving  uniform  load,  proceed  as  follows: 
The  left  reaction  when  the  end  of  the  moving  load  is  at  a  distance  x 
from  the  left  reaction  will  be 


(15) 


and  the  shear  at  a  point  at  a  distance  a  from  the  left  reaction  will  be 

S  =^  R,- {a  -  x)p  =  —~^^-  /  -  («  -  x)P  (18) 

which  is  the  equation  of  a  common  parabola. 
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Uniform  Moving  Load 
=  p  lbs-  per  lin.fr. 


(a)   Maxinnum  Positive  Shear 
Load  nr^ovinq  off  to  the  right 


Moxinnum  Negative  5hear 
Load  moving  off  to  the  lef  f 

Fig.  75. 


R^ 
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By  inspection  it  can  be  seen  that  5*  will  be  a  maximum  when  x  =  a. 
The  maximum  shear  at  any  point  in  a  beam  will  therefore  occur  at 
the  end  of  the  uniform  moving  load,  the  beam  being  fully  loaded  to 
the  right  of  the  point  as  in  (a)  Fig.  75  for  maximum  positive  shear, 
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and  fully  loaded  to  the  left  of  the  point  as  in  (b)  Fig.  75  for  maximum 
negative  shear. 

If  the  beam  is  assumed  to  be  a  cantilever  beam  fixed  at  A,  and 
loaded  with  a  stationary  uniform  load  equal  to  p  lbs.  per  lineal  foot, 
and  an  equilibrium  polygon  be  drawn  with  a  force  polygon  having  a 
pole  distance  equal  to  length  of  span,  L,  the  parabola  drawn  through 
the  points  in  the  equilibrium  polygon  will  be  the  maximum  positive 
shear  diagram,  (a)  Fig.  75.  The  ordinate  at  any  point  to  this  shear 
diagram  will  represent  the  maximum  positive  shear  at  the  point  to  the 
same  scale  as  the  loads  ( for  the  application  of  this  principle  to  bridge 
trusses  see  Fig.  87,  Chapter  V). 

Concentrated  Moving  Loads.  Bending  Moments. — Let  a  beam  be 
loaded  with  concentrated  moving  loads  at  fixed  distances  apart  as 
shown  in  Fig.  76. 

To  find  the  position  of  the  loads  for  maximum  moment  and  the 
amount  of  the  maximum  moment,  proceed  as  follows :  The  load  P^  will 

Fig.  7& 

be  considered  first.     Let  x  be  the  distance  of  the  load  Pj  from  the  left 
support,  when  the  loads  produce  a  maximum  moment  under  load  Pj- 
Taking  moments  about  i?o,  we  have 

R^'L==PJL  —  x  +  a)+PJL  —  x)  -]-P^(L  —  x  —  b) 

^PjL-x-b-c)  =  (L-x)(P,  +  P,  +  P,  +  P,) 

+  P^-a-P,'b-P,(b  +  c)  (19) 

and  the  bending  moment  under  load  Pg  will  be 


M  =  R^'X  —  P^a 


-P^a  (20) 
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DiflFerentiating  (20)  with  respect  to  x,  we  have 

dM      {L-2xXP,+P,+P,+P,)+P,.a-P,.b-Plb+c) 

-a z °  (2^) 

and  solving  (21)  for  x,  we  have 

L       P^.g-P^.b-PSb^c) 
-"  -  2  2{P,  +  P^  +  P,  +  />,)  ^"^ 

Now  P^a  —  Pj-fr  —  ^4(64-^)  's  the  static  moment  of  the  loads 
about  Pjj  3"<i 

P,a-P,b-Plb  ^J) 
P.  +  P.  +  P.+  P. 

= distance  from  P,  to  center  of  the  gravity  of  all  the  loads. 

Therefore,  for  a  maximum  moment  under  load  Pg,  it  (Pg)  must 
he  as  far  from  one  end  as  the  center  of  gravity  of  all  the  loads  is  from 
the  other  end  of  the  beam.  Fig,  y6. 

The  above  criterion  holds  for  all  the  loads  on  the  beam.  The  only 
way  to  find  which  load  produces  the  greatest  maximum  is  to  try  each 
one,  however,  it  is  usually  possible  to  determine  by  inspection  which 
load  will  produce  a  maximum  bending  moment.  For  example,  the 
maximum  moment  in  the  beam  in  Fig.  76  will  certainly  come  under 
the  heavy  load  Pj.  The  above  proof  may  be  generalized  without  diffi- 
culty, and  the  criterion  above  shown  to  be  of  general  application. 


Q  ♦                                !         I        l*-CGof  Loads     ^o, 
•^'1.— -k-ffl .!         ;        |<--k-o ^"2 

:       2    *,  1  ^   ^  : 

i« L -w 


Fig.  yj. 

For  two  equal  loads,  P^P,  at  a  fixed  distance,  a,  apart  as  in  the 
case  of  a  traveling  crane,  Fig.  y'j,  the  maximum  moment  will  occur 
under  one  of  the  loads,  when 

x  =  L/2  —  a/4 
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Taking  moments  about  the  right  reaction,  we  have 

R,-L  =  P{L-a/2)  (23) 

and  the  maximum  bending  moment  is 

M  =  i?,(L/2  — 0/4) 
_P{L-al2)* 


2L 


(24) 


There  will  be  a  maximum  moment  when  either  of  the  loads  satisfies 
the  above  criterion,  the  bending  mcwments  being  equal. 

By  equating  the  maximum  moment  calculated  as  above  to  the 
moment  due  to  a  single  load  at  the  center  of  the  beam,  it  will  be  found 
that  the  above  criterion  holds  only,  when 

a<o.586L  (25) 

Where  two  unequal  moving  loads  are  at  a  fixed  distance  apart,  the 
greater  maximum  bending  moment  will  always  come  under  the  heavier 
load. 

Shears, — The  maximum  end  shear  at  the  left  support,  for  a  system 
of  concentrated  loads  on  a  simple  beam,  as  in  Fig.  yy,  will  occur  when 
the  left  reaction,  R^y  is  a  maximum.  This  will  occur  when  one  of  the 
wheels  is  infinitely  near  the  left  abutment  (usually  said  to  be  over  the 
left  abutment).  The  load  which  produces  maximum  end  shear  can 
be  easily  found  by  trial. 

The  maximum  shear  at  any  point  in  the  beam  will  occur  when  one 
of  the  loads  is  over  the  point.  The  criterion  for  determining  which 
load  will  cause  a  maximum  shear  at  any  point,  x,  in  a  beam  will  now 
be  determined. 

In  Fig.  77,  let  the  total  load  on  the  beam,  Pi  +  Pj  +  ^3  +  ^4  =  ^^, 
and  let  x  be  the  distance  from  the  left  support  to  the  point  at  which 
we  wish  to  determine  the  maximum  shear. 

When  load  P^  is  at  the  point,  the  shear  will  be  equal  to  the  left 
reaction,  which  is  found  by  substituting  x  -^  a  for  x  in  ( 19)  to  be 


5.  =  ie. 
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{L-^ X ^ a)W  Jt  Py,' a ^  P^'b ^ Plb  -^  c) 


and  when  P,  is  at  the  point,  the  shear  will  be 

{L-x)W^P,-a-P,.b-Plb  +  c) 

Subtracting  S^  from  ^i,  we  have 

^      P,Z-JFa 

Now  5*1  will  be  greater  than  5*2  if  ^r^  is  greater  than  fF-a,  or  if 

PJa  >  ^F/L 

The  criterion  for  maxfmum  shear  at  any  point,  therefore,  is  as 
follows : 

The  maximum  positive  shear  in  any  section  of  a  beam  occurs  when 
the  foremost  load  is  at  the  section,  provided  W/L  is  not  greater  than 
P-i/a.  If  W/L  is  greater  than  PJa,  the  greatest  shear  will  occur  when 
some  succeeding  load  is  at  the  point. 

Having  determined  the  position  of  the  moving  loads  for  maximum 
moment  and  maximum  shear,  the  amount  of  the  moment  and  shear 
can  be  obtained  as  in  the  case  of  beams  loaded  with  stationary  loads. 

DESIGN  OF  BEAMS.— Having  calculated  the  maximum  bending 
moments  and  shears  in  the  beam  the  stresses  are  calculated  as  follows : 

Shearing  Stresses. — The  shear  is  assumed  as  uniformly  distributed 
over  the  cross-section  of  the  beam,  and  the  shearing  stress  will  be  equal 
to  the  shear  S^  divided  by  the  area  of  the  beam.  The  actual  shearing 
stress  in  the  beam  must  be  less  than  the  allowable  shearing  stress. 

Tensile  and  Compression  Stresses. — A  simple  beam  carried  on 
two  end  supports  will  have  its  upper  fibers  in  compression  and  its 
lower  fibers  in  tension,  there  being  no  stress  on  the  neutral  axis  of  the 
beam. 

The  stress  due  to  bending  moment  will  be  given  by  the  formula 

S  =  M'C/I  (26) 
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where  5  is  the  unit  stress  on  the  extreme  fiber,  being  tension  on  the 
convex  side  and  compression  on  the  concave  side  of  the  beam,  A/  is 
the  bending  moment  of  the  forces  on  one  side  of  the  given  section,  c 
is  the  distance  in  inches  from  the  neutral  axis  of  the  beam  to  the 
extreme  fiber  considered,  and  /  is  the  moment  of  inertia  of  the  cross- 
section  of  the  beam  in  inches  to  the  fourth  power. 

The  allowable  unit  stresses  for  shear,  tension  and  compression  are 
given  in  Chapter  XIII  and  in  Appendix  I. 


CHAPTER  V. 

Stresses  in  Highway  Bridge  Trusses. 

LOADS. — The  loads  on  highway  bridges  are  commonly  specified 
as  a  certain  number  of  pounds  per  square  foot  of  floor  surface,  or  per 
lineal  foot  of  truss  or  bridge.  The  live  load  is  assumed  as  applied  at 
the  panel  points  of  the  loaded  chord,  while  the  dead  load  may  be 
assumed  as  all  applied  on  the  loaded  chord,  or  assumed  as  partly  applied 
on  the  loaded  chord  and  partly  on  the  unloaded  chord  (usually  two- 
thirds  on  the  loaded  chord  and  one-third  on  the  unloaded  chord).  In 
this  discussion  the  deal  load  will  be  assumed  as  applied  at  the  panel 
points  in  the  loaded  chord.  Equal  panel  lengths  and  joint  loads  will 
also  be  assumed.  For  extracts  from  standard  specifications  for  dead 
loads  of  highway  bridges,  see  Chapter  H. 

Algebraic  Resolution.* — Let  the  Warren  truss,  in  Fig.  78,  have 
dead  loads  applied  at  the  joints  of  the  lower  chord  as  shown.  From 
the  fundamental  equations  for  equilibrium  for  rotation  and  translation, 
reaction  /f^  =  /?j  =  ^IV, 
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Fig.  78. 

The  stresses  in  the  members  are  calculated  as  follows:  Resolving 
at  the  left  reaction,  stress  in  i-r=  +  3^F*sec  6y  and  stress  in  i-y  = 

*  Also  called  "  Method  of  Sections." 
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—  3Jf''tan^.     Resolving  at  first  joint  in  upper  chord,  stress  in  i-2  = 

—  ^W  sec  Of  and  stress  in  2-x  = -]- 6W  tsin  6.  Resolving  at  second 
joint  in  lower  chord,  stress  2-3  =  +  ^fT-sec^,  and  stress  3-3^  =  — 
SPFtan^.  And  in  like  manner  the  stresses  in  the  remaining  members 
are  found  as  shown.  The  coefficients  shown  in  Fig.  78  for  the  chords 
are  to  be  multiplied  by  W-t^nO;  while  tliose  for  the  webs  are  to  be 
multiplied  by  WsecS. 

It  will  be  seen  that  the  coefficients  for  the  web  stresses  are  equal 
to  the  shears  in  the  respective  panels.  Having  found  the  shears  in  the 
different  panels  of  the  truss,  the  remaining  coefficients  may  be  found 
by  resolution.  Pass  a  section  through  any  panel  and  the  algebraic  sum 
of  the  coefficients  will  be  equal  to  zero.  Therefore,  if  two  coefficients 
are  known,  the  third  will  be  equal  to  the  algebraic  sum  of  the  two, 
with  sign  changed. 

Beginning  with  coefficient  of  member  1-3',  which  is  known  and 
equals  —  3 ; 

coefficient  of  2-x  =  —  ( —   3  —  3)  =  -j-   6 ; 

coefficient  of  3-y  =  — (+   6  +  2)= —  8; 

coefficient  of  4-jr  =  — ( —   8  —  2)  =  +i0; 

coefficient  of  S-y = —  (+  10+  i)  = —  n ; 

coefficient  of  6-x  =^  —  ( —  ii  —  i)  =  +i2; 

coefficient  of  y-y  =  —  (+  i2-\-o)  =  — 12. 

Loading  for  Maximu7n  Stresses. — The  effect  of  different  positions 
of  the  loads  on  a  Warren  truss  will  now  be  investigated. 


Chord  Stresses  =  Coefficients  x  Pfan  B 
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Fig.  79. 
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Let  the  truss  in  Fig.  79  be  loaded  with  a  single  load  P  as  shown. 
The  left  reaction,  R^=%P,  and  the  right  reaction,  R^  =  P/y.  The 
stress  in  i-v  =  —  %P-tan^,  and  stress  in  i-x=-\-%P'S^c6,  The 
stress  in  1-2  =  —  %P  :sec  6,  and  stress  in  2-3  =  —  ^^P  -sec  ^,  etc.  The 
remaining  coefficients  are  found  as  in  the  case  of  dead  loads  by  adding 
coefficients  algebraically  and  changing  the  sign  of  the  result. 

In  Fig.  80  the  coefficients  for  a  load  applied  at  each  joint  in  turn 
are  shown  for  the  different  members ;  the  coefficients  for  the  load  on 
left  being  given  in  the  top  line. 
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Fig.  80. 


The  following  conclusions  may  be  drawn  from  Fig.  80: 

1.  All  loads  produce  compressive  stresses  in  the  top  chord  and  ten- 
sile stresses  in  the  bottom  chord. 

2.  All  the  loads  on  one  side  of  a  panel  prochicc  the  same  kind  of 
stress  in  the  web  members  that  are  inclined  in  the  same  direction  on 
that  side. 

3.  For  maximum  stresses  in  tlie  chords,  tlicrofore,  the  truss  should 
be  fullv  loaded. 

4.  For  maximum  stresses  in  the  web  members  the  longer  segment 
into  which  the  panel  divides  the  truss  should  be  fully  loaded;  while 
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for  minimum  stresses  in  the  web  members  the  shorter  s^[ment  of  the 
truss  should  be  fully  loaded. 

The  conditions  for  maximum  loading  of  a  truss  with  equal  joint 
loads  are  therefore  seen  to  be  essentially  the  same  as  the  maximum 
loading  of  a  beam  with  a  uniform  live  load. 

For  a  discussion  of  the  conditions  of  loading  for  maximum  and 
minimum  stresses  in  trusses  by  means  of  Influence  Diagrams,  see 
Chapter  VI. 

Stresses  in  a  Warren  Truss. — The  coefficients  for  the  maximum 
and  minimum  stresses  in  a  Warren  truss,  due  to  live  load  are  shown 
in  Fig.  8i. 

These  coefficients  are  seen  to  be  the  algebraic  sum  of  the  coeffi- 
cients for  the  individual  loads  given  in  Fig.  80.     The  live  load  chord 

Pfane 
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Fig.  81. 


coefficients  are  the  same  as  for  dead  load,  and  if  found  directly  are 
found  in  the  same  manner.  \ 

The  maximum  web  coefficients  may  be  found  directly  by  taking  off 
one  load  at  a  time,  beginning  at  the  left.  The  left  reaction,  which  may 
be  found  by  algebraic  moments,  will  in  each  case  be  the  coefficient  of 
the  maximum  stress  in  the  panel  to  the  left  of  the  first  load.  A  rule 
for  finding  the  coefficient  of  left  reaction  for  any  loading  is  as  follows: 
Multiply  the  uuwber  of  loads  on  the  truss  by  one-half  the  number  of 
loads  plus  unity,  and  divide  the  product  by  the  number  of  panels  in  the 
truss,  the  result  zi'ill  be  the  coefficient  of  the  left  reaction. 

If  the  second  diflferences  of  the  maximum  coefficients  in  the  web 
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members  are  calculated,  they  will  be  found  to  be  constant,  which  shows 
that  the  coefficients  are  equal  to  the  ordinates  of  a  parabola. 

Coefficients,  21         15         10        6        3         i 

1st  differences,  65432 

2nd  differences,  i  i  i         i 

Second  Differences  of  Numerators  of  Web  Coefficients. 

This  relation  gives  an  easy  method  for  checking  up  the  maximum 
web  coefficients,  since  the  numerators  of  the  coefficients  are  always  the 
same  beginning  with  unity  in  the  first  panel  on  the  right  and  progress- 
ing in  order  i,  3,  6,  10,  etc. ;  the  denominators  always  being  the  number 
of  panels  in  the  truss. 

It  will  also  be  found  that  the  second  differences  of  the  upper  or 
lower  chord  coefficients  are  constant,  showing  that  the  chord  stresses 
are  proportional  to  the  ordinates  to  a  parabola. 

It  should  be  noted  that  in  the  Warren  truss  the  web  members  meet- 
wg  on  the  unloaded  chord  always  have  stresses  equal  in  amount,  but 
opposite  in  sign. 

The  web  member  6-7  has  a  zero  dead  load  stress,  and  a  complete 
reversal  due  to  live  load,  making  it  necessary  to  design  the  member  to 
take  both  tension  and  compression. 

For  the  calculation  of  the  maximum  and  minimum  stresses  in  a 
Warren  truss,  see  Problem  10,  Chapter  IX. 

Stresses  in  a  Pratt  Truss. — In  the  Pratt  truss  the  diagonal  mem- 
bers, are  tension  members,  and  counters  (see  dotted  members  in  (c) 
Fig.  82)  must  be  supplied  where  there  is  a  reversal  of  stress.  The 
coefficients  for  the  dead  and  live  load  stresses  in  the  Pratt  truss,  shown 
in  (a)  and  (b)  Fig.  82,  are  found  in  the  same  manner  as  for  a  Warren 
truss.  The  member  U^L^  acts  as  a  hanger  and  carries  only  the  load 
at  its  lower  end.  The  stresses  in  the  chords  are  found  by  multiplying 
the  coefficients  by  W'-tan^,  and  in  the  inclined  webs  by  multiplying  the 
coefficients  by  IV-secO.  The  stresses  in  the  posts  are  equal  to  the  ver- 
tical components  of  the  stresses  in  the  inclined  web  members  meeting 
them  on  the  unloaded  chord. 
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(C) 

Fig.  82. 

The  maximum  chord  stresses  shown  on  the  left  of  (c),  are  equal 
to  the  sum  of  the  live  and  dead  load  chord  stresses.  The  minimum 
chord  stresses  shown  on  the  right  of  (c),  are  equal  to  the  dead  load 
chord  stresses. 

The  maximum  and  minimum  web  stresses  are  found  by  adding, 
algebraically,  the  stresses  in  the  members  due  to  dead  and  live  loads. 

Since  the  diagonal  web  members  in  a  Pratt  truss  can  take  tension 
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only,  counters  must  be  supplied  as  U^L^'  in  panel  L^L^.  The  tensile 
stress  in  a  counter  in  a  panel  of  a  Pratt  truss  is  always  equal  to  the 
compressive  stress  that  would  occur  in  the  main  diagonal  web  member 
in  the  panel,  if  it  were  possible  for  it  to  take  compression.  Care  must 
always  be  used  to  calculate  the  corresponding  stresses  in  the  vertical 
posts. 

For  the  calculation  of  the  maximum  and  minimum  stresses  in  a 
Pratt  truss,  see  Problem  ii.  Chapter  IX. 

Method  of  Shear  Increments. — The  loads  on  a  beam  or  truss  first 
produce  shears,  which  in  turn  produce  bending  stresses  in  the  chords. 
In  (a)  Fig.  82  it  will  be  seen  that  member  f/g^a  carries  the  shear  in 
the  panel  of  \W,  which  produces  a  stress  of  — ^WstcS  in  the  mem- 
ber. The  difference  in  the  stresses  in  UJJ^  and  U^U^  is  seen  to  be 
the  horizontal  component  of  the  stress  in  U^L^y  or  the  shear  increment 
in  the  panel.  The  shear  increment  may  be  calculated  as  follows :  The 
shear  in  the  panel  LJ.^  is  W /2  and  may  be  assumed  to  act  a  differ- 
ential to  the  right  of  joint  L^.  Now  take  moments  about  Lg,  and  pass 
a  section  cutting  U^U^y  U^L^  and  L.X3  just  to  the  right  of  L^,  and 
cutting  away  the  truss  to  the  left.  Now  the  shear,  S,  represents  the 
resultant  of  the  vertical  forces  to  the  left  of  the  panel.  Then  for  equi- 
librium the  stress  in  U^U^  will  be  equal  to  the  stress  in  f^^^  found  by 
taking  moments  about  joint  L.,  plus  the  shear  increment  /=  (S  y,  l)/d, 
=  lfF-tan^,  where  /  =  panel  length  and  rf— depth  of  truss. 

GRAPHIC  RESOLUTION.— The  stresses  in  a  Warren  truss  due 
to  dead  loads  are  calculated  by  graphc  resolution  in  Problem  i ,  Chapter 
IX.  The  solution  is  the  same  as  for  the  truss  in  Fig.  58.  The  loads, 
b^inning  with  the  first  load  on  the  left,  are  laid  off  from  the  bottom 
upwards.  The  analysis  of  the  solution  is  shown  on  the  stress  diagram 
and  truss,  and  needs  no  explanation. 

From  the  stresses  in  the  members  it  is  seen  (a)  that  web  members 
meeting  on  the  unloaded  chord  have  stresses  equal  in  amount  hut  opi)o- 
site  in  sign,  and  (b)  that  the  lower  chord  stresses  arc  the  arithmetical 
means  of  the  upper  chord  stresses  on  each  side. 

The  live  load  chord  stresses  mav  be  obtained  from  the  dead  load 
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stress  diagram,  by  changing  the  scale,  or  by  multiplying  the  dead 
load  stresses  by  a  constant. 

The  live  load  web  stresses  may  be  obtained  by  calculating  the  left 
reactions  for  the  loading  that  gives  a  maximum  shear  in  the  panel  (no 
loads  occurring  between  the  panel  and  the  left  reaction),  and  then  con- 
structing the  stress  diagram  up  to  the  member  whose  stress  is  required. 
In  a  truss  with  parallel  chords  it  is  only  necessary  to  calculate  the  stress 
in  the  first  web  member  for  any  given  reaction,  since  the  shear  is  con- 
stant between  the  left  reaction  and  the  panel  in  question. 

The  live  load  web  stresses  may  all  be  obtained  from  a  single  dia- 
gram as  follows:  With  an  assumed  left  reaction  of,  say,  100,000  lbs. 
construct  a  stress  diagram  on  the  assumption  that  the  truss  is  a  canti- 
lever fixed  at  the  right  abutment,  and  that  there  are  no  loads  on  the 
truss.  Then  the  maximum  stress  in  any  web  member  will  be  equal  to 
the  stress  scaled  from  the  diagram,  divided  by  100,000,  multiplied  by 
the  left  reaction  that  produces  the  maximum  stress.  This  method  is  a 
very  convenient  one  for  finding  the  stresses  in  a  truss  with  inclined 
chords.     For  an  example,  see  Problem  19,  Chapter  IX. 

In  calculating  the  maximum  and  minimum  stresses  in  a  bridge 
truss  by  graphic  resolution  the  labor  in  constructing  the  stress  diagram 
may  be  reduced  by  replacing  the  truss  to  the  left  of  the  panel  by  a 
triangle  as  in  (a)  or  (b)  in  Fig.  84.  In  (a)  the  correct  stresses  will 
be  given  in  U^L^'  or  U^'L^y  but  the  correct  stress  will  not  be  given 
in  f/s-Lg. 


Fig.  84- 
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ALGEBRAIC  MOMENTS.— The  dead  and  live  load  stresses  in 
a  truss  with  inclined  chords  are  calculated  by  algebraic  moments  in  Fig. 
85.  The  conditions  for  maximimi  loading  are  the  same  in  this  truss 
as  in  a  truss  with  parallel  chords,  and  are  as  follows :  Maximum  chord 
stresses  occur  when  all  loads  are  on;  minimum  chord  stresses  occur 
when  no  live  load  is  on ;  maximum  web  stresses  in  main  members  occur 
when  the  longer  segment  of  the  truss  is  loaded ;  and  minimum  stresses 
in  main  members  and  maximum  stresses  in  counters  occur  when  the 
shorter  segment  of  the  truss  is  loaded.  For  a  proof  of  this  criterion, 
see  Fig.  93,  Chapter  VI.  An  apparent  exception  to  the  latter  rule 
occurs  in  post  U^L^,  which  has  a  maximum  tensile  stress  when  the 
truss  is  fully  loaded  with  dead  and  live  loads. 
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To  calculate  the  stress  in  member  U  JL.^,  take  moments  about  point 
^^i  the  intersection  of  the  upper  and  lower  chords  produced  and  pass 
a  section  cutting  VJJr^,  U^L^  and  L^Lo,  and  cutting  away  the  truss  to 
the  right.     The  dead  load  stress  is  then  given  by  the  equation 

f/jL.  X  70.7  +  7^1  X60  — J^F  X8o  =  o 

V^L^  X  70.7  =  —  6X60  +  3X80  =  —  120  foot-tons,  and 

IJ^L^=: —  1.70  tons 
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The  maximum  live  load  stress  occurs  when  all  loads  are  on  except 
Lj,  and 

f/.L^X  707  + ^1X60  =  0 

UJ^2  X  70.7 = — %P  X  60  =  —  576  foot-tons,  and 

UiL2  =  —  8.14  tons 

The  maximum  live  load  stress  in  counter  f/j^i  occurs  with  a  load 
at  Li,  and  is  given  by  the  equation 

—  C7,L,  X  62.43  +  7?,  X  60  — P  X  80  =  0 

f/jL,  X  62.43  =  f  P  X  60  —  8  X  80  =  256  footytpns,  ^nd 

[72-^1  =  —  4- 10  tons 

The  dead  load  stress  in  counter  f/2^1  when  main  member  U1L2  is 
not  acting  will  be 

f/jLi  X  62.43  =  4-  120  foot-tons,  and 
U2L1  =  -|-  1.92  tons 

The  maximum  stress  in  U^L^  is  therefore  — 1.70  —  8.14= — 9.84 
tons,  and  the  minimum  stress  is  zero.  The  maximum  stress  in  counter 
U2L1  is  +1.92  —  4.10^=  —  2.18  tons,  and  the  minimum  stress  is  zero. 
To  calculate  the  stress  in  member  U^Uz,  take  the  center  of  moments 
at  Lj,  and  pass  a  section  cutting  U^Uzf  U^L^  and  L^L^,  and  cutting 
away  the  truss  to  the  right.  The  dead  load  stress  is  then  given  by  the 
equation 

U.U^  X  24.2s  — R^  X  40  +  I^  X  20  =  0 
{7iL^2=  +  742  tons 

In  like  manner  the  live  load  stress  in  f7jf72  =  -|-  19.79  tons. 

The  stresses  in  the  remaining  members  may  be  found  in  the  same 
manner.  To  obtain  stress  in  upper  chord  UJJ^,  take  moments  about 
L2  as  a  center ;  to  obtain  stress  in  lower  chord  L^L^  take  moments  about 
U^  as  a  center.  The  dead  load  and  maximum  live  load  tensile  stress 
in  post  UnL^  is  equal  to  the  vertical  component  of  the  dead  and  live 
loads,  respectively,  in  upper  chord  U^U^,  The  stresses  in  LJJ^,  -f-o-^u 
L2L2',  U^U^'  and  U^L^  are  most  easily  found  by  algebraic  resolution. 

For  additional  problems,  see  Chapter  IX. 
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GRAPHIC  MOMENTS.— ITie  dead  load  stresses  in  the  chords 
of  a  Warren  truss  are  calculated  by  graphic  moments  in  Fig.  86. 

Bending  Moment  Polygon. — The  upper  chord  stresses  are  given 
by  the  ordinates  to  the  bending  moment  parabola  direct,  while  the  lower 
chord  stresses  are  arithmetical  means  of  the  upper  chord  stresses  on 
each  side,  and  are  given  by  the  ordinates  to  the  chords  of  the  parabola 
as  shown  in  Fig.  86. 

The  parabola  is  constructed  as  follows:  The  mid-ordinate,  4-j,  is 
made  equal  to  the  bending  moment  at  the  center  of  the  truss  divided 
by  the  deptli;  in  this  case  the  mid-ordinate  is  the  stress  in  6-.r;  if  the 


number  of  panels  in  the  truss  were  odd,  the  mid-ordinate  would  not 
be  equal  to  any  chord  stress.  The  parabola  is  then  constructed  as 
shown  in  Fig.  86.  The  live  load  chord  stresses  may  be  found  from 
Fig.  86  by  changing  the  scale,  or  by  multiplying  the  dead  load  chord 
stresses  by  a  constant. 

Shear  Polygon. — In  Chapter  IV  it  was  shown  that  the  maximum 
shear  in  a  beam  at  any  point  could  be  represented  by  the  ordinate  to  a 
parabola  at  the  point.  The  same  principle  holds  for  a  symmetrical 
bridge  truss  with  equal  panels  and  loaded  with  ccjual  joint  loads,  as 
will  now  be  proved. 
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In  Fig.  87  assume  that  the  simple  Warren  truss  is  fixed  at  the  left 
end  as  shown,  and  that  the  right  reaction  R^  is  not  acting.  Then  with 
all  joints  fully  loaded  with  a  live  load  P,  construct  a  force  polygwi  as 


Fic.  87. 


shown,  with  pole  0  and  pole  distance,  H^span  L,  and  beginning  at 
point  a  in  the  load  line  of  the  force  polygon,  construct  the  equilibrium 
polygon  a-g-h  for  the  cantilever  truss. 

Now  the  bending  moment  at  the  left  support  will  be  equal  to  ordi- 
nate 3',  multiplied  by  the  pole  distance  H.  But  the  truss  is  a  simple 
truss  and  the  moment  of  the  right  reaction  will  be  equal  to  the  moment 
at  the  left  abutment,  and 

y,H  =  R^L 
and  since  H^L 

y\L  =  R^-L 


and 


y.=R, 
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Now,  with  the  loads  remaining  stationary,  move  the  truss  one  panel  to 
the  right  as  shown  by  the  dotted  truss.  With  the  same  force  polygon 
draw  a  new  equilibrium  polygon  as  above.  This  equilibrium  polygon 
will  be  identical  with  a  part  of  the  first  equilibrium  polygon  as  shown. 
As  above,  the  bending  moment  at  left  reaction  is  y^'H=^y^'L  =  R^'L, 
and  jj  =  /?g.  In  like  manner  y^  can  be  shown  to  be  the  right  reaction 
with  three  loads  on,  etc.  Since  the  bridge  is  symmetrical  with  refer- 
ence to  the  center  line,  the  ordinates  to  the  shear  polygon  in  Fig.  87 
are  equal  to  the  maximum  shears  in  the  panel  to  the  right  of  the  ordi- 
nate as  the  load  moves  oflf  the  bridge  to  the  right. 

For  a  method  of  drawing  the  shear  parabola  direct,  without  the  use 
of  the  force  and  equilibrium  polygons,  see  Problem  18,  Chapter  IX. 


CHAPTER   VI. 

Stresses  in  Railway  Bridge  Trusses. 

LOADS.— The  dead  load  of  a  railway  bridge  is  assumed  to  act 
at  the  joints  the  same  as  in  a  highway  bridge.  The  dead  joint  loads 
are  commonly  assumed  to  act  on  the  loaded  chord,  but  may  be  assumed 
as  divided  between  the  panel  points  of  the  two  chords,  one-third  and 
two-thirds  of  the  dead  loads  usually  being  assumed  as  acting  at  the 
panel  points  of  the  unloaded  and  the  loaded  chords,  respectively. 

The  live  load  on  a  railway  bridge  consists  of  wheel  loads,  the 
weights  and  spacing  of  the  wheels  depending  upon  the  type  of  the 
rolling  stock  used.  The  locomotives  and  cars  differ  so  much  that  it 
would  be  difficult  if  not  impossible  to  design  bridges  on  a  railway 
system  for  the  actual  conditions,  and  conventional  systems  of  loading, 
which  approximate  the  actual  conditions  are  assumed.  The  conven- 
tional systems  for  calculating  the  live  load  stresses  in  railway  bridges 
that  have  been  most  favorably  received  are :  ( i )  Cooper's  Conventional 
System  of  Wheel  Concentrations:  (2)  the  use  of  an  Equivalent  Uni- 
form Load;  and  (3)  the  use  of  a  uniform  load  and  one  or  two  wheel 
concentrations.  In  addition  to  these  some  railroads  specify  special 
engine  loadings.  The  first  and  second  methods  will  be  discussed  in 
this  chapter. 

Cooper's   Conventional   System  of  Wheel   Concentrations. — In 

Cooper's  loadings  two  consolidation  locomotives  are  followed  by  a 
uniformly  distributed  train  load.  The  typical  loading  for  Cooper's 
Class  E  40  is  shown  in  Fig.  47.  The  loads  on  the  drivers  in  thousands 
of  pounds  and  the  uniform  train  load  in  hundreds  of  pounds  are  the 
same  as  the  class  number.  The  wheel  spacing^  are  the  same  for  all 
classes.  The  stresses  for  Cooper's  loadings  calculated  for  one  class 
may  be  used  to  obtain  the  stresses  due  to  any  other  class  loading.  For 
example,  the  stresses  in  any  truss  due  to  Cooper's  Class  E  50  are  equal 
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to  %  of  the  Stresses  in  the  same  truss  due  to  Class  E  40  loading.  The 
E  40  and  the  E  50  loadings  are  those  most  used  for  steam  railways  in 
the  United  States.  In  bridges  designed  for  Class  E  40  loading  and 
imder  the  floor  system  must  in  addition  be  designed  for  two  moving 
loads  of  100,000  lbs.  each,  spaced  6'  o"  apart  on  each  track.  The  cor- 
responding loads  for  Class  E  50  are  120,000  lbs.  with  the  same,  spacing. 
The  American  Railway  Engineering  and  Maintenance  of  Way  Asso- 
ciation has  adopted  Cooper's  loadings,  except  that  the  special  loads  are 
spaced  /  o". 

Equivalent  Uniform  Load  System. — The  equivalent  uniform  load 
for  calculating  the  stresses  in  trusses  and  the  bending  moments  in 
beams,  is  the  uniform  load  that  will  produce  the  same  bending  moment 
at  the  quarter  points  of  the  truss  or  beam  as  the  maximum  bending 
moment  produced  by  the  wheel  concentrations.     The  equivalent  uni- 
form loadings  for  different  si)ans  for  Cooi)er's  E  40  loading  are  given 
in  Fig.  48.     In  calculating  the  stresses  in  the  truss  members  select  the 
equivalent  load  for  the  given  span,  and  calculate  the  chord  and  web 
stresses  by  the  use  of  equal  joint  loads,  as  for  highway  bridges.     In 
designing  the  stringers  for  bending  moment  take  a  loading  for  a  span 
equal  to  one  panel  length,  and  for  the  maximum  floorbeam  reaction 
take  a  loading  for  a  span  equal  to  two  panel  lengths.     It  is  necessary 
to  calculate  the  maximum  end  shears  and  the  shears  at  intermediate 
points  by  wheel  concentrations,  or  to  use  equivalent  uniform  loads 
calculated   for  wheel  concentrations.     The  equivalent  uniform  loads 
for  moment,  M,  shear,  S,  and  floorbeam  reaction,  R,  for  Class  E  40 
are  given  in  Table  X. 

The  equivalent  uniform  load  method  has  been  advocated  very 
strongly  by  Mr.  J.  A.  L.  Waddell  who  has  described  its  use  in  detail 
in  his  "  De  Pontibus." 

Live  load  stresses  calculated  by  the  method  of  equivalent  uniform 
loads  are  too  small  for  the  chords  and  webs  between  the  ends  of  the 
truss  and  the  quarter  points,  and  are  too  large  between  the  quarter 
points.  The  stresses  obtained  for  the  counters  are  too  large.  The  live 
load  stresses  calculated  by  the  method  of  equivalent  uniform  loads  are 
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TABLE  X. 

Maximum  Moments  M,  End  Shears  S,  and  Floorbeam  Reactions  R,  per 
Track,  for  Cooper's  Loading  E  40,  for  Girder  Bridges. 


Span 

Max.  Mom. 

Max.  End.  Shbar 
5. 

Max.  Floor  Rbac 

Equivalent  Uniform  Load. 

L. 

B,^ 

^% 

Ft. 

Ft. -LBS. 

Lbs. 

Lbs. 

Lbs. 

S. 
Lbs. 

X. 
Lbs. 

10 

112,500 

60,000 

80,000 

9,000 

12,000 

8,000 

II 

131,400 

65,500 

87,300 

^^ 

11,910 

7,940 

12 

160,000 

70,000 

93,300 

8,890 

11,670 

7,770 

13 

190,000 

73,800 

98,500 

9,000 

11,350 

7,580 

14 

220,000 

77,200 

104,300 

8,980 

11,030 

7.450 

15 

250,000 

80,000 

109,300 

8,890 

10,670 

7,290 

16 

280,000 

85,000 

113,700 

8,750 

10,620 

7.  no 

17 

310,000 

89,500 

117,600 

8,580 

10,530 

6,920 

18 

340,000 

93,400 

121,300 

8,400 

10,380 

6,740 

19 

373»2oo 

96,800 

125,800 

8,270 

10,190 

6,620 

20 

412,500 

100,000 

131,100 

8,250 

10,000 

6,560 

21 

452,000 

102,800 

136,000 

8,200 

9.790 

6,480 

22 

491,400 

105,500 

140,300 

8,120 

9.590 

6.380 

23 

530,800 

107,900 

144.300 

8,030 

9,380 

6,270 

24 

570,400 

110,800 

148,000 

7,920 

9.230 

6,170 

25 

610,000 

113,600 

151,300 

7,810 

9.090 
8,930 

6,050 

26 

649,600 

116,100 

155.400 

7,690 

5.970 

27 

689,200 

118,500 

160,100 

7,560 

8,780 

5.930 

28 

731.000 

120,800 

164,600 

7,460 

8,630 

5.875 

29 

775,800 

123,100 

168,700 

7,370 

8,490 

5,820 

30 

821,000 

126,100 

172,500 

7,300 

8,410 

5,750 

31 

865,700 

128,800 

176,900 

7,210 

8,310 

5,710 

32 

910,800 

131.500 

182,000 

7,120 

8,220 

5,690 

33 

955,600 

133.900 

186,700 

7,020 

8,110 

5,660 

34 

1,000,700 

136,100 

191,100 

6,920 

8,010 

5,620 

35 

1,046,000 

138,400 

195,200 

6,840 

7,910 

5.570 

36 

1,097,000 

141,100 

6,770 

7,840 

37 

1,148,500 

143,800 

6,710 

7.770 

38 

1,200,000 

146,200 

6,650 

7,700 

39 

1,253.500 

148,600 

6,590 

7,620 

40 

1,311,000 

150,800 

6,560 

7,540 

42 

1,427,000 

156,200 

6,480 

7,460 

44 

1,543,000 

161,100 

6,370 

7,320 

46 

1,659,000 

165,600 

Trestles 

6,280 

7,200 

48 

1,776,000 

169,600 

30  and  60  feet 

6,170 

7,070 

50 

1,902,000 

174,200 

spans, 
238,900. 

6,090 

6,970 

52 

2,030,000 

178,500 

6,010 

6,870 

54 

2,162,000 

182,400 

5,930 

6.760 

56 

2,304,000 

186,000 

5,880 

6,640 

58 

2,446,000 

190,800 

40  and  60  feet 

5,820 

6,580 

60 

2,599,000 

195,200 

spans, 
262,900. 

5,780 

6,510 

62 

2,753,000 

200,200 

5,730 

6,460 

64 

2,911,000 

205,200 

5,690 

6,410 

66 

3,079,000 

210,000 

5,660 

6,360 

68 

3,247,000 

215,600 

5,610 

6,340 

KINDS  OF  STRESS. 
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TABLE  X.     (Continued,) 


Span 

Max.  Mom. 

Max.  End.  Shear 

Max.  Floob  Rbac. 

Equival 

BNT  Uniform  Load. 

L, 

fT. 

Ft.-lbs. 

Lbs. 

Lbs. 

Lbs. 

5". 
Lbs. 

X. 

LtM. 

70 

3,415,000 

221,000 

5,580 

6,310 

72 

3,584,000 

226,700 

5,540 

6,300 

74 

3,758,000 

232,600 

5,490 

6.290 

^ 

3,942,000 

238,100 

5,460 

6.270 

78 

4,129,060 

243,400 

5,430 

6,240 

80 

4,321,000 

248,400 

5,400 

6,210 

82 

4.5i3»«x> 

253»8«> 

5,370 

6,190 

84 

4,713,000 

259,000 

5,340 

6,190 

86 

4,910,000 

264,200 

5,320 

6,150 

88 

5,128,000 

269,400 

5,300 

6.120 

90 

5,341,000 

274.500 

5,280 

6,100 

92 

5,552,000 

279,600 

5,250 

6,080 

94 

5.771.000 

284,700 

5,230 

6,060 

5^ 

5,988,000 

289,600 

5,200 

6,030 

98 

6,213,000 

295,000 

5,180 

6,020 

100 

6,440,000 

300,000 

5.150 

6,000 

105 

7,075,000 

312,200 

5,150 

5,950 

no 

7,774,000 

324,000 

5,140 

5,890 

"5 

8,490,000 

335»8oo 

5,140 

5,840 

120 

9,228,000 

347»4oo 

5,130 

5,790 

"5 

9.993»ax) 

358.800 

5,120 

5,740  ' 

Note. — For  all  other  classes,  the  above  values  to  be  proportional  to  the  classes. 
sufficiently  accurate  for  all  practical  purposes.  Even  though  the  equiv- 
alent uniform  load  method  is  simple  to  apply  and  gives  sufficiently 
accurate  results,  it  appears  to  be  losing  ground. 

KINDS  OF  STRESS.— The  live  loads  on  a  railway  bridge  pro- 
duce stresses  as  follows : 

( 1 )  Vertical  stresses  due  to  the  live  load  in  any  position ; 

(2)  Vibratory  stresses  due  to  the  moving  of  the  live  load,  generally 
included  in  the  term  "  Impact "  ; 

(3)  Horizontal  static  stresses  due  to  centrifugal  forces,  if  the  train 
is  on  a  curve; 

(4)  Longitudinal  static  stresses  due  to  the  momentum  of  the  train, 
and  the  friction  on  the  rails  when  the  brakes  are  applied. 

Vibratory  stresses  cannot  be  calculated  with  our  present  knowledge, 
but  are  provided  for  by  taking  a  percentage  of  the  static  live  load  as 
"  Impact  Stress,"  or  by  using  smaller  working  stresses.  Horizontal  and 
static  stresses  can  be  calculated. 
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CALCULATION  OF  STRESSES  DUE  TO  WHEEL  CON- 
CENTRATIONS.— The  maximum  stresses  in  any  member  of  a  truss 
may  be  found  by  trial,  that  is,  by  assuming  a  number  of  positions  of 
the  Hve  load,  calculating  the  stress  for  each  position,  and  then  compar- 
ing the  results.  This  method  is  long  and  tiresome  and  considerable 
time  may  be  saved  by  the  application  of  certain  simple  criteria,  which 
will  now  be  developed  by  means  of  influence  diagrams.  These  criteria 
may  also  be  developed  by  algebraic  methods. 

INFLUENCE  DIAGRAMS.— An  influence  diagram  (commonly 
called  an  influence  line)  shows  the  variation  of  the  effect  of  a  moving 
load  or  a  system  of  loads  on  a  beam  or  truss.  The  diflference  between 
bending  moment  or  shear  diagrams  and  influence  diagrams  is  that  the 
bending  moment  and  the  shear  diagram  gives  the  moment  and  shear, 
respectively,  at  any  point  for  a  fixed  system  of  loads,  while  an  influence 
diagram  gives  the  moment  or  shear,  etc.,  at  a  fixed  point  for  a  moving 
system  of  loads.  Influence  diagrams  are  used  principally  for  finding 
the  position  of  moving  loads  that  will  produce  maximum  shears,  mo- 
ments, reactions,  or  stresses,  although  they  may  be  used  for  calculating 
the  quantities  themselves.  For  convenience,  where  a  number  of  loads 
are  considered,  the  influence  diagrams  are  drawn  for  a  single  unit  load. 
The  unit  influence  diagram  may  then  be  used  for  any  load  by  multi- 
plying by  the  given  load.  The  unit  influence  diagram  will  be  referred 
to  in  the  following  discussion. 

Maximum  Moment  in  a  Truss  or  Beam. — Let  Fj,  in  Fig.  88,  rep- 
resent the  summation  of  the  moving  loads  to  the  left  of  the  panel  point 
2',  and  P.,  be  the  summation  of  the  moving  loads  to  the  right. 

'Hie  influence  diagram  for  the  point  2'  is  constructed  by  calculating 
the  bending  moment  at  2'  due  to  a  unit  load  =  a(L  —  fl)/L  =  ordi- 
nate 2-4,  and  drawing  lines  1-2  and  2-3.  The  equation  of  the  line  1-2 
is  y  =  x(L  —  ci)/L,  and  the  equation  of  the  line  2-3  is 

* 

y  =  a(L  —  x)/L, 

Xow  when  x  =  a  the  two  lines  have  a  common  ordinate  which  is  equal 
to   a(L  —  a)/L.     Also   when  x  =  L   the  ordinate  to   1-2  =  L  —  a; 
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while  when  ^=o,  the  ordinate  to  2-3  is  a,  as  is  seen  in  Fig.  88.  This 
relation  gives  an  easy  method  of  constructing  an  influence  diagram 
for  moments  for  any  point  in  a  beam  or  truss. 


a,  -^    -  dx  4 


Fig.  88.    Influence  Diagram  for  Moments. 

Now  in  Fig.  88  the  bending  moment  at  2'  due  to  the  loads  P^ 
and  P2,  is 

M  =  P,'y,  +  P,'y,  (27) 

Now  move  the  loads  Pi  and  Pg  ^  short  distance  to  the  left,  the  distance 
being  assumed  so  small  that  the  distribution  of  the  loads  will  not  be 
changed,  and 

M  +  dM  =  P,(y,-dy,)  +P^(y^^  +  dy,)  (28) 

Subtracting  (27)  from  (28)  and  placing  rfil/  =  o,  we  have 

dM  =  —  P,'dy,+P,'dy,  =  o  (29) 

But  dy^  =  rfjr-tan  a^  =  dx{L  —  a)/L.,  and  rfva  =  rfx-tan  ag  =  dx-a/L, 
and 

dM  =  —  P,(L  —  a)  dx/L-{-P^'a'dx/L  =  o,  from  which 
Pj -a  —  P^lL  -\-P^'a=^ o,  and 
(P,  +  P,)a=:P,7. 


Solving,  we  have 


PJa={P,  +  P,)/L. 


(30) 
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From  (jo)  it  follows  that  the  niaxifnum  bending  moment  at  2^  occurs 
when  the  average  load  on  the  left  of  the  section  is  the  same  as  the 
average  load  on  the  entire  bridge.  It  will  be  seen  that  the  criterion 
will  be  satisfied  for  a  bridge  loaded  with  equal  joint  loads  when  the 
bridge  is  fully  loaded. 

Uniform  Loads, — In  Fig.  88  the  bending  moment  at  2'  due  to  a 
uniform  load  pdx  will  be  p-ydx  in  (a).  But  ydx  is  the  area  of  the 
influence  diagram  under  the  uniform  load,  and  the  bending  moment  at 
2'  due  to  a  uniform  load  will  be  equal  to  the  area  of  the  influence 
diagram  covered  by  the  load,  multiplied  by  the  load  per  unit  of  length. 
For  a  uniform  load,  p,  covering  the  entire  span  the  bending  moment 
at  2'  will  be  p  times  the  area  of  the  influence  diagram  1-2-3.  For  a 
uniform  load  the  bridge  must  be  fully  loaded  to  obtain  maximum  bend- 
ing moment  at  any  point.  It  will  be  seen  that  the  general  criterion  for 
maximum  bending  moment  is  satisfied  when  the  bridge  is  fully  loaded 
with  a  uniform  load. 

Maximum  Shear  in  a  Beam. — It  is  required  to  calculate  the  maxi- 
mum shear  at  the  point  2'  in  the  beam  1-4',  in  Fig.  89.     Let  P^  repre- 


Fig.  89.    Influence  Diagram  for  Shear  in  a  Beam. 

sent  a  load  on  the  left  of  the  point,  and  Fj  ^  ^^ad  on  the  right  of  the 
point  2'.  Now  with  the  load  unity  at  2'  the  shear  at  the  left  of  the 
point  will  be  (/ — cl)/1,  and  on  the  right  of  the  point  2'  the  shear  will 
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be  —  a/l,  while  the  influence  diagram  for  shear  is  1-2-3-4.  Then  the 
shear  at  the  point  2'  due  to  the  loads  P^  and  l\  will  be  5"  =  —  P^yy^ 
+  ^172-  ^^ow  as  the  loads  are  moved  to  the  left,  the  positive  shear  is 
increased  and  the  negative  shear  is  decreased.  If  the  distance  h  is  less 
than  the  distance  a,  for  a  maximum  positive  shear  for  two  loads,  P^ 
should  be  at  2',  providing  P^  is  greater  than  P^.  If  P^  is  greater  than 
P,  the  loads  should  be  reversed  in  position. 

For  more  than  two  loads,  Pj  and  Pj  representing  the  summations 
of  the  loads  acting  through  the  centers  of  gravity  of  the  loads,  the 
criterion  is  developed  as  follows : 

The  shear  at  2'  is 

5*  =  - P,-3f,+ ^2-34  Oe]  4  Gr)  (31) 

Now  move  the  loads  to  the  left  a  distance  dx,  no  loads  passing  the  point 
2*  nor  coming  on  nor  going  off  the  span,  and 

S-\-dS  =  -P,{y,-dy,^^P,{y^^dy,)  (32) 

subtracting  (31)  from  (32),  and  solving  for  a  maximum,  we  have 

dS  =  -\-  P.'dy,  +  P,dy,  =  0  (33) 

Now  dy^  =  —  dyz,  and  P^  =  Pg  is  the  criterion  for  maximum  shear  at 
2'.  In  order  to  satisfy  this  criterion  a  load  will  come  at  2'  which  may 
be  considered  as  a  part  of  either  P^  or  Pg. 

Maximum  Shear  in  a  Truss. — Let  Pj,  Po  and  P3,  in  Fig.  90,  repre- 
sent the  loads  on  the  left  of  the  panel,  on  the  panel,  and  on  the  right 
of  the  (n  +  i)st  panel,  respectively.  It  is  required  to  find  the  posi- 
tion of  the  loads  for  a  maximum  shear  in  the  panel. 

With  a  load  unity  at  2'  the  shear  in  the  panel  is  —  m/n,  and  1-2  is 
the  influence  shear  line  for  loads  to  the  left  of  the  panel.  With  a  load 
unity  at  3'  the  shear  in  the  panel  is  (n  —  m —  i)/»,  and  the  line  3-4 
is  the  influence  shear  line  for  loads  to  the  right  of  the  panel.  For  a 
load  on  the  panel  the  shear  will  vary  from  —  m/n  at  2'  to  (n  — ;;/ —  i  )/n 
at  3',  and  the  line  2-3  is  the  influence  shear  line  for  loads  in  the 
panel. 
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The  influence  diagram  for  the  entire  span  is  the  polygon  1-2-3-4. 
It  will  be  seen  that  the  lines  1-2  and  3-4  are  parallel,  and  are  at  a 
distance  unity  apart. 

The  total  shear  in  the  panel  will  then  be 


n 


Fig.  90.    Influence  Diagram  for  Shear  in  a  Truss. 


S=-P^y^  +  P^-y^  +  P»-y 


3 


(34) 


Now  move  the  loads  a  short  distance  to  the  left,  the  distance  being 
assumed  so  small  that  the  distribution  of  the  loads  will  not  be  changed, 
and 

S  +  dS  =  -P,{y,-dy,)JrP2{yz-dy,)+P,{y,  +  dy,)    (35) 

Subtracting  (34)  from  (35),  and  solving  for  a  maximum 


But 


dS  =  P.'dy,  —  Pn'dy^  +  P^^-dy^  =  o 

dy^  =  rf.r-tan  a^  =  dx/ji-l, 

dy.^  =  rf,r-tan  a.^  =  dx  (n  —  i)/n'l, 

dy^  =  rf,rtan  a^  =  dx/n-l ; 


and  substituting  we  have 


dS  =  P^-dx/n'l  —  P._'dx{n—i)/n'l  +  Pt'dx/n'l  =  o 
P^-P,(n—i)+P,  =  o 


and 
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and 


P^  +  P,  +  P,=P,n 


P,=  {Pi  +  P,  +  P,)/n. 


(36) 


From  (36)  it  follows  that  the  maximum  shear  in  the  panel  will 
occur  when  the  load  on  the  panel  is  equal  to  the  load  on  the  bridge 
divided  by  the  number  of  panels  in  the  bridge. 

Uniform  Loads. — In  the  same  manner  as  for  bending  moment  in 
Fig.  88,  it  can  be  proved  that  the  shear  in  the  panel  due  to  a  uniform 
load  on  the  truss,  in  Fig.  90,  is  equal  to  the  area  of  the  influence  dia- 
gram covered  by  the  load,  multiplied  by  the  intensity  of  the  uniform 
load  per  linear  unit.  From  Fig.  90  it  will  be  seen  that  for  a  uniform 
load  the  maximum  shear  in  the  panel  will  occur  when  the  uniform  load 
extends  from  the  right  abutment  to  that  point  in  the  panel  where  the 
line  2-3  passes  through  the  line  1-4  (where  the  shear  changes  sign). 
For  a  minimum  shear  in  the  panel  (maximum  shear  of  the  opposite 
sign)  the  load  should  extend  from  the  left  abutment  to  the  point  in 
the  panel  where  the  shear  changes  sign.  For  equal  joint  loads,  load 
the  longer  segment  for  a  maximum  shear  in  the  panel,  and  load  the 
shorter  segment  for  a  minimum  shear  in  the  panel. 

Maximum  Floorbeam  Reaction. — It  is  required  to  find  the  maxi- 
mum load  on  the  floorbeam  at  2'  in  (a)  Fig.  91  for  the  loads  carried 
by  the  floor  stringers  in  the  panels  i'-2'  and  2'-3'. 


(a)  ~''  (b) 

Fig.  91.    Influence  Diagram  for  Maximum  Floorbeam  Reaction. 

In  (a)  the  diagram  1-2-3  is  the  influence  diagram  for  the  shears 
at  2'  due  to  a  unit  load  at  any  point  in  either  panel.     In  (b)  the  dia- 
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;ram  1-2-3  ^s  the  influence  diagram  for  bending  moment  at  2'  for. 
i  unit  load  at  any  point  in  the  beam.  Now  the  diagram  in  (a)  differs 
from  the  diagram  in  (b),  only  in  the  value  of  the  ordinate  2-4.  It 
will  be  seen  that  the  reaction  at  2'  in  (a)  may  be  obtained  from  the 
diagram  in  (b),  for  any  system  of  loads,  if  the  ordinates  are  multiplied 
by  (^1  +  ^2)/^r^2-  We  can  therefore  use  diagram  (b)  for  obtaining 
the  maximum  floorbeam  reaction,  if  we  multiply  all  ordinates  by 
{d,  +  d,)/d,'d,. 

To  obtain  the  maximum  floorbeam  reaction,  therefore,  take  a  simple 
beam  equal  to  the  sum  of  the  two  panel  lengths,  and  find  the  maximum 
bending  moment  at  a  point  in  the  beam  corresponding  to  the  panel 
point.  This  maximum  moment  multiplied  by  {d^  +  d2)/d^-d^  will  be 
the  maximum  floorbeam  reaction.  If  the  two  panels  are  equal  in 
length  the  maximum  bending  moment  at  the  center  of  the  beam  multi- 
plied by  2/d,  where  d  is  the  panel  length,  will  give  the  maximum  floor- 
beam  reaction. 

Maximum  Moment  in  the  Unloaded  Chord  of  a  Through  Warren 
Truss. — Let  P^  in  Fig.  92  represent  the  summation  of  the  moving  loads 
on  the  left  of  the  panel  4'-s',  P2  represent  the  summation  of  the  moving 
loads  on  the  panel,  and  Pg  represent  the  summation  of  the  moving 


a 


r'—^Ue 


-  L-a 


-■H    T 


Fig.  92.    Influence  Diagram  for  Moments  in  the  Unloaded  Chord 

Through  Warren  Truss. 
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loads  to  the  right  of  the  panel.  The  influence  diagram  for  the  point 
2  is  the  diagram  1-4-5-3,  ^^e  lines  1-4  and  5-3  are  the  same  as  for 
a  point  on  the  loaded  chord,  while  the  influence  line  for  the  panel  4'-$' 
is  the  line  4-5. 

Now  the  bending  moment  at  2  due  to  the  three  loads  is 

M=P,'y,  +  P,'y^  +  P,'y,  (37) 

Now  move  the  loads  P^,  P2,  Pz  a  short  distance  to  the  left,  the  dis- 
tance being  assumed  so  small  that  the  distribution  of  the  loads  will  not 
be  changed,  and 

M  +  dM  =  P,(y,  -  dy,)  +  P,(y,  -  dy,)  +  P,{y,  +  dy,)      (38) 

Subtracting  (37)  from  (38),  and  solving  for  a  maximum   § 

dM  =  —  P,-dy,  —  P,'dy,  +  P,'dy,  =  o  (39) 

Now  rf)fi  =  d:rtanai,  dy2  =  dx-tsin  a2,  and  dy^  =  dxt3inaz. 

tan 01=  (L  —  a) /I,  tan  a^  =  a/L,  and  tan  ag 

=  [L — (g  —  &  +  /)  ]  tang^ —  (a  —  &)  tana^ 

/ 
andtanaj=  (L'b  —  a'l)/Li 

Substituting  the  values  of  tanai,  tanaj  and  tanaj  in  (39)  we  have 

—  P^{L  —  a)/L  —  P2(L'b  —  a'l)/L'l  +  P^'a/L  =  o 
Solving  and  placing  P  =  P^-\- P^-^ P3,  we  have 

P/L=(P,-l  +  P,b)/al  (40) 

Equation  (40)  is  the  criterion  required. 

Maximum  Stresses  in  a  Bridge  with  Inclined  Chords. — Let  U^' 
w  a  web  member  in  a  truss  with  inclined  chords  in  Fig.  93.  Point  A 
Jsthe  intersection  of  the  upper  chord  f/if/o  ^^d  the  lower  chord  2'4'* 
The  stress  in  C/24'  equals  the  moment  of  the  external  forces  about  the 
point  A,  divided  by  the  arm  c.  The  stress  in  the  web  member  U24'  will 
then  be  a  maximum  when  the  bending  moment  at  A  is  a  maximum. 
To  draw  the  moment  influence  diagram  for  the  point  A,  calculate  the 
^ding  moments  about  A  for  the  unit  loads  at  2'  and  4'.     With  a  load 
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unity  at  4'  the  moment  at  A  is  (L  —  a  —  l)e/L,  and  with  a  load  unity 
at  2'  the  moment  at  A  is  (L  —  a)e/L  —  (a  +  ^) ,  a  negative  quantity. 
Laying  off  4-6  and  2-7  equal  to  these  moments,  the  influence  diagram 
for  bending  moment  at  A  is  the  polygon  1-2-4-5. 


-^'^/V 


Fig.  93. 

The  maximum  stress  in  1/^4'  occurs  when  some  of  the  wheels  at 
the  head  of  the  train  are  in  the  panel  2'4',  and  in  unusual  cases  only, 
when  a  load  is  to  the  left  of  2'.  Load  P^  representing  the  summation 
of  the  loads  to  the  left  of  4'  will  always  come  in  the  panel  2'4'.  Load 
P„  representing  the  summation  of  the  loads  to  the  right  of  the  panel, 
will  always  come  to  the  right  of  the  panel  2'4'-  Now  the  moment 
at  A  is 

W  =  P,y,  +  F3-3',  (41) 

Now  move  the  loads  a  differential  distance  to  the  left,  it  being  assumed 
that  the  distribution  of  the  loads  is  not  changed,  and 

M  +  dM  =  P^iy^  —  dy^)  +  P,(y,  +  dy.)  (42) 

Subtracting  (41)  from  (42),  and  solving  for  a  maximum  we  have 
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dM  =  -P^'dy^  +  P,'dy,=^o  (43) 

Now  rf3f2  =  d^-tana2,  and  dy^  =  dx'tasia^y  and 

—  Pjtan  a^  +  Pg^an  a,=o  (44) 

andifP  =  F,  +  P3, 

^/(S-3)  =^2/(3-6)  (45) 

Nowtana2  =  —  (''^/-^  —  ^  —  ^)A  and  X.2Xia^  =  e/L,  and  substituting 
in  (44)  we  have 

P/L  =  P^{i+a/e)/l  (46) 

Now  for  a  uniform  load  the  maximum  stress  in  the  member  t/j^' 
will  occur  when  the  truss  is  loaded  from  the  right  abutment  to  the 
point  3',  while  the  minimum  stress  will  occur  when  the  load  extends 
from  the  left  abutment  to  the  point  3'.  The  critical  point  3  can  be 
calculated  by  drawing  the  lines  M-2'-'^  and  N-^-t^.  For  wheel  loads 
no  load,  should  in  general,  pass  3'  from  the  right  to  give  a  maximum 
stress  in  the  member. 

By  substituting  ^=  00  in  (46)  we  have  the  criterion  for  maximum 
shear  in  a  panel  of  a  bridge  with  parallel  chords. 

Resolution  of  the  Shear. — In  Fig.  94  the  stresses  [7,  D  and  L  hold 
in  equilibrium  the  external  forces  on  the  left  of  the  section  cutting 
these  members.  These  external  forces  consist  of  a  left  reaction,  R,  at 
the  left  abutment  and  a  force  at  2,  equal  to  the  reaction  of  the  stringer 
2-3.  The  resultant,  5*,  of  these  two  forces  acts  at  a  point  a  little  to 
the  left  of  the  left  reaction.  Its  position  may  be  determined  by 
moments.  Referring  to  Fig.  94,  let  the  resultant,  S,  be  replaced  by 
the  two  forces  P^  and  P3,  P^  acting  upwards  at  i  and  P3  acting  down- 
ward at  3  as  shown.     Now  taking  moments  about  point  I,  and 

S'a  =  P,'l  (47) 

^owthe  bending  moment  at  i  ecjuals  M^,  and 

P^  =  S'a/l  =  MJl  (48) 

Similarly  by  taking  moments  at  3,  we  have 
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S(a  +  l)=P,l,  but  S(o  +  l)=«„  and  Pi  =  M^l 


S  =  P,  —  P,  =  M,/l  —  il^l 


(49) 


where  5*  is  the  shear  in  the  panel. 


(a) 


Fig.  94. 

Moment  Diagram. — A  moment  diagram  for  Cooper's  Qass  E  40 
loading  is  given  in  Fig.  95.  The  bending  moments  are  given  in  thou- 
sands of  foot-pounds  for  one  rail.  The  first  line  gives  the  summation 
of  the  weights  of  the  wheels  in  thousands  of  pounds,  calculated  from 
the  head  of  the  uniform  load;  the  second  line  gives  the  summation  of 
the  weights  of  the  wheels,  calculated  from  wheel  i  in  the  leading 
locomotive;  the  number  of  the  wheel  from  the  left  is  given  in  the 
small  circle  in  each  wheel;  the  weight  of  each  wheel  in  thousands  of 
pounds  is  given  in  each  wheel;  the  first  line  under  the  wheels  gives 
the  distances  in  feet  between  the  centers  of  the  wheels ;  the  second  line 
under  the  wheels  gives  the  summation  of  the  distances  from  wheel  1; 
while  the  third  line  under  the  wheels  gives  the  summation  of  the  dis- 
tances from  the  head  of  the  uniform  load.  The  fourth  line  below  the 
wheels  gives  the  summation  of  the  moments  of  all  wheels  to  the  left 
about  the  head  of  the  uniform  load  in  thousands  of  foot-pounds  for 
one  rail.  For  example,  the  moment  of  all  the  wheels  about  the  head 
of  the  uniform  load  is  16,364  thousand  foot-pounds.  The  fifth  hne 
below  the  wheels  gives  the  summation  of  the  moments  of  all  wheels 
up  to  and  including  the  wheel  on  the  left  about  wheel  18,  etc.  Below 
the  stepped  line  the  moments  of  the  wheels  to  the  right  of  the  stepped 
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line  are  given  in  like  manner.  For  example,  it  is  required  to  calcu- 
late the  maximum  bending  moment  at  panel  point  L^  in  a  6-panel  Pratt 
truss,  having  a  span  of  150  feet,  it  having  been  determined  by  apply- 
ing the  criterion  above  that  wheel  4  at  L^  produces  a  maximum  bending 
moment  at  L^.  Wheel  4  is  18  feet  from  wheel  i,  and  panel  L^  is  125 
feet  from  the  right  abutment.  The  distance  from  wheel  i  to  the  right 
abutment  is  then  18-1-125  =  143  feet.  The  distance  from  wheel  i 
to  the  head  of  the  uniform  load  is  109  feet,  and  there  is  143  —  109  =  34 
feet  of  uniform  load  on  the  bridge.  The  moment  of  the  two  locomo- 
tives about  the  head  of  the  uniform  load  is  16,364  thousand  foot- 
pounds, and  the  moment  of  the  locomotives  about  the  right  abutment 
is  16,364+284X34=16,364  +  9,656=26,020  thousand  foot-pounds. 
The  moment  of  the  uniform  load  about  the  right  abutment  is  34  X  2 
X  34/2  =  34^=  1 156  thousand  foot-pounds.  The  total  bending  mo- 
ment about  the  right  abutment  then  is  16,364+284X34  +  34^=27,176 
thousand  foot-pounds. 

The  left  reaction  is,  7?i  =27,176/150=  181. 17  thousand  pounds. 
The  moment  of  the  left  reaction  about  the  panel  point  L^  ::=27, 176/ 150 
X  25  thousand  foot-pounds.  The  bending  moment  of  wheels  i,  2  and 
3  about  wheel  4  is,  from  the  moment  diagram,  480  thousand  foot- 
pounds.    The  bending  moment  at  panel  point  L^  will  then  be 

=  27, 1 76/ 1 50  X  25  —  480  =  4,049-3 

thousand  foot-pounds.  To  calculate  the  stress  in  the  lower  chord 
members  L^^L^  and  L^L^,  divide  the  bending  moment  just  obtained  by 
the  depth  of  the  truss. 

The  shear  in  the  panel  L^L^  is  equal  to  the  left  reaction  of  the  truss 
minus  the  left  reaction  of  the  floor  stringers,  is  5*=  181. 17  —  480/25 
=  181.17 — 19.2=::  162.17  thousand  pounds. 

For  the  calculation  of  the  stresses  in  a  Pratt  truss,  see  Problem  21, 
Chapter  IX. 


CHAPTER   VII. 
Stresses  in  Lateral  Systems. 

Introduction. — The  wind  loads  on  bridges  are  carried  to  the  abut- 
ments by  the  lateral  systems.  In  a  through  truss  bridge  the  lateral 
systems  usually  consist  of  the  top  lateral  system,  the  bottom  lateral 
system,  the  intermediate  bents  or  sway  bracing  between  the  inter- 
mediate posts,  and  the  portals  in  the  planes  of  the  end-posts  as  shown 
in  Fig.  I.  In  shallow  through  truss  bridges  the  sway  bracing  is  some- 
times omitted ;  in  deck  trusses  the  portals  are  replaced  by  sway  bracing ; 
while  in  low  trusses  the  bottom  lateral  system  only  is  used. 


i^s/nff 


Vs!ne\ 


Infermediafe 
dent 

^oltom  Lateral  System 

Fig.  96. 

Wind  Loads. — The  wind  loads  are  usually  given  m  specifications 
as  a  certain  number  of  pounds  per  lineal  foot  of  bridge  or  per  scjuare 
foot  of  exposed  surface.     The  wind  load  is  usually  taken  at  30  lbs. 
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per  square  foot  of  exposed  surface  when  the  live  load  is  on  the  bridge 
and  at  50  lbs.  per  square  foot  of  exposed  surface  when  the  bridge  is 
unloaded. 


f 


-l-'-H- 


I 


Fig.  97a. 

The  usual  specification  for  highway  bridges  is:  A  wind  load  of 
150  lbs.  per  lineal  foot  of  bridge  on  the  unloaded  chord  to  be  treated 
as  a  dead  load,  and  a  wind  load  of  300  lbs.  per  lineal  foot  of  bridge 
on  the  loaded  chord,  150  lbs.  of  which  is  to  be  treated  as  a  dead  load 
and  150  lbs.  to  be  treated  as  a  live  load.  In  railroad  bridges  the  dead 
load  wind  is  usually  taken  the  same  as  for  highway  bridges,  while  the 
live  load  wind  is  taken  at  450  lbs.  per  lineal  foot.  For  extracts  from 
standard  specifications,  see  Chapter  II. 

STRESSES  IN  LATERAL  SYSTEMS.— In  the  through  Pratt 
truss  bridge  in  Fig.  96  the  wind  joint  loads  on  the  upper  chord  are 
equal  to  U,  while  the  joint  loads  on  the  lower  chord  are  equal  to  L. 
Where  sway  bracing  is  used,  part  of  the  upper  chord  loads  are  trans- 
ferred to  the  lower  lateral  system  by  the  sway  bracing.  The  exact 
amount  thus  transferred  is  statically  indeterminate,  but  is  usually 
assumed  as  U/2  at  all  joints  having  sway  bracing.  This  load  U/2 
produces  a  vertical  load,  /C,  at  each  joint  in  the  vertical  trusses,  which 
acts  downward  on  the  leeward  and  upward  on  the  windward  side  of 
the  bridge.  Each  portal  transfers  the  load  carried  to  the  hip  joint  by 
the  upper  lateral  system,  and  the  load  at  the  hip  joint  to  the  abutments. 
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This  produces  a  tension  Fsin^  in  the  bottom  chord  on  the  leeward 
side  and  a  compression  F-sin^  in  the  bottom  chord  on  the  windward 
side. 

The  stresses  in  the  lateral  systems  of  a  highway  bridge  are  calcu- 
lated in  detail  in.  Fig.  286,  in  Part  III. 

In  addition  to  the  wind  loads  on  the  top  chord  that  are  transferred 
to  the  bottom  lateral  system,  the  wind  load  on  the  train  of  cars  on 
steam  and  electric  railway  bridges,  increases  the  loading  on  the  vertical 
trusses  on  the  leeward  side  and  decreases  the  loading  on  the  windward 
side  of  the  bridge  as  shown  in  Fig.  97a.  This  increase  or  decrease  in 
vertical  loading  can  be  calculated  by  taking  moments  about  the  line 
of  the  pins  in  the  lower  chord.  The  wind  load  acting  on  the  train  is 
usually  specified  as  applied  six  feet  above  the  base  of  the  rail. 

Skew  Bridge. — In  a  skew  bridge  the  abutments  are  not  at  right 
angles  to  the  center  line  of  the  bridge.     This  gives  a  warped  portal,  and 


li\>iyiyixixixi<\.^ 
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Fig.  97&.    Skew  Bridge. 


ties  which  are  not  vertical  unless  the  bridge  is  skewed  one  entire  panel 
as  is  shown  in  Fig.  gyh,  which  is  the  common  practice. 

Initial  Stresses. — In  (a)  Fig.  98  the  diagonal  lateral  rods  have  an 
initial  stress  of  10,000  lbs.  in  each  rod.  In  (b)  the  lateral  truss  is 
loaded  with  loads  of  12,000  lbs.  at  joints  B,  C  and  D,  producing  stresses 
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as  shown.  In  (c)  the  combined  stresses  due  to  direct  loads  and  the 
initial  stresses  are  shown.  The  stresses  in  the  chords  and  struts  can 
now  be  calculated  by  algebraic  resolution.  The  stresses  are  combined 
as  follows :  In  panel  B-C  each  rod  has  an  intitial  stress  of  10,000  lbs., 
and  in  addition  must  transfer  a  wind  shear  of  6,000  lbs.  or  an  inclined 
stress  of  9,000  lbs.     Half  of  the  9,000  lbs.  or  4,500  lbs.  will  be  added 
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to  the  initial  stress  in  Be,  making  the  stress  — 14,500  lbs.,  while  4,500 
lbs.  will  be  subtracted  from  the  initial  stress  in  Cfe,  making  the  stress 
—  5,500  lbs.  In  panel  A-B  the  initial  stress  in  qB  is  entirely  relieved 
by  the  direct  stress,  while  the  initial  stress  in  Ah  is  increased  by  the 
direct  stress  remaining  after  the  initial  stress  of  10,000  lbs.  was  relieved 
in  aB,  or  17,000  lbs.,  making  the  total  stress  in  /^&  =  — 10,000 —  17,000 
=  —  27,000  lbs.,  the  same  as  if  there  had  been  no  initial  stress  in  the 
panel.  This  solution  is  based  on  the  mathematical  principle  "  That  if 
a  load  may  be  earned  from  one  point  to  another  by  more  than  one 
route,  it  will  be  divided  betzveen  the  routes  in  proportion  to  the  rigidi- 
ties of  the  routes/'  In  the  problem  above  the  two  routes  are  assumed 
to  have  the  same  rigidities. 

PORTALS. — Portal  bracing  is  placed  at  the  ends   of  through 
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bridges  in  the  planes  of  the  end-posts  to  transfer  the  wind  loads  from 
the  upper  lateral  system  to  the  abutments.  The  stresses  in  the  sway 
bracing  placed  in  the  planes  of  the  intermediate  posts  are  calculated  in 
the  same  manner  as  the  stresses  in  portal  bracing.     Portal  bracing 

should  be  designed  so  that  the  stresses  will  be  statically  determinate. 

Several  different  types  of  portals  are  shown  in  Fig.  99.    Types  (a). 


6   f  e   d  FR 


21^ 


I 
I 

J-      4 

-    VH 
(f) 


5 


\JU 


Fig.  99.    Types  of  Portals. 


(b)  and  (d)  are  the  ones  most  used  for  highway  bridges.  The  lower 
ends  of  the  end-posts  may  be  hinged  (free  to  turn),  or  fixed.  The 
criterion  for  determining  whether  the  end-posts  are  fixed  or  not  will 
be  discussed  in  Chapter  VII. 

Case  I.  Stresses  in  Simple  Portals:  End-posts  Hinged. — The 
deflections  of  the  posts  in  the  portals  shown  in  Fig.  99  are  assumed  to 
be  equal,  and 

H  =  H'  =  R/2 

9 
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Taking  moments  about  the  foot  of  the  windward  post 

V'=—V=R'h/s 

Having  found  the  external  forces,  the  stresses  in  the  members  may 
be  found  by  either  algebraic  or  graphic  methods. 

Algebraic  Solution.  Portal  (a). — To  obtain  the  stress  in  member 
G-C,  (a)  Fig.  99,  pass  a  section  cutting  G-F,  E-F  and  G-C,  and  take 
moments  of  the  external  forces  to  the  right  of  the  section,  about  point 
F  as  a  center. 

G-C=—H'h/[{h  —  d)  sin^]  (50) 

But  H  =  R/2,  and  (h  —  d)  smO=  ^scosO.  Substituting  these 
values  in  (50)  we  have 

G-C  =  —  R'h/(s-cose)=—V'secO  (51) 

Resolving  at  C  and  F  we  have,  stress  in  E-F  =  o,  and  also  stresses 
£-£'and//-£'  =  o. 

To  obtain  stress  in  G-D,  pass  section  cutting  H-G,  H-E'  and  G-D, 
and  take  moments  of  the  external  forces  to  the  left  of  the  section,  about 
point  //  as  a  center. 

G-D  =  H'h/[{h  —  d)  sin (9]  =+  VstcB  (52) 

To  obtain  stress  in  G-F,  pass  a  section  cutting  G-F,  E-F  and  G-C, 
and  take  moments  of  the  external  forces  to  the  right  of  the  section, 
about  point  C  as  a  center. 

G-F  =  +[i?(/»-rf)+//rf]/(/.-rf)  (53) 

To  obtain  stress  in  H-G,  pass  a  section  cutting  H-G,  H-E'  and 
G-D,  and  take  moments  of  the  external  forces  to  the  left  of  the  section, 
about  the  point  Z>  as  a  center. 

H-G  =  —  H-d/(h  —  d)  (54) 

The  stress  in  the  windward  post,  A-F,  is  zero  above  and  V  below 
the  foot  of  the  knee  brace  C;  the  stress  in  the  leeward  post  is  zero 
above  and  V  below  the  foot  of  the  knee  brace  D. 
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The  shear  in  the  posts  is  H  below  the  foot  of  the  knee  brace,  and 
above  the  foot  of  the  knee  brace  is  given  by  the  formula 

5'=i/-rf/(A  — rf)=stressini/-G  (55) 

The  maximum  moment  in  the  posts  occurs  at  the  foot  of  the  knee 
braces  C  and  D,  and  is 

M  =  H'd  (56) 

For  the  actual  stresses,  moments  and  shears  in  a  portal  of  this  type, 
see  Fig.  100. 

Portal  (b). — The  stresses  in  portal  (b)  Fig.  99,  are  found  in  the 
same  manner  as  in  portal  (a).  The  graphic  solution  of  a  similar 
portal  with  one  more  panel  is  given  in  Fig.  loi,  which  see.  It  should 
be  noted  that  all  members  are  stressed  in  portals  (b)  and  (d). 

Portal  (c). — The  stresses  in  portal  (c)  Fig.  99,  may  be  obtained 
(i)  by  separating  the  portal  into  two  separate  portals  with  simple 
bracing,  the  stresses  found  by  calculating  the  separate  simple  portals 
with  a  load=Ji?,  being  combined  algebraically,  to  give  the  stresses 
in  the  portal;  or  (2)  by  assuming  that  the  stresses  are  all  taken  by 
the  system  of  bracing  in  which  the  diagonal  ties  are  in  tension.  The 
latter  method  is  the  one  usually  employed  and  is  the  simpler. 

Maximum  moment,  shear  and  stresses  in  the  posts  are  given  by 
the  same  formulas  as  in  (a)  Fig.  99. 

Portal  (e), — In  portal  (e)  Fig.  99,  the  flanges  G-F  and  D-C  are 
assumed  to  take  all  the  bending  moment,  and  the  lattice  web  bracing 
is  assumed  to  take  all  the  shear.  The  maximum  compression  in  the 
upper  flange  G-F  occurs  at  F,  and  is 

G-F  =  +[R(h-d)+Hd]/(h-d)  (57) 

The  maximum  tension  in  the  upper  flange  G-F  is 

G-F  =  —  Hd/(h  —  d)  (58) 

The  maximum  stress  in  the  lower  flange  D-C  is 

D-C=±H-h/(h  —  d)  (59) 
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maximum  tension  occurring  at  C,  and  maximum  compression  occurring 
at  D. 

The  maximum  shear  in  the  portal  strut  is  V,  which  is  assumed  as 
taken  equally  by  the  lattice  members  cut  by  a  section,  as  a-a. 

Maximum  moment,  shear  and  stresses  in  the  posts  are  given  by 
the  same  formulas  as  in  (a)  Fig.  99. 

Portal  (/). — The  maximum  moment  in  the  portal  strut  I-F  in  (f) 
Fig.  99,  occurs  at  H  and  G,  and  is 

M  =  +H'h—V'a  (60) 

The  maximum  direct  stress  in  H-G  is  +  f^,  and  in  I-H  is 

I^H  =  —  H'd/{h  —  d)  (61) 

The  maximum  stress  in  G-F  is  given  by  formula  (53). 

The  maximum  shear  in  girder  I-F  is  equal  to  V.  The  stress  in 
G-C  is  — Fsec^  and  in  H-D  is  +  ^^sec^,  as  in  (a)  Fig.  99. 

Portal  strut  I-F  is  designed  as  a  girder  to  take  the  maximum 
moment,  shear  and  direct  stress. 

Maximum  moment,  shear  and  stresses  in  the  posts  are  given  by  the 
same  formulas  as  in  (a)  Fig.  99. 

Graphic  Solution. — To  make  the  solution  of  the  stresses  statically 
determinate,  replace  the  posts  in  the  portals  with  trussed  framework 
as  in  Fig.  100.  The  stresses  in  the  interior  members  are  not  affected 
by  substituting  the  dotted  members,  and  will  be  correctly  given  by 
graphic  resolution. 

As  before  H  =  H'  =  R/2  and  V  =  —V'  =  R'h/s, 
Having  the  calculated  //,  H\  V  and  V\  the  stresses  are  calculated 
by  graphic  resolution  as  follows:  Beginning  at  the  base  of  the  column /4, 
lay  off  .>^-4  =  F  =  3,000  lbs.  acting  downward,  and  A-a^=H  =  1,000 
lbs.  acting  to  the  right.  Then  a-i  and  4-1  are  the  stresses  in  members 
a-i  and  4-1,  respectively,  heavy  lines  indicating  compression  and  light 
lines  tension.  At  joint  in  auxiliary  truss  to  right  of  C  the  stress  in  i-<i 
is  known  and  stresses  in  1-2  and  2-a  are  found  by  closing  the  polygon. 
The  stresses  in  the  remaining  members  are  found  in  like  manner,  taking 
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joints  C,  E,  F,  etc.,  in  order,  and  finally  checking  up  at  the  base  of  the 
post  B.  The  full  lines  in  the  stress  diagram  represent  stresses  in 
the  portal ;  the  dotted  lines  represent  stresses  in  the  auxiliary  members 
or  stresses  in  members  due  to  auxiliary  members,  and  are  of  no  con- 
sequence.   The  shears  and  moments  are  shown  in  the  diagram. 
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Fig.  100. 

Simple  Portal  as  a  Three-Hinged  Arch. — In  a  simple  portal  the 
resultant  reactions  and  the  external  load,  R,  meet  in  a  point  at  the 
middle  of  the  top  strut,  and  the  portal  then  becomes  a  three-hinged 
arch  ("Design  of  Steel  Mill  Buildings,"  Chapter  XIII),  provided  there 
IS  a  joint  at  that  point  (point  b,  Fig.  loi). 

In  Fig.  loi  the  reactions  were  calculated  graphically  and  the  stresses 
m  the  portal  were  calculated  by  gra]:)hic  resolution.     Full  lines  in  the 


stress  diagram  represent  required  stresses  in  the  members.  Stresses 
3-2  and  11-12  were  determined  by  dropping  verticals  from  points  3 
and  1 1  to  the  load  line  4-10. 

Case  II.     Stresses  in  Simple  Portals.    Posts  Fixed. — The  calcu- 
lation of  the  stresses  in  a  portal  with  posts  fixed  at  the  base  is  similar 
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to  the  calculation  of  stressed  in  a  transverse  bent  with  columns  fixed 
at  die  base.*    The  point  of  contra-fiexure  is  at  the  point 


(63) 


measured  up  from  the  base  of  the  post  The  point  of  contra-flexure 
is  usually  taken  at  a  point  a  distance  d/2  above  the  bases  of  the 
posts. 


-s:Hajta"isoo     .iMo       41000        4.3ioo  ^n»toeo 


«-— — 4s>i«'.o^--.^ 


>y  • -lopooo  Jn-tbrvTH*  ndo 
Moment    Shear 


V f -? 

!v  /r»  /• 


mT' 


Rurtol 


CASE    2 

Columns  Rxed 

Stress    Diaqram 

O  lOOO      coco     9000 


Compression 
Tension 


Fig.  102. 

The  stresses  in  a  portal  with  posts  fixed  may  be  calculated  by  con- 
sidering the  posts  hinged  at  the  point  of  contra-flexure  and  solving 
as  in  Case  i. 

Algebraic  Solution. — In  Fig.  102  we  have 

H  =  H'  =  R/2 


and 


♦  Sec  the  author's  book  "  The  Design  of  Steel  Mill  Buildings,"  Chapter  XL 
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R{h  —  d) 


V=  —  V'  = 


2S 


Having  found  the  reactions  H  and  //',  V  and  V,  the  stresses  in 
the  members  are  found  by  taking  moments  as  in  (a)  Fig.  99,  consid- 
ering the  posts  as  hinged  at  the  point  of  contra-flexure.  The  shear 
diagram  for  the  posts  is  as  shown  in  (a)  and  the  moment  diagram  as 
in  (c)  Fig.  102. 

Graphic  Solution. — The  stresses  in  the  portal  in  Fig.  102  have  been 
calculated  by  graphic  resolution.  This  problem  is  solved  in  the  same 
manner  as  the  simple  portal  with  hinged  posts  in  Fig.  100. 

For  the  calculation  of  the  stresses  in  a  portal,  see  Problem  22, 
Chapter  IX. 


CHAPTER  VIII. 

Stresses  in  Pins,  Eccentric  and  Combined  Stresses,  Deflection 
OF  Trusses,  Stresses  in  Rollers,  and  Camber. 

STRESSES  IN  PINS.— A  pin  under  ordinary  conditions  is  a  short 
beam  and  must  be  designed  (i)  for  bending,  (2)  for  shear,  and  (3) 
for  bearing.  If  a  pin  becomes  bent  the  distribution  of  the  loads  and 
the  calculation  of  the  stresses  are  very  uncertain. 

The  cross-bending  stress,  S,  is  found  by  means  of  the  fundamental 
formula  for  flexure,  S  =  Mc/I,  where  the  maximum  bending  moment, 
M,  is  found  as  explained  later ;  /  is  the  moment  of  inertia ;  and  c  is 
one-half  the  radius  of  a  solid  or  hollow  pin. 

The  safe  shearing  stresses  given  in  standard  specifications  are  for 
a  uniform  distribution  of  the  shear  over  the  entire  cross-section,  and 
the  actual  unit  shearing  stress  to  be  used  in  designing  will  be  equal  to 
the  maximum  shear  divided  by  the  area  of  the  cross-section  of  the  pin. 

The  bearing  stress  is  found  by  dividing  the  stress  in  the  member 
by  the  bearing  area  of  the  pin,  found  by  multiplying  the  thickness  of 
the  bearing  plates  by  the  diameter  of  the  pin. 

Calculation  of  Stresses. — The  method  of  calculation  will  be  illus- 
trated by  calculating  the  stresses  in  the  pin  at  U^  in  (a)  Fig.  103.  In 
the  complete  investigation  of  the  pin  U ^,  it  would  be  necessary  to  calcu- 
late the  stresses  when  the  stress  in  U^U^  was  a  maximum,  and  when 
the  stress  in  C/.Lo  was  a  maximum.  Onlv  the  case  where  the  stress 
"1  C/^f/s  is  a  maximum  will  be  considered.  However,  maximum  stresses 
m  pins  sometimes  occur  when  the  stress  in  U.L^  is  a  maximum,  and 
this  case  should  be  considered  in  practice. 

Bending  Moment. — The  stresses  in  the  members  are  shown  in  (c) 
%•  I03»  which  gives  the  force  polygon  for  the  forces.  The  makeup 
of  the  members  is  shown  in  (a),  and  the  pin  packing  on  one  side  is 
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shown  in  (b).  The  stresses  shown  in  (c)  are  applied  one-half  on 
each  side  of  the  member,  the  pin  acting  like  a  simple  beam.  The 
stresses  are  assumed  as  applied  at  the  centers  of  the  members. 
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Fig.  103-    Stresses  in 


;  Algebraic  Solution. 


Algebraic  Mclhod. — The  amounts  of  the  forces  and  the  distances 
between  their  points  of  application  as  calculated  from  (b)  are  shown 
in  (d)  Fig.  103.  The  horizontal  and  vertical  components  of  the  forces 
are  considered  separately,  the  maximum  horizontal  bending  moment 
and  the  maximum  vertical  bending  moment  are  calculated  for  the  same 
point,  and  the  resultant  moment  is  then  found  by  means  of  the  force 
triangle. 

In  (d)  the  horizontal  bending  moments  are  calculated  about  the 
points  I,  2,  3,  4;  the  maximum  horizontal  moment  is  to  the  right  of 
3,  and  is  208,600  in.-lbs.     The  vertical  bending  moments  are  calculated 
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about  points  5,  6,  7,  8 ;  the  maximum  vertical  bending  moment  is  to  the 
right  of  8.  and  is  283,000  in.-lbs.  The  maximum  bending  moment  is  at 
and  to  the  right  of  4  and  8,  and  is  V2o8,6oo"  -1-283,060'  =  351,600 
in.-lbs.     Substituting  in  the  formula  S=^Mc/I,  the  maximum  bending 
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stress  is  5'=^l6,6oo  lbs.     The  allowable  bending  stress  for  which  this 
bridge  was  designed  was  18,000  lbs.  per  square  inch. 

Graf-hie  Method. — The  amounts  of  the  forces  and  the  distances 
between  their  points  of  application  are  shown  in  (b)  Fig.  104.  The 
foree  polygon  for  the  horizontal  components  is  given  in  (c),  and  the 
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bending  moment  polygon  is  given  in  (a).  The  maximum  horizontal 
bending  moment  will  be  to  the  right  of  3,  and  will  be  //  X  y  =  200,000 
X  1.04  =  208,000  in.-lbs.  The  force  polygon  for  the  vertical  forces 
is  given  in  (d)  and  the  bending  moment  polygon  is  given  in  (e).  The 
maximum  vertical  bending  moment  is  to  the  right  of  8,  and  is  //  X  y 
=  200,000  X  142  =  284,000  in.-lbs.  The  maximum  bending  moment 
will  occur  at  and  to  the  right  of  4  and  8,  and  will  be  351,000  in.-lbs., 
as  shown  in  (f). 

Shear. — The  shear  is  found  for  both  the  horizontal  and  vertical  com- 
ponents as  in  a  simple  beam,  and  is  equal  to  the  summation  of  all  the 
forces  to  the  left  of  the  section.  The  horizontal  shear  diagram  is  shown  in 
(g),  and  the  vertical  shear  diagram  is  shown  in  (h)  Fig.  104.  The  maxi- 
mum horizontal  shear  is  between  i  and  2,  and  is  165400  lbs.  The  shear 
between  2  and  3  is  165,400  —  99,300  =  66,100  lbs.  The  maximum  ver- 
tical shear  is  between  6  and  7,  and  is  126,300  lbs.  The  resultant  shear 
between  2  and  3,  and  6  and  7,  is  y/i2(),yxi^  -f  66,100*=  145,000  lbs. 

as  in  (i),  which  is  less  than  the  horizontal  shear  between  i  and  2.  The 
maximum  shear,  therefore,  comes  between  i  and  2,  and  is  165,400  lbs. 
The  maximum  shearing  unit  stress  is  5,750  lbs.  The  allowable  shear- 
ing stress  was  9,000  lbs. 

Bearing. — The  bearing  stress  in  L^U^  is  i6o,650-=-6X  i-94=  13,800 
lbs.  Bearing  stress  in  f/jC/a  is  165,400-^6  X  1.88=  14,600  lbs.  Bear- 
ing stress  in  U^L^  is  42,200 -f- 6  X  0.89  =  7,900  lbs.  Bearing  stress  in 
f/^Lg  is  107,000 -f- 6  X  iiV=  12,400  lbs.  The  allowable  bearing  stress 
was  15,000  lbs. 

For  the  calculation  of  the  stresses  in  the  pins  of  a  i6o-ft.  steel  high- 
way bridge,  see  Chapter  XXII,  Part  III. 

COMBINED  AND  ECCENTRIC  STRESSES.— The  combined 
stress  due  to  direct  and  cross-bending  in  a  tie  or  strut  is  given  by  the 
formula* 

f^U^fi'="jl^ -pTj}  W3) 

cE 
*  For  the  derivation  of  this  formula,  see  "  Steel  Mill  Buildings,"  Chapter  XV. 
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where  P= total  direct  stress  in  the  member  in  lbs.; 
/  =  length  of  the  member  in  ins. ; 
/  =  moment  of  inertia  of  the  member  in  ins.  to  the  fourth  power ; 
yi  =  distance  in  ins.  from  the  neutral  axis  to  the  most  remote 

fiber  on  the  side  for  which  the  stress  is  desired ; 
E  =  modulus  of  elasticity  of  the  material  in  lbs.  per  sq.  in. ; 
^  =area  of  the  member  in  sq.  ins. ; 
f^  =  fiber  stress  due  to  cross-bending ; 
/j  =  P/A  =  direct  unit  stress ; 
A/i  =  bending  moment  on  the  section  in  in.-lbs. ; 
c  =  a  coefficient  depending  upon  the  method  of  loading  and  the 
condition  of  the  ends,  and  is  usually  taken  as  lo  for  struts 
with  hinged  ends,  24  for  struts  with  one  end  hinged  and 
the  other  end  fixed,  and  32  for  both  ends  fixed. 
The  plus  sign  in  the  denominator  of  (63)  is  to  be  used  when  P  is  a 
tensile  stress,  and  the  minus  sign  is  to  be  used  when  F  is  a  compressive 
stress.    If  the  member  is  inclined  at  an  angle  0  to  the  vertical,  the 
stress  /j  should  be  multiplied  by  sin^.     For  an  eccentric  stress  the 
bending  moment  is  M^  =  Pe,  where  P  is  the  total  direct  stress  in  the 
member  and  e  is  the  eccentricity  of  the  load  in  ins.  (distance  from  the 
line  of  action  of  the  force  to  the  neutral  axis  of  the  member). 

Combined  Compression  and  Cross-bending. — The  method  of  cal- 
culating direct  and  cross-bending  stresses  will  be  illustrated  by  calcu- 
lating the  stresses  in  the  end-post  of  a  bridge,  Fig.  105,  due  to  direct 
compression,  weight,  eccentricity  of  loading,  and  wind  moment. 

The  end-post  is  composed  of  two  lo-inch  channels  weighing  15 
lbs.  per  foot  with  a  14"  X  i"  plate  riveted  on  the  upper  side,  and  laced 
on  the  lower  side  with  single  lacing.  The  pins  are  placed  in  the  center 
of  the  channels,  giving  an  eccentricity  of  ^=1.44  inches.  The  com- 
pressive stress,  P,  produces  a  uniform  compression  on  all  fibers  of  the 
section ;  weight  of  the  member  causes  tension  on  the  lower  and  com- 
pression on  the  upper  fibers;  eccentricity  of  the  load  P  causes  compres- 
sion on  lower  and  tension  on  upper  fibers ;  and  wind  moment  causes 
compression  on  the  windward  and  tension  on  the  leeward  fibers.     The 
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maximum  fiber  stress  will  come  at  the  foot  of  the  portal  knee  brace 
either  on  the  upper  or  lower  fibers  on  the  windward  side  of  the  post, 
depending  upon  whether  the  stress  due  to  weight  is  greater  than  the 
stress  due  to  eccentric  loading,  or  the  reverse. 
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Fig.  105. 


Stress  Due  to  Weight  of  Member. — The  total  weight  of  the  member 

IS  as  follows : 


Two  10"  [s  @  IS  lbs.,  30'  o"  long 
One  14"  X  V  Pl.@,ii.9  lbs., 30' o" long 
Details  and  lacing,  26  per  cent 
Total  weight,  W, 


=    900  lbs. 

=  357  lbs. 
=  328  lbs. 
=  1,585  lbs. 


Bending  moment  due  to  weight  of  the  member,  M  =  ilV'l'sin9. 
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Stress  due  to  weight 


io-£  loE 

Stress  due  to  weight  in  upper  fiber 

r        iX   1,585  X  358  X  .633  X  3.81         ,  „       ,  .      . 

/  ^  » £_:? — ±f ^^r^ —  =  +  1,100  lbs.  (compression) 

lOQ.O 5 

^^         10  X  28,000,000 

Stress  due  to  weight  in  lower  fiber 

/„'  =  6.44/3.81  X  1,100  =  — 1,860  lbs.  (tension) 

Stress  Due  to  Eccentric  Loading. — The  stress  in  the  extreme  fiber 
due  to  eccentric  loading  will  be 

""  10^        ""  loE 
Eccentric  stress  in  upper  fiber 

95,300  X    1.44  X    3.81  ,    ,^^  IKc     ^f^nc-^nN 

f  = .tjp  =  —  3,347  lbs.  (tension) 

•  o        95.300  X  358'  ^'^^^         ^  ^ 

^^         10  X  28,000,000 
Eccentric  stress  in  lower  fiber 

/e'  =  6.44/3.81  X  3.347  =  +  5.657  lbs.  (compression) 
The  resultant  stress  due  to  eccentric  loading  and  weight  will  be 

=  —  3,347  +  1,100  =  —  2,247  lbs.  in  upper  fiber 
=  +  5.657 —  1,860=  +  3,797  lbs.  in  lower  fiber 

The  maximum  stress  in  the  member  due  to  direct  loading,  weight 
of  member  and  eccentric  loading  will  occur  in  the  lower  fiber  and 
will  be 

h  +  h=P/A-\-fe-\-U 

=  95.300/12.42  +  3,797  =  +  II, 470  lbs. 
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To  determine  the  position  of  the  pin  so  that  stress  due  to  weight 
will  neutralize  stress  due  to  eccentric  loading  make 

p.^'  =  j«/./.sin^, 
where  e'  is  the  distance  of  the  pin  below  the  neutral  axis. 

Substituting  and  solving, 95,300  X  ^'  =  i(iS8S  X  3S8  X  .633) 

e'  =  .48" 

Stress  Due  to  Wind  Moment. — Before  calculating  the  stress  due  to 
wind  moment,  it  will  be  necessary  to  determine  whether  the  end-post 
is  fixed  or  hinged. 

If  the  end-post,  Fig.  106,  is  fixed,  the  negative  moment  developed 
at  the  lower  pin,  Lq,  will  be  M  =  H'd/2=  (3,200  X  226)/2  =  361,600 
in.-lbs. 

In  order  to  obtain  this  condition  of  fixidity,  the  stress  in  the  member 
must  develop  a  resisting  moment  equal  in  amount. 

Therefore  the  post  may  be  considered  fixed  if 

or 

i(95»300  — 8,520)8^361,600 
but 

347,120  <  361,600 

and  the  end-post  will  not  be  fixed. 

(While  this  is  the  usual  solution,  the  resisting  moment  certainly 
reduces  the  bending  moment  and  the  bending  stress  is  less  than  com- 
puted below.     See  solution  in  Fig.  290,  Chapter  XXII.) 

The  maximum  moment  will  then  occur  at  the  foot  of  the  portal 
knee  brace  and  will  be  M  =  3,200  X  226  =  723,200  in.-lbs. 

Stress  due  to  wind  moment  is  a  maximum  in  the  leeward  post,  and  is 

_     My^ 723,200  X  7 

r_^C  (95,300+  12,500)358' 

loE        '^  10x28,000,000 

/«,  =  db  22,480  lbs. 
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Stress  / 117,  is  compression  on  the  windward  side  and  tension  on  the 
leeward  side  of  the  member. 
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Ponal.Colomns  Fixea  Windword  Redestal. 
(b)  (c) 

Fig.  io6. 


In  this  case  the  maximum  stress  comes  on  the  lower  fibers  of  the 
windward  side  of  the  post. 

Combined  Tension  and  Cross-bending. — The  stress  due  to  cross- 
bending  when  the  member  is  also  subjected  to  direct  tension  is  given 
by  the  formula 


/.= 


(64) 


the  nomenclature  being  the  same  as  in  (63).    The  constant  c  is  taken 
equal  to  10  where  the  ends  are  hinged. 

Stress  in  a  Bar  Due  to  its  Own  Weight. — Let  ^  =  breadth  of  bar 

in  inches;  A  =  depth  of  bar  in  inches;  z«;=  weight  of  bar  per  lineal 

Jnch  =  o.28  b-h  lbs.;  /2  =  P/^/i  =  direct  unit  stress  in  lbs.  per  sq.  in. 
We  will  also  have  yi  =  ilt;  Mi  =  iw'P;  P=:f^'h'h. 

Substituting  in  (64),  we  have 


/.= 


\2i>  n\h 


4,900,000/; 


A-b-h-l' 


12  10  X   28,000,000 


f^+  23,000,000  (yj 


(65) 


where  /,  is  the  extreme  fiber  stress  in  the  bar  due  to  weight,  and  is 
tension  in  lower  fiber  and  compression  in  upper  fiber. 

10 
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If  the  bar  is  inclined,  the  stress  obtained  by  formula  (65)  must  be 
multiplied  by  the  sine  of  the  angle  that  the  bar  makes  with  a  vertical 
line.  Formula  (65)  is  much  more  convenient  for  actual  use  than 
formula  (64). 

Diagram  for   Stress   in   Bars   Due  to  Their  Own  Weight. — 

Taking  the  reciprocal  of  (65),  we  have 


;,000,000ly  I 


and 


/,   4,90o,oooA  "^      4,900,oooA   "^-^^  '^■^* 

/i  =  1/(^1  +  ^2)  (66) 


Fig.  107  gives  values  of  y^  for  different  values  of  /a,  and  values 
of  ^2  for  different  values  of  the  length  in  feet,  L.  The  values  of  y^ 
and  ^2  can  be  read  off  the  diagram  directly  for  any  value  of  h,  /,  and 
L,  And  then,  if  the  sum  of  y^  and  y^  be  taken  on  the  lower  part  of  the 
diagram,  the  reciprocal,  which  is  the  fiber  stress  /,,  may  be  read  off  the 
right  hand  side. 

The  use  of  the  diagram  will  be  illustrated  by  two  problems : 

Problem  i. — Required  the  stress  in  a  4"  X  i"  eye-bar,  20'  o"  long, 
which  has  a  direct  tension  of  56,000  lbs. 

In  this  case,  /i  =  4",  L  =  2o'  o",  and  /a  =14,000  lbs.  per  sq.  in. 
The  stress  due  to  weight,  /j,  is  found  as  follows:  On  the  bottom  of 
the  diagram.  Fig.  107,  find  h  =  4  inches,  follow  up  the  vertical  line  to 
its  intersection  with  inclined  line  marked,  L  =  20  feet,  and  then  follow 
the  horizontal  line  passing  through  the  point  of  intersection  out  to  the 
left  margin  and  find,  ^2  =  3.3  tens  of  thousandths;  then  follow  the 
vertical  line,  h  =  4  inches,  up  to  its  intersection  with  inclined  line 
marked,  f.^  =  14,000,  and  then  follow  the  horizontal  line  passing  through 
the  point  of  intersection  out  to  the  left  margin  and  find,  y^  =  y,2  tens 
of  thousandths. 

Now  to  find  the  reciprocal  of  y,  -f  ^2  =  7-2  +  3-3=  iO-5>  find  value 
of  yi  -|-  y2  =  10.5  on  lower  edge  of  diagram,  follow  vertical  line  to  its 
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iaterscction  with  inclined  line  marked  "  Line  of  Reciprocals  "  and  find 
stress  /,  by  following  horizontal  line  to  right  hand  margin  to  be 
A  =  950  Ihs.  per  sq.  in. 

By  substituting  in  (65)  and  solving  we  get  fi  =  ^6o  lbs.  per  sq,  in. 

Problem  2. — Required  the  stress  in  a  5"  X  i"  eye-bar,  30'  o"  long, 
which  has  a  direct  tension  of  60,000  lbs.,  and  is  inclined  so  that  it 
makes  an  angle  of  45°  with  a  vertical  line. 


7    fl   9  10 

lall. Depth  of  Bar  in  Inches 
Ul.y/-^Yz  in  Tens  of  Thousandths 

GRAM  FOR  Finding  Stress  in  Bars  Due  to  Their  Own  Weight. 
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In  this  case,  A  =  s",  L  =  3o'  o",  /2=  16,000  lbs.,  and  ^=45**. 
From  the  diagram,  Fig.  107,  as  in  Problem  i,  y,=  i.8  tens  of  thou- 
sandths, and  3^1  =  6.5  tens  of  thousandths,  and 

/i  =  1/(^1  +  3*2)  X  sin  ^  =  1,200  X  sin  tf 
=  850  lbs.  per  sq.  in. 

Relations  Between  h,  /j,  f^  and  L. — For  any  values  of  /,  and  L,/j 
will  be  a  maximum  for  that  value  of  h  which  will  make  3^1  +  3^2  a 
minimum.  This  value  of  h  will  now  be  determined.  Differentiating 
equation  (65)  with  reference  to  /j  and  h,  we  have  after  solving  for  h 
after  placing  the  first  derivative  equal  to  zero 

A  =  /V/T/4,8oo  (67) 

in  which  h  is  the  depth  of  bar  which  will  have  a  maximum  fiber  stress 
for  any  given  values  of  /  and  /j. 

Now  if  we  substitute  the  value  of  /i  in  (67)  back  in  equation  (65), 
we  find  that  /i  will  be  a  maximum  when  y\=yj^. 

Now  in  the  diagram  the  values  of  y\  and  ja  for  ^i^y  given  values 
of  /a  and  L  will  be  equal  for  the  depth  of  bar,  h,  corresponding  to  the 
intersection  of  the  f^  and  L  lines. 

It  is  therefore  seen  that  every  intersection  of  the  inclined  /a  and  L 
lines  in  the  diagram,  has  for  an  abscissa  a  value  h,  which  will  have  a 
maximum  fiber  stress  /j,  for  the  given  values  of  /j  and  L. 

For  example,  for  L  =  30  feet  and  /o^^  12,000  lbs.,  we  find  A  =  8.3 
inches  and  /,  =  1,700  lbs.  For  the  given  length  L  and  direct  fiber 
stress  /o,  a  bar  deeper  or  shallower  than  8.3  inches  will  give  a  smaller 
value  of  /i  than  1,700  lbs. 

STRESSES  IN  AN  ECCENTRIC  RIVETED  CONNEC- 
TION.— In  Fig.  108  the  riveted  connection  carries  a  stress  of  P=  10,000 
lbs.  The  four  rivets  transmit  a  direct  shear  of  10,000  lbs.  or  2,500  lbs. 
each,  and  a  bending  moment  of  10,000  X  4i  =  4S,ooo  in.-lbs.  The 
shear  that  resists  moment  in  each  rivet  acts  with  an  arm  of  2.8  ins.  If 
R  is  the  shear  in  each  rivet  due  to  moment,  4/?  X  2.8  =  45,000  in.-lbs., 
and  /?  =  4,018  lbs. 
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The  total  shear  on  rivet  2,  is  4,018  —  2,500=1,518  lbs.;  on  rivet 
3,  is  4,018 +  2,500= 6,5 18  lbs.;  and  on  rivets  i  an(J4=  \/2,5oo*  +  4,oi8* 
=4,740  lbs. 

If  the  rivets  are  located  at  unequal  distances  from  the  center  of 
gravity  of  the  rivets,  let  a  represent  the  shear  on  a  rivet  at  a  unit's 
distance  from  the  center  of  gravity;  then  the  shear  on  a  rivet  at  a 
distance  dj  from  the  center  of  gravity  will  be  a-d^,  and  the  resisting 
moment  will  be  adj^.  The  shear  on  a  rivet  at  a  distance  dj  from  the 
center  of  gravity  will  be  adj*  ^^^  ^he  resisting  moment  will  be  adj*. 
The  total  resisting  moment  of  the  connection  will  then  be  5o'd^  =  A/. 


Fig.  108. 

For  the  calculation  of  the  stresses  in  the  rivets  of  a  standard  riveted 
connection  see  the  author's  "  Steel  Mill  Buildings,"  Chapter  XV. 

DEFLECTION  OF  TRUSSES.— When  the  members  of  a  truss 
are  stressed,  the  lengths  of  the  members  in  compression  are  decreased 
in  length,  while  the  members  in  tension  are  increased  in  length.  These 
changes  in  the  lengths  of  the  members  cause  the  upper  and  lower  chord 
panel  points  to  deflect,  while  the  positions  of  all  other  points  are 
changed.  If  the  left  end  of  a  bridge  truss  is  fixed  the  right  end  will 
move  if  it  is  resting  on  free  rollers.  To  calculate  the  movement  of  the 
right  end  of  the  truss  proceed  as  follows : 

In  Fig.  109  the  truss  is  fixed  at  L^,  and  is  free  to  move  at  L,/>  ^"^ 
is  loaded  with  a  load  W.  Under  the  action  of  the  load,  L^  will  move 
a  distance  A.  Now  assume  that  all  the  members  are  rigid  with  the 
exception  of  i-r,  which  is  increased  in  length  the  distance  8,  under 
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the  action  of  the  external  load  W,  The  movement  of  the  joint  L^ 
will  be  A',  and  will  be  due  to  the  change  in  length  8,  of  the  member 
i-y.  Let  H  be  the  horizontal  reaction  necessary  to  bring  Lq  back 
to  its  original  position,  and  let  U-H  be  the  stress  in  the  member  i-y 


Fig.  109. 

due  to  the  horizontal  thrust  H.  Now  the  internal  work  ^B-H-U  in 
shortening  the  member  i-y  to  its  original  length  will  be  equal  to  the 
external  work  ^//* A',  required  to  bring  the  hinge  Lq'  back  to  its  original 
position,  and 

i//A'  =  ^8//C/ 
and 

A'  =  8f/  (68) 

but  B  =  PL/E,  where  P  is  the  unit  stress  in  the  member  i-y  due  to 
the  load  W ;  L  is  the  length  of  the  member  1-3'  in  the  same  units  as 
A' ;  and  E  is  the  modulus  of  elasticity  of  the  material  of  the  member  in 
lbs.  per  sq.  in.     Substituting  this  vahie  of  8  in  (68)  we  have 

A'  =  PUL/E  (69) 

where  U  is  the  stress  in  the  member  due  to  a  load  unity  at  Lq'  acting 
in  the  line  in  which  A'  is  measured. 

Now  if  each  one  of  the  remaining  members  of  the  truss  is  assumed 
as  distorted  in  turn,  the  other  members  meanwhile  remaining  rigid, 
the  distortion  at  L^  will  be  represented  by  the  general  equation  (69), 
and  the  total  deformation,  A,  at  L/  will  be 

A  =  2(P.C7.L/£)  (70) 
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Algebraic  Solution. — It  is  required  to  calculate  the  deflection  of 
the  panel  point  L,  in  the  lower  chord  of  the  i6o-ft.  span  Pratt  highway 
trass  in  Fig.  1 1 1,  the  stresses  in  the  members,  the  areas  of  the  members, 
and  the  lengths  of  the  members  being  given  in  Table  XI.  The  stresses 
m  column  4  in  Table  XI  are  calculated  for  a  full  dead  load  and  live 
load  on  the  truss.  In  column  5  values  of  unit  stress,  P,  are  given,  in 
column  6  values  of  P'L/E  are  given  for  £  =  30,000,000  lbs.  per  sq.  in. 
The  values  of  U  in  column  8  were  calculated  by  placing  a  load  of  i 
lb.  at  Lg.  The  values  of  P-U-L/E  are  given  in  column  9,  and 
^(P'U'L/E)  is  1.05  ins  To  calculate  the  deflection  at  any  other 
point,  new  values  of  U  must  be  calculated  for  a  force  of  i  lb.  acting 
at  the  point  at  which  the  deflection  is  to  be  calculated,  and  acting  in 
the  direction  that  the  deflection  is  to  be  measured. 

Graphic  Solution. — The  principle  upon  which  the  construction  of 
the  deformation  diagram  is  based  is  as  follows :  Take  the  two  members 


c'fC- 


Fig.  no. 

<>-rand  b-c  in  (a)  Fig.  no  meeting  at  the  point  c.  Assume  that  a-c 
is  shortened  to  a-Cg  and  b-c  is  lengthened  to  b-c^  as  shown,  it  is  required 
to  calculate  the  new  position,  c\  of  the  point  c.  With  center  at  a  and 
radius  a-c^  describe  arc  c'-c^ ;  the  point  c'  comes  at  some  point  on  this 
line.  With  center  b  and  radius  b-c^  describe  arc  c'-Cj  cutting  arc  c'-c^ 
at  dy  which  is  the  point  desired.  Since  the  deformations  are  always 
small  as  compared  with  the  lengths  of  the  members,  the  arcs  may  be 
replaced  by  perpendiculars  as  shown  in  (b)  Fig.  no,  and  the  members 
themselves  need  not  be  drawn. 
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To  draw  the  deformation  diagram  for  the  truss  in  Fig.  iii,  proceed 
as  follows:  First  calculate  Table  XI  as  for  the  algebraic  method, 
column  7  giving  the  order  in  which  the  members  will  be  used  in  the 
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deformation  diagram.  Now  begin  with  the  member  marked  i,  and  lay 
off  in  Fig.  112  the  deformation  of  the  two  members  marked  i  =-|-2 
X  0.078= +  0-156  ins.  parallel  to  the  member  U^U^U^  to  the  pre- 
scribed scale,  and  mark  the  left  end  C/g  and  the  right  end  U^\  Now 
lay  off  the  deformation  2  =  —  0.08  ins.  from  U^  and  toward  the  joint 
C7„  and  parallel  to  member  2;  and  lay  off  deformation  3=  —  0.08  ins. 
from  U2  and  toward  the  joint  f/j',  and  parallel  to  member  3.  Perpen- 
diculars erected  at  the  ends  of  deformations  2  and  3  will  meet  in  the 
new  position  of  L3.  The  vertical  distance  between  U^  and  L,  in  the 
diagram  will  be  the  difference  in  deflection  of  the  points  f/g  ^^^  ^8« 
At  C/j  in  the  diagram  lay  off  deformation  4  = +  0.02  ins.  away  from 
the  joint  f/j  2i"d  parallel  to  member  4,  and  at  L3  lay  off  deformation 
5  =  —  0.121  ins.  toward  the  joint  L^  and  parallel  to  member  5.  Then 
perpendiculars  erected  at  the  ends  of  deformations  4  and  5  will  meet 
in  the  new  position  of  Lj.  In  like  manner  perpendiculars  erected  at 
the  ends  of  deformations  6  and  7  give  the  new  position  of  point  U^  in 
the  diagram,  and  finally  perpendiculars  erected  at  the  ends  of  defor- 
mations 9  and  2X8  will  give  the  new  position  of  the  point  L^,  The 
deformation  diagram  for  the  right  half  of  the  truss  is  constructed  in 
the  same  manner.  The  increase  in  the  length  of  the  span  is  0.686  ins., 
while  the  deflection  of  point  L^  below  the  abutments  is  1.05  ins.,  as 
was  calculated  algebraically. 


TABLE  XI. 
Algebraic  Calculation  of  Deformations. 


Mbm- 

Area  in 

Length 

BBJt. 

Sq.  In. 

L  IN  In. 

^-3 

8.70 

240 

X-5 

8,70 

240 

K-i 

344 

240 

K-2 

3.44 

240 

1^-4 

5.00 

240 

X"! 

10.70 

348 

1-2 

1.44 

252 

2-3 

313 

348 

3-4 

3.90 

252 

4-5 

2.00 

348 

5-5' 

3.90 

252 

Stress 
IN  Lbs. 


75,600 
85,100 

47.300 
47»3oo 
75,600 
68,650 
19,900 
31,200 
9»45o 

13,700 

o 


Unit 

PL 

No. 

Stress 
Piti  Lbs. 

E 

Mem. 

u 

-h     8,700 

-f-  0.070 

7 

+  0.96 

-h     9.800 

H-  0.078 

I 

-f  1.44 

—  13.800 

—  0.1 10 

8 

—  0.48 

—  13,800 

—  0.1 10 

8 

—  0.48 

—  15.100 

—  0.121 

5 

—  0.96 

1-     6,400 

4-  0.074 

9 

H-  0.69 

—     1,400 

—  0.0 1 2 

0.0 

—     1,000 

—  0.012 

6 

—  0.69 

T-      2,400 

-f  0.020 

4 

f-0.50 

6,900 

—  0.080 

2 

—  0.69 

0 

0.0 

0.0 

PUL 


-f- 0.067 
-f  0.112 
-f  0.053 

-f-  0.053 
-f  0.I16 
-f  0.051 

0.0 
-f  0.008 

-|-  O.OIO 

-t-  0.055 

0.0 


Total  deformation  —.  -\-  0.525  X  2  =  I.050  ins. 


0.525 
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The  graphic  method  gives  the  relative  positions  of  all  points  in  the 
truss,  while  the  algebraic  method  gives  the  deflection  of  one  point,  only. 

For  the  deformation  diagrams  of  trusses  uns3rmmetrically  loaded, 
and  for  the  methods  of  calculating  the  stresses  in  two-hinged  arches 
see  the  author^s  "  Steel  Mill  Buildings,"  Chapter  XIV. 

STRESSES  IN  ROLLERS.— When  a  cylindrical  roller  is  pressed 
between  two  plates  the  roller  is  deformed  so  that  the  linear  element 
of  the  roller  in  contact  is  spread  out  as  the  pressure  increases.  It  has 
been  found  by  experiment  that  the  plates  are  but  little  deformed  in 
comparison  with  the  deformation  of  the  rollers  for  stresses  within  the 
elastic  limit,  so  that  the  entire  deformation  may  be  considered  as  occur- 
ring in  the  rollers.  (For  a  more  complete  discussion  see  Merriman's 
"  Mechanics  of  Materials.") 

In  (b)  Fig.  113  the  vertical  diameter  A-A  is  shortened  to  B-B, 
and  the  shortening  in  a  half  diameter  is  A-B  =  e;  also  let  y  be  the 
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] 


TTTT 


Fig.  113. 

shortening  in  any  half  chord.  Now  if  the  stress  at  B  is  5*,  and  at  the 
point  whose  coordinates  are  x,  y  is  S\  then  if  the  elastic  limit  of  the 
material  is  not  exceeded 

S/S'  =  c/y,  or  S'  =  S'y/e 

Now  e/2d  is  the  unit  shortening  in  the  vertical  diameter,  and  this  is 
equal  to  S/E,  and 

S/E  =  e/2d  (71) 

Now  the  stress  S'  acts  over  the  entire  area  Idx,  and 


JS''ldx  =  W 


(72) 


J 
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where  IV  is  the  total  stress  on  the  rollers.  Equations  (71)  and  (72) 
are  the  equations  for  finding  5*  and  e.  Substituting  S'  =  S'y/e  in  (72) 
we  have 

S'l  Cydx=  W-e  (73) 

NowJ  ydjr=the  area  of  the  segment  compressed,  which  may  be 

considered  a  parabola  =  J  chord   i-2-e.     Now  chord   1-2=  (^d)*, 
approximately,  and  (73)  becomes 

S'i(e'd)^  =  W'e  (74) 

Solving  equations  (71)  and  (74),  we  have 

W  =  y'd'S(2S/E)i  (75) 

or 

I 

w  =  y-S{2S/E)^  (76) 

where  w  is  the  load  per  lineal  inch  of  roller,  if  d  is  given  in  inches. 

Now  taking  5*=  15,000  lbs.  per  sq.  in.,  and  £  =  30,000,000  lbs.  per 
sq.  in.,  equation  (76)  becomes 

w==3i5d  (77) 

CAMBER. — Bridges  are  constructed  so  that  when  loaded  the 
trusses  will  take  the  form  assumed  in  the  calculations.  This  may  be 
done  in  two  ways:  (i)  by  increasing  the  lengths  of  all  compression 
members  and  decreasing  the  lengths  of  all  tension  members  the  amounts 
calculated  as  in  column  6  in  Table  XI — this  method  requires  laborious 
calculations  and  increases  the  labor  in  making  and  checking  the  draw- 
ings; (2)  the  most  common  method  is  to  increase  the  lengths  of  the 
top  chords  |  in.  in  10  ft.  for  railway  bridges  and  ■j\  in.  in  10  ft.  for 
highway  bridges  over  the  lengths  of  the  lower  chords.  This  method 
is  very  easy  to  apply  and  satisfies  theoretical  requirements  quite  closely. 

I^et  c  =  camber  in  inches  at  the  center  of  the  span ; 

a  =  total  increase  in  the  length  of  the  top  chord  required  to 
produce  the  camber,  in  inches ; 
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h  ==  the  height  of  the  truss  in  feet ; 
/  =  the  length  of  span  in  feet; 
then 

c  =  a'I/8h,  and  a  =  Sc*h/l  (78) 

Now  in  the  160- ft.  span  in  Fig.  iii,  ^=1.05  ins.,  /=i6o'  o",  and 
A  =  21'  o".     Then 

0  =  8  X  1.05  X  21/160=  1. 12  inches. 

Now  this  increase  will  be  put  in  4  panels,  giving  0.28  ins.  in  each 
panel,  or  0.14  ins.  in  10  ft.  This  is  slightly  less  than  ^  in.  for  each 
10  ft.  as  commonly  specified  for  highway  bridges. 
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CHAPTER   IX. 

The  Solutions  of  Problems  in  the  Calculation  of  Stresses  in 

Bridge  Trusses. 

Introduction. — ^To  obtain  a  thorough  knowledge  of  the  calculation 
of  stresses  in  trusses  it  is  necessary  to  solve  numerous  problems.  The 
problems  in  this  chapter  have  been  selected  with  care  and  have  shown 
their  value  by  actual  use  in  the  class-room.  A  problem  is  first  solved 
and  the  solution  is  followed  through  in  detail.  A  second  problem  of 
a  similar  character  is  then  stated  and  left  for  the  student  to  solve. 
These  problems  should  be  solved  in  connection  with  the  study  of  the 
preceding  chapters. 

Instructions. — (i)  Plate:  The  standard  plate  is  to  be  9"  X  loj", 
with  a  i"  border  on  the  left-hand  side  and  a  i"  border  on  the  top,  bot- 
tom and  right-hand  side  of  the  plate.  The  plate  inside  the  border  is  to  be 
Ti"  X  9i".  (2)  Coordinates:  Unless  stated  to  the  contrary,  the  coor- 
dinates given  in  the  data  will  refer  to  the  lower  left-hand  corner  of 
the  plate  as  the  origin  of  coordinates.  (3)  Data:  Complete  data  shall 
be  placed  on  each  problem  so  that  the  solution  will  be  self-explanatory. 
The  span,  panel  length,  depth,  roadway  and  other  dimensions  shall  be 
shown  on  the  truss  diagram  and  shall  be  stated  in  a  prominent  place. 
The  loads  shall  be  stated,  and  the  values  of  all  trigonometric  functions 
shall  be  given  to  three  decimal  places.  (4)  Lettering:  All  lettering  shall 
be  in  Engineering  News  style.  The  main  headings  shall  be  made  with 
capitals  0.2"  high,  and  lower  case  letters  §  of  this  height.  Capitals  in 
the  body  of  the  problem  are  to  be  0.15"  in  height,  and  the  lower  case 
letters  are  to  be  |  of  this  height.     (5)  Scales:  The  scale  of  the  forces 

and  of  the  trusses  shall  be  given  as  i"  =  ( )  lbs.,  or  ft. ;  and  by 

a  graphic  scale  as  well.  (6)  Name:  The  name  of  the  student  is  to  be 
placed  outside  the  border  in  tlie  lower  right-hand  corner.  (7)  Equa- 
tions: All  equations  shall  be  given,  but  details  of  the  solution  may  be 
indicated.  (8)  References:  References  are  to  **  The  Design  of  High- 
way Bridges.'' 

Note. — It  should  be  noted  that  all  the  problems  have  been  reduced 
so  that  all  dimensions  are  one-half  the  original  dimensions  given  in  the 
statements  of  the  problems. 
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Problem  i.    Dead  Load  Stresses  in  a  Warren  Truss  by  Graphic 

Resolution. 

(o)  Problem. — Given  a  Warren  truss,  span  120'  o",  panel  length 
20'  o",  depth  20'  o",  dead  load  700  lbs.  per  ft.  per  truss.  Calculate  the 
dead  load  stresses  by  graphic  resolution.  Scale  of  truss,  1"  =  16'  o". 
Scale  of  loads,  i"  =  12,000  lbs. 

(&)  Methods. — ^The  loads  beginning  with  the  first  load  on  the  left 
are  laid  off  from  the  bottom  upwards.  The  calculation  of  the  stresses 
is  started  at  the  left  reaction,  and  the  stress  diagram  is  closed  at  the 
right  reaction.  For  additional  information  on  the  solution  see  Chap- 
ter V. 

(c)  Results. — The  top  chord  is  in  compression,  the  bottom  chord 
is  in  tension ;  all  web  members  leaning  toward  the  center  of  the  truss 
are  in  compression,  while  the  web  members  leaning  toward  the  abut- 
ments are  in  tension.  All  web  members  meeting  on  the  unloaded  chord 
(top  chord)  have  stresses  equal  in  amount  but  opposite  in  sign.  The 
stresses  in  the  lower  chord  are  the  arithmetical  means  of  the  stresses 
in  adjacent  panels  of  the  top  chord.  Warren  trusses  are  commonly 
made  of  iron  or  steel  with  riveted  coimections,  the  most  common  sec- 
tion being  two  angles  placed  back  to  back. 


Problem  ia.     Dead  Load  Stresses  in  a  Warren  Truss  by  Graphic 

Resolution. 

(a)  Problem. — Given  a  Warren  truss,  span  140'  o",  panel  length 
20'  o",  depth  24'  o",  (lead  load  600  lbs.  per  ft.  per  truss.  Calculate  the 
dead  load  stresses  by  graphic  resolution.  Scale  of  truss,  i"  =  20'  o". 
Scale  of  loads,  i"=  12,000  lbs. 


WARREN  TRUSS,  GRAPHIC  RESOLUTION. 
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Problem  2.    Dead  Load  Stresses  in  a  Pratt  Truss  by  Graphic 

Resolution. 

(o)  Problem. — Given  a  Pratt  truss,  span  140'  o",  panel  length 
20'  o",  depth  24'  o",  dead  load  800  lbs.  per  lineal  foot  per  truss.  Calcu- 
late the  dead  load  stresses  by  graphic  resolution.  Scale  of  truss, 
i'  =  2o'  o".    Scale  of  loads,  i"=  16,000  lbs. 

(b)  Methods. — The  loads  beginning  with  the  first  load  on  the  left 
are  laid  off  from  the  bottom  upwards.  Calculate  the  stresses  by  graphic 
resolution,  beginning  at  R^  and  checking  up  at  R^,  following  the  order 
shown  in  the  stress  diagram. 

(c)  Results. — The  top  chord  is  in  compression  and  the  bottom 
chord  is  in  tension  as  in  tlie  Warren  truss.  The  inclined  members  are 
m  tension,  while  the  vertical  members  are  in  compression.  Member  1—2 
is  simply  a  hanger.  There  is  no  stress  due  to  dead  loads  in  the  diagonal 
members  in  the  middle  panel  of  a  Pratt  truss  with  an  odd  number  of 
panels.  The  stresses  in  the  posts  are  equal  to  the  inclined  components 
of  the  stresses  in  the  inclined  members,  meeting  them  on  the  unloaded 
chord  (top  chord).  Stresses  in  certain  panels  in  the  top  and  bottom 
chord  are  equal.  The  Pratt  truss  is  quite  generally  used  for  steel 
bridges  and  is  also  used  for  combination  bridges,  where  the  tension 
members  are  made  of  iron  or  steel  and  the  compression  members  are 
made  of  timber. 


Problem  2a.    Dead  Load  Stresses  in  a  Pratt  Truss  by  Graphic 

Resolution. 

(a)  Problem. — Given  a  Pratt  truss,  span  160'  o",  panel  length 
20'  o",  depth  24'  o",  dead  load  800  lbs.  per  lineal  foot  per  truss.  Calcu- 
late the  dead  load  stresses  by  graphic  resolution.  Scale  of  truss, 
i"  =^  25'  o".     Scale  of  loads,  i"  =  20,000  lbs. 
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Problem  3.    Dead  Load  Stresses  in  a  Howe  Truss  by  Graphic 

Resolution. 

(a)  Problem. — Given  a  Howe  truss,  span  160'  o",  panel  length 
20'  o",  depth  24'  o",  dead  load  600  lbs.  per  lineal  foot  per  truss.  Calcu- 
late the  dead  load  stresses  by  graphic  resolution.  Scale  of  truss, 
i"  =  25'  o".    Scale  of  loads,  i"=  15,000  lbs. 

(&)  Methods. — The  loads  beginning  with  the  first  load  on  the  left 
are  laid  off  from  the  bottom  upwards.  Calculate  the  stresses  by 
graphic  resolution,  beginning  at  Ri  and  checking  at  R2,  following  the 
order  shown  in  the  stress  diagram. 

(c)  Results. — The  top  chord  is  in  compression  and  the  bottom 
chord  is  in  tension  as  in  the  Warren  truss.  All  inclined  members 
are  in  compression,  while  all  vertical  members  are  in  tension.  The 
stresses  in  the  verticals  are  equal  to  the  vertical  components  of  the 
stresses  in  the  diagonal  members  meeting  them  on  the  unloaded  chord. 
Stresses  in  certain  panels  in  the  top  and  bottom  chord  are  equal. 

The  Howe  truss  when  used  for  highway  or  railroad  bridges  is  com- 
monly built  with  timber  top  and  bottom  chords  and  timber  diagonal 
struts,  the  only  iron  being  the  vertical  ties  and  the  cast  iron  angle 
blocks  to  take  the  bearing  of  the  timber  struts.  This  makes  a  very 
satisfactory  truss  and  is  quite  economical  where  timber  is  cheap. 


Problem  3A.     Dead  Load  Stresses  in  a  Howe  Truss  by  Graphic 

Rksolution. 

(a)  Problem. — Given  a  Howe  truss,  span  162'  o",  panel  length 
18'  o",  depth  24'  o",  dead  load  600  lbs.  per  lineal  foot  per  truss.  Calcu- 
late the  dead  load  stresses  by  graphic  resolution.  Scale  of  truss, 
i"  =  25'  o".    Scale  of  loads,  i"  =  15,000  lbs. 
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Problem  4,    Dead  Load   Stresses  in   a   Camel-back  Truss   by 

Graphic  Resolution. 

(a)  Problem. — Given  a  Camel-back  (inclined  Pratt)  truss,  span 
160'  o",  panel  length  20'  o",  depth  at  the  hip  25'  o",  depth  at  the  center 
32'  o",  dead  load  400  lbs.  per  lineal  foot  per  truss.  Calculate  the  dead 
load  stresses  by  graphic  resolution.  Scale  of  truss,  i"  =  25'  o".  Scale 
of  loads,  i"=  10,000  lbs. 

(b)  Methods. — The  loads  beginning  with  the  first  load  on  the  left 
are  laid  off  from  the  bottom  upwards.  Calculate  the  stresses  by  graphic 
resolution,  beginning  at  R^  and  checking  up  at  /J^.  Follow  the  order 
given  in  the  stress  diagram. 

(c)  Results. — The  top  chord  is  in  compression  and  the  bottom 
chord  is  in  tension  the  same  as  in  the  Pratt  truss.  All  inclined  web 
members  are  in  tension ;  while  part  of  the  posts  are  in  compression  and 
part  are  in  tension.  Member  1-2  is  simply  a  hanger  and  is  always  in 
tension.  This  type  of  truss  is  quite  generally  used  for  steel  and  com- 
bination bridges  for  spans  from  150  to  200  feet,  and  also  for  long 
span  roof  trusses.  In  the  roof  truss,  the  loads  are  on  both  the  top  and 
bottom  chords  or  on  the  top  chord  alone. 


Problem  4A.    Dead  Load  Stresses  in  a  Camel-back  Truss  by 

Graphic  Resolution. 

(a)  Problem. — Given  a  Camel-back  (inclined  Pratt)  truss,  span 
180'  o",  panel  length  20'  o"  (three  panels  with  parallel  chords),  depth 
at  the  hip  25'  o",  depth  at  the  center  32'  o",  dead  load  400  lbs.  per 
lineal  foot  per  truss.  Calculate  the  dead  load  stresses  by  graphic  reso- 
lution.   Scale  of  truss,  i"  =  25'  o".    Scale  of  loads,  i"=  12,000  lbs. 
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Problem   5.      Dead   Load   Stresses   in   a   Baltimore   Truss   by 

Graphic  Resolution. 

(o)  Problem. — Given  a  Baltimore  truss,  span  280'  o",  panel  length 
20'  o",  depth  40'  o",  dead  load  0.5  tons  per  lineal  foot  per  truss.  Cal- 
culate the  dead  load  stresses  by  graphic  resolution.  Scale  of  truss, 
i"  =  4o'  o".     Scale  of  loads,  i"  =  40  tons. 

(b)  Methods. — The  loads  beginning  with  the  first  load  on  the  left 
are  laid  off  from  the  top  downwards.  Calculate  R^  and  /?2«  Calculate 
the  stresses  at  the  left  reaction  by  constructing  triangle  i-Y-X  as 
shown.  Then  calculate  the  stress  in  1-2  by  constructing  polygon 
y-i-2-F.  Draw  3-2,  which  is  the  stress  in  member  3-2.  Then  cal- 
culate the  stress  in  3-4  and  4-F  by  constructing  polygon  F-2-3-4-K. 
Calculate  the  stresses  in  the  remaining  members  in  order,  finally  check- 
ing up  at  /?2- 

(c)  Results. — It  will  be  seen  that  the  Baltimore  truss  is  a  Pratt 
truss  with  subdivided  panels.  The  stresses  in  the  first  and  second 
panels  of  the  lower  chord  are  larger  than  the  stresses  in  the  third  and 
fourth  panels  of  the  lower  chord.  The  stress  in  6-7  is  equal  to  the 
inclined  component  of  the  shear  in  the  panel,  plus  the  stress  due  to  the 
half  load  that  is  carried  toward  the  center  of  the  bridge  by  5-7.  The 
Baltimore  truss  is  used  for  long  spans  in  which  short  panels  can  be 
used  with  an  economical  depth. 


Problem   5A.     Dead  Load   Stresses   in   a   Baltimore  Truss   by 

Graphic  Resolution. 

(a)  Problem. — Given  a  Baltimore  truss,  span  320'  o",  panel  length 
20'  o",  depth  50'  o",  dead  load  0.5  tons  per  lineal  foot  per  truss.  Cal- 
culate the  dead  load  stresses  by  graphic  resolution.  Scale  of  truss, 
i"  r=  50'  o".     Scale  of  loads,  i"  =  50  tons. 
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Problem  6.    Dead  Load  Stresses  in  a  Petit  Truss  by  Graphic 

Resolution. 

(a)  Problem. — Given  a  Petit  truss,  span  350'  o",  panel  length  25' 
o",  depth  at  hip  50'  o",  depth  at  center  58'  o",  dead  load  0.9  tons  per 
lineal  foot  per  truss.  Calculate  the  dead  load  stresses  by  graphic  reso- 
lution.    Scale  of  truss,  i"  =  50'  o".     Scale  of  loads,  i"  =  45  tons. 

(b)  Methods. — The  loads  beginning  with  the  first  load  on  the  left 
are  laid  off  from  the  top  downwards.  Calculate  R^  and  R^.  Calcu- 
late the  stresses  in  the  members  at  the  left  reaction  by  constructing 
force  triangle  i-F-X.  Then  calculate  the  stress  in  1-2  by  construct- 
ing polygon  F-1-2-F.  Draw  3-2,  which  is  the  stress  in  member  3—2. 
Then  pass  to  joint  ff^a  where  there  appears  to  be  an  ambiguity,  stress 
4-5  being  unknown.  To  remove  the  ambiguity  proceed  as  follows :  At 
JV^  on  the  left  side  of  the  stress  diagram  assume  that  W^  is  the  stress 
in  5-6  (the  member  5-6  is  simply  a  hanger  and  the  stress  is  as  assumed). 
Calculate  the  stress  in  4-5  by  completing  the  triangle  of  stresses  in  the 
auxiHary  members.  The  stresses  are  now  all  known  at  IV^  except  3-4 
and  5-F,  but  the  stress  in  4-5  is  between  the  two  unknown  stresses. 
First  complete  the  force  polygon  2-3-4-5'- y-F-2.  Then  by  chang- 
ing the  order  the  true  polygon  2-3-4-5-^-7-2  may  be  drawn.  This 
solution  is  sometimes  called  the  method  of  sliding  in  a  member.  The 
apparent  ambiguity  at  joint  U\  may  be  removed  in  the  same  manner. 
The  stress  diagram  is  carried  through  as  shown  and  finally  checked  up 
at  /?2-  It  will  be  seen  that  there  is  no  apparent  ambiguity  on  the  right 
side  of  the  truss. 

(c)  Results. — It  will  be  seen  that  the  Petit  truss  is  an  inclined 
Pratt  or  Camel-back  truss  with  subdivided  panels.  The  auxiliary 
members  are  commonly  tension  members  in  all  except  the  end  primary 
panels  as  in  the  Baltimore  truss  in  Problem  5.  It  will  be  seen  that 
the  stresses  in  the  first  four  panels  of  the  lower  chord  are  the  same. 
The  loads  in  this  type  of  Petit  truss  are  carried  directly  to  the  abut- 
ments. The  Petit  truss  is  quite  generally  used  for  long  span  highway 
and  railway  bridges. 
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Problem  6a,     Dead  Load  Stresses  in  a  Petit  Truss  by  Graphic 
Resolution, 
(a)  Problem. — Given   a   Petit  truss  with   the   same  span,   panel 
length,  depths,  and  dead  load  as  in  Problem  6;  the  auxiliary  members 
being  arranged  as  in  the  RaJtimore  truss  in  Problem  5. 
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Problem  7.    Dead  Load  Stresses  in  a  Quadrangular  Warren 

Truss  by  Graphic  Resolution. 

(a)  Problem. — Given  a  quadrangular  Warren  truss,  span  120'  o", 
panel  length  15'  o",  depth  18'  o",  dead  load  400  lbs.  per  lineal  foot  per 
truss.  Calculate  the  dead  load  stresses  by  graphic  resolution.  Scale 
of  truss  and  loads  as  shown. 

(b)  Methods. — The  loads  beginning  with  the  first  load  on  the  left 
are  laid  off  from  the  bottom  upwards.  Calculate  R^  and  R^-  The 
stresses  at  R^  may  be  calculated  by  constructing  force  polygon  i-X-Y. 
However,  on  passing  to  the  next  joint  in  either  the  top  or  bottom  chord 
the  solution  is  indeterminate.  To  solve  the  problem  calculate  the  stress 
in  the  top  chord  9-X  by  taking  moments  about  the  center  joint  in  the 
bottom  chord,  the  stress  in  9-1 1  being  zero.  Lay  oflF  g-X  in  the  stress 
diagram  and  complete  the  diagram  to  the  left  and  the  right  of  the 
center  as  shown.  It  will  be  seen  that  the  stresses  in  certain  members 
occur  twice  in  the  diagram.  The  truss  diagram  can  be  divided  into 
two  systems  as  in  Problem  14,  and  the  stresses  can  be  calculated  for 
each  system,  the  chord  stresses  in  the  two  systems  being  added  together 
for  the  final  stresses.  However,  the  stresses  as  calculated  in  this  prob- 
lem are  the  correct  ones. 

(c)  Results. — The  quadrangular  Warren  truss  is  a  double  inter- 
section truss  in  which  the  stresses  are  statically  determinate  for  dead 
loads  but  are  statically  indeterminate  for  live  load  web  stresses,  as  will 
be  shown  in  Problem  14.  This  truss,  built  with  riveted  connections, 
is  extensively  used  by  the  American  Bridge  Company  for  highway 
bridges  for  spans  from  80  to  152  feet. 
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Problem  7A.     De.\d  Load  Stresses  in  a  Quadrangular  Warren 

Truss  hy  Graphic  Resolution.  ._ 

(a)  Problem. — Given  a  quadrangular  Warren  truss,  span  150*  o", 
panel  length  15'  o",  depth  18'  o",  dead  load  500  lbs.  per  lineal  foot  per 
tniss.  Calculate  the  dead  and  Hve  load  stresses  by  graphic  resolution. 
Scale  of  truss,  i"  =  20'  o".     Scale  of  loads,  i"  =  10,000  lbs. 
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Problem  8.    Dead  Load  Stresses  in  a  Warren  Truss  by  Algebraic 

Resolution  (Method  of  Coefficients). 

(a)  Problem. — Given  a  Warren  truss,  span  140'  o",  panel  length 
20'  o",  depth  20'  o",  dead  load  800  lbs.  per  lineal  foot  per  truss.  Cal- 
culate the  dead  load  stresses  by  algebraic  resolution.     Scale  of  truss, 

l"=:20'  o". 

(&)  Methods. — Beginning  at  the  left  the  left  reaction  R^  =  ^JV. 
The  shear  in  the  first  panel  is  ^IV,  in  the  second  panel  is  2IV,  in  the 
third  panel  is  W,  and  in  the  fourth  panel  is  zero.  Now  resolving  at 
R^  the  stress  in  i-Y  =  —  ^IV-tdinO,  stress  i-X  =  + 3W^-sec^.  Cut 
members  i-Y,  1-2  and  2-X  and  the  tniss  to  the  right  by  a  plane  and 
equate  the  horizontal  components  of  the  stresses  in  the  members.  The 
unknown  stress  2-X  will  equal  the  sum  of  the  horizontal  components 
of  the  stresses  in  i-F  and  1-2  with  sign  changed,  =  — (-3-3)W^-tan^ 
=+  6  PFtan  6,  The  stress  in  3-F  =—(6  +  2)  J^-tan  ^=—  8  IV't^n  0. 
Stress  in  4-X  =  — ( — 8  —  2)W^-tan(?=+ ioW^-tan(?;  stress  in  5-F 
=  —  (+10+  i)W't2in$=-\-  iiH'^-tan^;  and  the  stress  in  6-X  =  — 
( —  II  —  T ) JV-t2Ln 0  =  -\-  i2W^tan 0.  The  coefficients  of  the  chord 
stresses  when  multiplied  by  [^tan  $  give  the  stresses,  while  the  coeffi- 
cients for  the  webs  when  multiplied  by  IV-secO  give  the  web  stresses. 

(c)  Results. — In  the  method  of  coefficients  the  shears  are  calcu- 
lated first,  and  the  chord  coefficients  follow  easily  by  summing  the 
horizontal  components.  This  method  is  the  shortest  and  the  best  for 
the  calculation  of  the  stresses  in  bridge  trusses  with  parallel  chords. 


Problem  8a.    Dead  Lx)ad  Stresses  in  a  Warren  Truss  by  Alge- 
braic Resolution. 

(a)  Problem. — Given  a  Warren  truss,  span  160'  o",  panel  length 
20'  o",  depth  24'  o",  dead  load  700  lbs.  per  lineal  foot  per  truss.  Cal- 
culate the  dead  load  stresses  by  algebraic  resolution.  Scale  of  truss, 
i"  =  25'o". 
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Problem  9.    Live  Load  Stresses  in  a  Warren  Truss  by  Algebraic 

Resolution. 

(a)  Problem. — Given  a  Warren  truss,  span  140'  o",  panel  length 
20'  o",  depth  20'  o",  live  load  1,200  lbs.  per  lineal  foot  per  truss.  Cal- 
culate the  maximum  and  minimum  stresses  due  to  the  live  load  by 
algebraic  resolution.     Scale  of  truss,  i"  =  2o'  o". 

(b)  Methods. — Construct  two  truss  diagrams  as  shown.  On  the 
first  place  the  live  load  coefficients,  and  on  the  second  place  the  maxi- 
mum and  minimum  live  load  stresses. 

Chord  Stresses. — The  maximum  chord  stresses  occur  when  the 
joints  are  all  loaded,  and  the  chord  coefficients  are  found  as  in  Problem 
8.  The  minimum  live  load  stresses  in  the  chords  occur  when  none  of 
the  joints  are  loaded,  and  are  zero  for  each  member. 

Web  Stresses. — The  maximum  web  stresses  in  any  panel  occur 
when  the  longer  segment  into  which  the  panel  divides  the  truss  is 
loaded,  while  the  shorter  segment  has  no  loads  on  it.  The  minimum 
live  load  web  stresses  occur  when  the  shorter  segment  is  loaded  and 
the  longer  segment  has  no  loads  on  it.  The  maximum  stresses  in  mem- 
bers i-X  and  1-2  occur  when  the  truss  is  fully  loaded.  The  shear 
in  the  panel  is  3P,  or  21/7P,  and  the  stress  in  i-X  =  ^Psec  0=-\-  40.4 
tons,  while  the  stress  in  1-2  =  —  3Psec^  =  —  40.4  tons.  The  mini- 
mum stresses  in  i-X  and  1-2  are  zero.  The  maximum  stresses  in  2-3 
and  3-4  occur  when  5  loads  are  on  the  right  of  the  panel  and  there  are 
no  loads  on  the  left  of  the  panel.  The  shear  in  the  panel  will  then  be 
equal  to  the  left  reaction,  =  i^i  =  (5  X  3  X  P)/7=  15/7P.  The 
stress  in  2-3=  i5/7Fsec^=  +  28.8  tons,  while  the  stress  in  3-4  =  — 
i5/7F-sec^  =  —  28.8  tons.  The  minimum  stresses  in  2-3  and  3-4 
will  occur  when  there  is  one  load  on  the  shorter  segment.  In  the 
corresponding  panel  on  the  right  of  the  truss,  if  the  shorter  segment 
is  loaded,  the  left  reaction  ^^  i/7F  =  the  shear  in  the  panel.  The 
minimum  stress  in  2-3= —  i/'/P'Sgc6  =  —  1.92  tons,  while  the  mini- 
mum stress  in  3-4=  -|-  1.92  tons.  The  stresses  in  the  remaining  panels 
are  calculated  in  the  same' manner. 

(e)  Results. — It  will  be  seen  that  the  web  members  meeting  on  the 
unloaded  chord  (top  chord)  have  their  maximum  and  minimum  stresses 
for  the  same  loading.  It  will  be  seen  that  the  maximum  live  load  web 
stresses  are  of  the  same  kind  as  the  dead  load  web  stresses,  while  the 
minimum  web  stresses  are  of  the  opposite  kind.  It  will  be  seen  that 
the  numerators  of  the  web  coefficients  from  the  right  to  the  left  are 
o,  I,  3,  6,  10,  15,  21. 
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Problem    io.    Maximum   and  Minimum   Stresses  in  a  Warren 

Truss  by  Algebraic  Resolution. 

(a)  Problem. — Given  a  Warren  truss,  span  i6o'  o",  panel  length 
20'  o",  depth  20'  o",  dead  load  800  lbs.  per  lineal  foot  per  truss,  live 
load  1,600  lbs.  per  lineal  foot  per  truss.  Calculate  the  maximum  and 
minimum  stresses  in  the  members  due  to  dead  and  live  loads  by  alge- 
braic resolution.     Scale  of  truss  as  shown. 

(b)  Methods. — Construct  three  truss  diagrams  as  shown.  On  the 
first  truss  diagram  place  the  dead  load  and  the  maximum  live  load 
chord  coefficients,  calculated  as  in  Problems  8  and  9.  The  maximum 
live  load  chord  coefficients  are  the  same  as  the  dead  load  chord  coeffi- 
cients. On  the  second  diagram  place  the  maximum  and  minimum  live 
load  web  coefficients,  calculated  as  in  Problem  9.  The  maximum  live 
load  web  coefficients  are  given  on  the  left  and  the  minimum  live  load 
coefficients  are  given  on  the  right  of  the  diagram.  On  the  third  dia- 
gram place  the  maximum  and  minimum  stresses.  The  maximum  chord 
stresses  are  equal  to  the  sum  of  the  dead  and  live  load  chord  stresses. 
The  minimum  chord  stresses  are  the  dead  load  chord  stresses.  The 
maximum  web  stresses  are  equal  to  the  sum  of  the  dead  and  the  maxi- 
mum live  load  web  stresses.  The  minimum  web  stresses  are  equal  to 
the  algebraic  sum  of  the  dead  load  stresses  and  the  minimum  live  load 
stresses. 

(c)  Results. — The  web  members  7-6  and  7-8  have  a  reversal  of 
stress  from  tension  to  compression,  or  the  reverse.  These  members 
must  be  counterbraced  to  take  both  kinds  of  stress. 

Problem   ioa.     Maximum  and  Minimum  Stresses  in  a  Warren 

Truss  by  Algebraic  Resolution. 

(o)  Problem. — Given  a  Warren  truss,  span  180'  o",  panel  length 
20'  o",  depth  24'  o",  dead  load  700  lbs.  per  lineal  foot  per  truss,  live 
load  1,500  lbs.  per  lineal  foot  per  truss.  Calculate  the  maximum 
and  minimum  stresses  due  to  dead  and  live  loads  by  algebraic  resolu- 
tion.    Scale  of  truss,  i"r=25'  o". 
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Problem  ii.    Maximum  and  Minimum  Stresses  in  a  Pratt  Truss 

BY  Algebraic  Resolution. 

(a)  Problem. — Given  a  Pratt  truss,  span  140'  o",  panel  length  20' 
o",  depth  24'  o",  dead  load  800  lbs.  per  lineal  foot  per  truss,  live  load 
1,600  lbs.  per  lineal  foot  per  truss.  Calculate  the  maximum  and  mini- 
mum stresses  due  to  dead  and  live  loads  by  algebraic  resolution.  Scale 
of  truss,  i"  =  2o'  o". 

(b)  Methods. — Construct  three  truss  diagrams  as  shown.  On  the 
first  place  the  dead  load  coefficients  and  the  dead  load  stresses.  On  the 
second  place  the  live  load  coefficients  and  the  live  load  stresses.  On 
the  third  place  the  maximum  and  minimum  stresses  due  to  dead  and 
live  loads.  The  maximum  chord  stresses  are  the  sums  of  the  dead 
and  live  load  chord  stresses,  while  the  minimum  chord  stresses  are 
those  due  to  dead  load  alone.  The  hip  vertical  is  simply  a  hangei 
and  has  a  minimum  stress  of  one  dead  load  and  a  maximum  stress  oi 
one  live  and  one  dead  load.  The  conditions  for  maximum  and  mini- 
mum stresses  in  the  webs  are  the  same  as  for  the  Warren  truss,  the 
vertical  posts  having  stresses  equal  to  the  vertical  components  of  the 
stresses  in  the  inclined  web  members  meeting  them  on  the  unloaded 
(top)  chord. 

(c)  Results. — There  is  no  dead  load  shear  in  the  middle  panel,  but 
it  is  seen  that  there  are  stresses  in  the  counters  for  live  loads.  Only 
one  of  the  counters  will  be  in  action  at  one  time.  Whenever  the 
center  of  gravity  of  the  loads  is  not  in  the  center  line  of  the  truss,  that 
counter  will  be  acting  that  extends  downward  toward  the  center  of 
gravity.  The  numerators  of  the  maximum  and  minimum  live  load 
web  coefficients  are  o,  i,  3,  6,  10,  15,  21,  as  for  the  Warren  truss.  This 
shows  that  the  maximum  and  minimum  web  stresses  are  proportional 
to  the  ordinates  to  a  parabola. 
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Problem  12.    Maximum  and  Minimum  Stresses  in  a  Howe  Truss 

BY  Algebraic  Resolution. 

(a)  Problem. — Given  a  Howe  truss,  span  loi'  3",  panel  length 
11'  3",  depth  22'  6",  dead  load  700  lbs.  per  lineal  foot  per  truss,  live 
load  1,000  lbs.  per  lineal  foot  per  truss.  Calculate  the  maximum  and 
minimum  stresses  due  to  dead  and  live  loads  by  algebraic  resolution. 
Scale  of  truss,  i"  =  15'  o". 

(b)  Methods. — Construct  three  truss  diagrams  as  shown.  On  the 
first  diagram  place  the  dead  load  coefficients  and  the  dead  load  stresses. 
On  the  second  diagram  place  the  live  load  web  coefficients  and  the 
maximum  and  minimum  live  load  stresses.  On  the  third  diagram  place 
the  maximum  and  minimum  stresses  due  to  dead  and  live  loads.  The 
conditions  for  loading  for  the  maximum  and  minimum  stresses  are  the 
same  as  for  a  Pratt  truss  except  that  the  vertical  tie  1-2  carries  the 
shear  in  the  first  panel  and  has  a  maximum  stress  for  a  full  load  on 
the  truss. 

(c)  Results. — The  vertical  members  are  always  in  tension,  while 
the  diagonal  members  are  always  in  compression.  The  web  members 
meeting  on  the  unloaded  chord  (top  chord)  have  maximum  and  mini- 
mum stresses  for  the  same  loading.  The  counters  in  the  center  panel 
carry  live  load  stress  only,  the  counter  acting  downward  away  from 
the  center  of  gravity  of  the  loads  being  stressed.  The  maximum  and 
minimum  web  stresses  are  the  algebraic  sums  of  the  corresponding 
dead  and  live  load  stresses.  The  maximum  chord  stresses  are  the 
sums  of  the  dead  and  live  load  chord  stresses,  while  the  minimum  chord 
stresses  are  the  dead  load  stresses  alone. 
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Problem  13.    Maximum  and  Minimum  Stresses  in  a  Deck  Bal- 
timore Truss  by  Algebraic  Resolution. 

(a)  Problem. — Given  a  deck  Baltimore  truss,  span  280'  o",  pand 
length  20'  o",  depth  40'  o",  dead  load  0.375  ^^^^  per  lineal  foot  per 
truss,  live  load  0.625  tons  per  lineal  foot  per  truss.  Calculate  the 
maximum  and  minimum  stresses  due  to  dead  and  live  loads  by  algebraic 
resolution. 

(b)  Methods. — Construct  three  truss  diagrams  and  use  them  as 
shown. 

Dead  Load  Stresses, — The  auxiliary  struts  1-2,  5-6,  9-10,  etc., 
carry  a  full  dead  load  compression,  while  the  auxiliary  web  members 
2-3,  6-7,  lo-ii,  etc.,  have  a  tensile  stress  of  ^W^sec^.  The  stress  in 
i-Y  equals  the  shear  in  the  panel  multiplied  by  sec^  =  — G^lV'secO. 
The  stress  in  3-F  equals  the  shear  in  the  panel  multiplied  by  sec^, 
plus  the  inclined  component  of  the  one-half  load  that  is  carried  toward 
the  center  by  the  auxiliary  member  2-3,  =  —  (5i  +  i)^"sec  ^  =  — 
6W'^-sec^.  The  stress  in  3-4  is  the  vertical  component  of  the  stress  in 
3-F  =  -|-6fF.  The  stress  in  4-F  is  the  horizontal  component  of  the 
stress  in  3-F  =  —  OlViSinO,  The  stress  in  i-X  and  2-X  =  + 
S^W'tan  0,  The  stress  in  4-5  is  the  inclined  component  of  the  shear  in 
the  panel  =  — 4iJV-sccO,  Thestress  in  5-A''  =  —  ( — 6  —  4i)H^-tan^ 
=  -|-  lollV'tSinO,  The  remaining  dead  load  stresses  are  calculated  in 
a  similar  manner. 

Live  Load  Web  Stresses, — The  maximum  shears  in  the  different 
panels  occur  when  the  longer  segment  of  the  truss  is  loaded,  while  the 
minimum  shears  occur  when  the  shorter  segment  of  the  truss  is  loaded. 
The  maximum  stresses  in  the  webs  in  the  first  and  second  panels  occur 
for  a  full  live  load  on  the  bridge.  The  maximum  shear  in  the  third 
panel  occurs  with  all  loads  to  the  right  of  the  panel  and  no  loads  to 
the  left.  The  shear  in  the  panel  will  then  be  equal  to  the  left  reaction 
=  11  X  i(ii  +  i)/^,/i4  =  66/i4P.  The  maximum  live  load  stress  in 
4-5  will  be  =  —  66/i4T*scc  6,  With  a  maximum  stress  in  4-5  the  stress 
in  4-7  will  bc  =  ( — 66/14  +  7/i4)P-sec^  =  —  59/i4P-sec^.  This 
is  the  maximum  stress,  for  the  stress  in  4-7  when  there  is  a  maximum 
shear  in  the  panel  is^^  10  X  11/2  X  i/i4^*sec^  =  — 55/i4P-sec^. 
In  a  similar  manner  it  will  be  found  that  maximum  stresses  in  members 
8-9  and  8-11  occur  with  a  maximum  shear  in  8-9.  On  the  right  side 
it  will  be  seen  that  minimum  stresses  in  the  diagonals  occur  for  a  mini- 
mum shear  in  the  odd-numbered  panels  from  the  right. 

(r)  Results. — The  dead  and  live  loads  were  assumed  as  applied  on 
the  upper  chord.  The  upper  chords  are  in  compression,  while  the 
lower  chords  are  in  tension  the  same  as  for  a  through  truss.  The  live 
and  dead  load  stresses  are  given  separately  on  the  left  side  of  the  lower 
truss  as  required  by  Cooper's  S[)ecfications. 


DECK  BALTIMORE   TRL'! 


Problem  13A,  Maximum  and  Minimum  Stresses  in  a  Deck  Bal- 
timore Truss  by  Algebraic  Resolution. 
(u)  Problem, — Given  a  deck  Baltimore  truss,  span  320'  o",  panel 
'oigth  20'  o",  depth  50'  o",  dead  load  0.3  tons  per  lineal  foot  per  truss, 
'ivc  load  0.5  tons  per  lineal  foot  per  truss.  Calculate  the  maximum 
Wl  minimum  stresses  clue  to  dead  and  live  loads  by  algebraic  resolu- 
tion.   Scale  of  truss,  i"  =  4o'  o". 
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Problem  14.    Maximum  and  Minimum  Stresses  in  a  Quadran- 
gular Warren  Truss  by  Algebraic  Resolution. 

(a)  Problem. — Given  a  quadrangular  Warren  truss,  span  120'  o", 
panel  length  15'  o",  depth  18'  o",  dead  load  400  lbs.  per  lineal  foot  per 
truss,  live  load  800  lbs.  per  lineal  foot  per  truss.  Calculate  the  maxi- 
mum and  minimum  stresses  due  to  dead  and  live  loads  by  algebraic 
resolution.     Scale  of  truss,  i"  =  2o'  o". 

(&)  Methods. — Construct  four  truss  diagrams  as  shown. 

Dead  Load  Stresses. — The  left  reaction  is  2i\W  and  the  stresses  in 
the  end-post  and  end  panel  in  the  bottom  chord  are -|- 3iJI^-sec  ^and 
—  Z\lVtajiB,  respectively.  The  other  stresses  are  indeterminate  in 
working  from  the  abutment,  and  it  is  necessary  to  pass  to  the  center 
of  the  truss.  The  two  diagonals  meeting  at  the  middle  of  the  top 
chord  will  have  no  stress  for  dead  load,  and  the  load  at  the  middle 
of  the  truss  will  be  equally  divided  between  the  two  diagonals  meeting 
at  the  center  of  the  bottom  chord.  Passing  to  the  left,  the  first  load 
to  the  left  of  the  center  is  carried  directly  to  the  left  abutment  as 
shown,  while  the  corresponding  load  on  the  right  of  the  center  is  carried 
directly  to  the  right  abutment.  The  remaining  shears  can  now  be  cal- 
culated. The  chord  stresses  can  now  be  calculated  as  in  the  case  of  a 
single  intersection  truss. 

Live  Load  Stresses. — The  coefficients  of  the  maximum  chord 
stresses  are  the  same  as  the  dead  load  chord  coefficients.  The  maxi- 
mum and  minimum  live  load  web  stresses  are  not  statically  determinate, 
but  the  following  solution  gives  approximate  results:  Divide  the  truss 
into  two  systems,  the  first  carrying  three  full  loads  and  the  second 
carrying  four  full  loads  as  shown.  Then  calculate  the  maximum  and 
minimum  web  stresses  in  the  two  systems  separately  in  the  usual 
manner.  The  maximum  web  stresses  will  occur  with  the  longer  seg- 
ment loaded,  while  the  minimum  web  stresses  will  occur  with  the 
shorter  segment  loaded.  The  maximum  and  minimum  stresses  are 
given  in  the  fourth  diagram. 

(c)  Results. — The  live  load  web  stresses  as  calculated  above  are 
approximate,  but  are  on  the  safe  side.  The  exact  solution  can  be  made 
only  by  an  application  of  the  "  Theory  of  Least  Work."  This  type  of 
truss,  with  riveted  connections,  is  used  by  the  American  Bridge  Com- 
pany for  spans  of  80  to  152  feet. 
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Problem  15.    Maximum  and  Minimum    Stresses   in  a  Whipple 

Truss  by  Algebraic  Resolution. 

(a)  Problem. — Given  a  Whipple  truss,  span  260'  o",  panel  length 
20'  o",  depth  40'  o",  dead  load  1,200  lbs.  per  lineal  foot  per  truss,  live 
load  2,000  lbs.  per  lineal  foot  per  truss.  Calculate  the  maximum  and 
minimum  stresses  due  to  dead  and  live  loads  by  algebraic  resolution. 
Scale  of  truss,  i"  =  3o'  o". 

(6)  Methods. — The  dead  load  stresses  and  the  maximum  live  load 
chord  stresses  can  be  calculated  by  beginning  at  the  center  and  calcu- 
lating the  shears,  and  then  calculating  the  chord  stresses  as  in  Problem 
14.  The  maximum,  and  minimum  live  load  web  stresses  are  statically 
indeterminate  as  were  the  web  stresses  in  Problem  14.  The  usual 
solution  of  this  problem  is  to  divide  the  truss  into  two  trusses  of  single 
intersection.  The  dead  and  the  live  load  chord  stresses  and  the  maxi- 
mum and  minimum  web  stresses  are  then  calculated  as  for  independent 
trusses.  The  loads  at  the  foot  of  the  hip  verticals  are  assumed  as 
equally  divided  between  the  two  systems.  The  final  chord  stresses 
are  the  sums  of  the  chord  stresses  in  the  separate  trusses.  The 
stresses  in  the  web  members,  except  the  hip  vertical,  are  as  given  in 
the  separate  trusses.  In  solving  the  problem  the  partial  truss  dia- 
grams should  be  drawn.  The  trusses  will  be  unsymmetrical,  one  being 
the  same  as  the  other  turned  end  for  end.  With  the  joints  all  loaded 
the  dead  load  chord  and  web  coefficients,  and  the  live  load  chord 
coefficients  are  calculated.  In  calculating  the  maximum  live  load  web 
coefficients  the  loads  are  moved  oflF  to  the  right,  and  the  maximum 
stresses  in  the  webs  on  the  left  of  the  center  will  occur  when  the 
longer  segment  is  loaded,  and  the  minimum  stresses  in  the  webs  on 
the  right  will  occur  when  the  shorter  segment  is  loaded.  Then  with 
all  joints  in  the  truss  loaded  move  the  loads  oflF  to  the  left,  calculating 
the  maximum  web  coefficients  on  the  right  of  the  center  and  the  mini- 
mum web  coefficients  on  the  left  of  the  center.  In  calculating  the 
stresses  from  the  shears  it  will  be  seen  that  functions  of  two  angles 
are  used.  The  relation  between  the  two  angles  is  tan  ^' =  2  tan  ^. 
Web  coefficients  in  terms  of  6  are  enclosed  in  a  ring.  The  calculation 
of  the  chord  coefficients  may  be  illustrated  by  calculating  the  coeffi- 
cient of  the  end  panel  of  the  upper  chord  = —  [ —  156/26  —  70/26  —  2 
(60/26)  ]  JF-tan  ^=  346/26fr-tan  0. 

(c^  Results. — The  chord  stresses  calculated  as  above  do  not  agree 
with  those  calculated  by  beginning  at  the  center  of  the  truss  as  in 
Problem  14.  The  student  should  calculate  the  dead  load  chord  and 
wxb  stresses  and  the  live  load  chord  stresses  as  in  Problem  14.  Whip- 
ple trusses  were  usually  built  with  an  odd  number  of  panels.  Tlie 
Whipple  truss  was  formerly  (juite  generally  used  for  long  span  high- 
way and  railway  bridges,  but  is  now  rarely  built,  being  replaced  by  the 
Petit  truss. 


SS,  ALtJEBHAIC   KESOLUTION. 


Bridge  Analysis.  Whipple  Tru53.  Problem  15. 

h'--/?5«,    P'ZOTom.  Alqebr-aJc  Resolution.     Tan  0-0.50,  5ecO-IJZ. 

Wtand/Z6  .iS4  Tan  6  =  1.00,  Sec  B=  1.4 14. 

W5tC&    '3J6    *431    noz  *!3e     *534  "Z7.6    •127.6  "14.3   '"S.7  '100.0   •79.8 
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^Stad  Load  Ceeffkienli  and  Max.  Uv»  Load  Chord  Co€f<7cienh  —Dead  load Sfmie^  m  Tom. 
fjne'  f  ------  ... 


PsoLLEM  ijA.  Maximum  and  Minimum  Stresses  in  a  Whipple 
Truss  by  Algi;braic  Resolution. 
Ill}  Problem. — Given  a  Whipple  truss,  span  260'  o",  panel  length 
**"  0",  depth  40'  o",  dead  load  1,200  lbs.  per  lineal  foot  per  truss,  live 
Iwd  2floo  lbs,  per  lineal  foot  per  truss.  Calculate  the  maximum  and 
iiinimum  stresses  due  to  dead  and  live  loads.  Calculate  the  dead  load 
chord  and  web  stresses  and  the  live  load  chord  stresses  as  in  Problem 
'+    Scale  of  truss,  i"^3o'  o". 


t 
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Problem  i6.    Maximum  and  Minimum  Stresses  in  a  Through 
Baltimore  Truss  by  Algebraic  Resolution. 

(a)  Problem. — Given  a  through  Baltimore  truss,  span  320'  o' 
panel  length  20'  o",  depth  40'  o",  dead  load  800  lbs.  per  lineal  foot  pe 
truss,  live  load  1,800  lbs.  per  lineal  foot  per  truss.  Calculate  the  maxi 
mum  and  minimum  stresses  due  to  dead  and  live  loads  by  algebrai* 
resolution.     Scale  of  truss,  i"  =  4o'  o". 

(6)  Methods. — Construct  three  truss  diagrams  as  shown. 

Dead  Load  Stresses. — The  shear  in  each  of  the  hangers  is  IV,  whil« 
the  stress  in  each  of  the  diagonal  auxiliary  members  is  — ^lV'SCc6 
The  stress  in  the  upper  part  of  the  end-post  is  (+6i  +  i)^*sec( 
=^-\-ylV-SGcO,  where  -|-6^^F-sec^  is  the  stress  due  to  the  shear  am 
+  ^H^-sec^  is  the  stress  due  to  the  half  load  carried  toward  the  cente 
by  the  auxiliary  diagonal  member.  The  stress  in  the  main  diagonal  in  th< 
third  panel  is  —  $ilV-secOy  where  $iW  is  the  shear  in  the  panel;  whih 
the  stress  in  the  diagonal  in  the  fourth  panel  is  ( — 4J  —  i)lV'sec6=— 
S^F-sec  6y  where  4jrf'sec  0  is  the  stress  due  to  the  shear  in  the  panel  anc 
^W^-sec^  in  the  stress  carried  toward  the  center  of  the  truss  by  th< 
auxiliary  member.    The  chord  coefficients  are  calculated  as  in  Problem  13 

Lwe  Load  Stresses. — The  maximum  shear  in  the  third  panel  occur 
with  13  loads  to  the  right  of  the  panel  and  with  no  loads  to  the  lef 
of  the  panel.  The  shear  in  the  panel  is  then  equal  to  the  left  reaction 
equals  13  Xi(i3+  0  XP/i(^=^H^'  'The  stress  in  the  main  diag 
onal  in  the  third  panel  is  then  equal  to  — J^F-sec^.  The  stress  in  th< 
main  diagonal  in  the  fourth  panel  is    ( — ^P -j-y^P)  secd= — f^l 

sec  (9,  =  a  maximum,  the  maximum  shear  in  the  panel  being  12  X  ^ 
(12  +  i)  X  F/i6=  78  p.  In  like  manner  the  maximum  stresses  an 
found  in  sth  and  6th  panels  when  there  is  a  maximum  shear  in  the  5tl 
panel,  and  in  the  7th  and  Sth  panels  when  there  is  a  maximum  shear  ir 
the  7th  panel.  Minimum  stresses  in  the  3d  and  4th  panels  from  the  righ 
abutment  occur  when  there  is  a  minimum  shear  in  the  3d  panel ;  and  ii 
the  5th  and  6th  panels  when  there  is  a  minimum  shear  in  the  5th  panel 

(e)  Results. — The  double  panels  next  to  the  center  require  coun 
ters.     It  should  be  noticed  that  in  calculating  the  stresses  in  these  coun 
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ters  the  diagonal  auxiliary  tics  will  have  the  dead  load  stress  of  +  5,66 


Problem  i6a.  Maximum  and  Minimum  Stresses  in  a  Through 
Baltimore  Truss  by  Algebraic  Resolution, 
(fl)  Problem. — Given  a  through  Baltimore  truss,  span  320'  o", 
I^nel  length  20'  o",  depth  45'  o",  deati  load  800  lbs.  per  lineal  foot  per 
truss,  live  load  1,800  lbs.  per  lineal  foot  per  truss.  All  the  auxiliary 
tie  are  to  be  in  compression  as  in  the  ist  and  2d  panels  in  Problem 
10  and  as  in  Problem  6.  Calculate  the  maximum  and  minimum  stresses 
(tue  lo  dead  and  hve  loads  by  algebraic  resolution.  Scale  of  truss, 
'"=40' o". 
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I'lc.nsi-cjt  17.    X_.x:i::\K  an:-  Alintkii-m  Stresses  ik  a  LMH^'.-BjiCK 

lnvai-  rv  .^jL-:iaac*oc  AjciiiExrs. 

c  Prnhimi. — Grvec  ii  Cinnt-^tiack  tnis*.,  span  100'  o".  psnel 
icn§rii.  :r.'  v' .  'it^ttt  21  hn-  J5C^'  c^' .  a«r;nih  sz  r«3iter  2^'  o'\  dead  load  300 
lift,  iirr  Imetl  i:»-»:  j»tT  rrui-f.,  L-it-  J.Hi-  Scid  ]ife.  jier  lineal  fcKii  per  truss. 
CiJiTiihiit  lut-  maxirninr.  lui  rr.:mr~iiir.  srre^iHes  dnt  ic»  dcac  and  live 

:     Kr:*  .ids. — CiiC-ikit  i:»t  i.r:ns    •::    the  forces  as  sbc^wn  and 

1  caz  Ljac  Sj'csscs. — 7-:  ciJnuut  ibt  stress  m  the  eno-poa  2-,.C\* 
tfckf  cTTTLtr  ■.  f  miiiDein.i'  a:  1  .  tni  la^.y  h  serticm  rjJtUTig  l-,!';,  t':Z.j 
aiii  -L.-li...  arii:  ntrrpx  tv  lv  ir»f  rrns.s  :•:  zbt  ri^fhi.  Then  assrane  siress 
L..V  e:^  sr:  fxirrr-Ll  i.-rct  arr.Ty:  fr.rr.  tbt  cuttside  iC'ward  ibe  cut 
secu'.r..  im:  sirei-f  ~i^:  *.!-:;.  24  —  -^.  *  30=  a  Now  i?-=t>  tons 
aai  s:.rt*^^  -1,.:",  =  —  frv-;.S  T:»iif.  7:  rijcv.ixut  ihe  stresses  in  L^  and 
JL^Li  zjLiit  ibt  cc!c:tT  -.  f  :-i.ir:>tr"ti-  i^i  1  ani  jiass  £  section  mtting  njcm- 
lier*-  1. 17.  7.7...  hni  L  L...  zrii  rjmrsc  a  wit  ihe  tmss  to  liic  ligiit- 
TntTj  abiS-rsnt  ibt  ri^erf  :t  7-7^  as  lh  txiemaZ  fc*rce  acting  from  the 
■,»uisjSt  i.-m^ari  ibt  rn  ser^irL  ani  7  7.  —  iv'-  v.  30=a  Now  Jt^=6 
KCii-  cjj::  7*:it  ^ir^^^r  zi  7,7.  =  7.7.  ^=  —  t'lccis.  Tc»  calculate  the  stress 
^  I'-^l':,  Vt.V:t  'jr.'t  rtT:tT  .  f  r-j.rr-'tTTi-  £T  7...  and  jiass  a  secboe  miling 
taemlitr?  77'...  77-.  anz  77..  .  a^I  crrtini:  awax  the  truss  to  tiie  light- 
JrrtTT.  ai-^ir^rt  *7»t  Ktrrrf  :::  77,  a?-  ij::  t.x'fmai  force  acting  fronn  the 
'.cTLv-jt  ':.\\^'-i  '.'-■*•  m  sf--  ■'.  ar-I  7  7.  v  j»4^5  —  JT,  \40 — W 
/.  20^0.  ^'  .-*v  ri.  ==• .  ;7=  :;  ::-r.f.  iro^'^t  stress  in  LM.''r.  =  —  7.42 
J:   c:eJf:"'^£.:t  v.t  -:'r-^  .r    7  1.  :-L*;t  iht  ctT-ier  of  rnomcnts  at 


.'.T.^ 

» 


«.  ■  -  :;ic.rj   i   ^f  i"^"  .c   rv^/'.^  r'.-rTM'rrf'    .    .  . .   ^^  .1^..,  anci  l^.J^^  and 


'.;l'  ci-«vcv  -7t  :"^->r  :.  7  r  —j:!-:  77 tr.  assurrjc  ihe  stress  in  [7Lj 
<.•■  <.'  ^-^'.fr-.c'.  :'.r:t  ':.r..r  z.  :*  ~"  :""-  v:>7'-.  ::war;17^e  cr:  section,  and 
7  7.  '■  f  :■  r  -^  —  ■  '  '-•-■ —  '  •  ■  >-'  =  ~  N  '»v  J:.  =  r-  tons  and  Jr=  2 
t .r: V .  c.  -   .    — .    '   ^  .     —  —  ._...--.->..:.,..  >T^c'>r  ^  . -L,,  =  —  3 .TO  ton>, 

7.":c-  7.  .:i  .>:''.:::T — T:-  *-.  t  '   il  7;r:  s:rts>es  arc-  ecua]  to  t2ie 
'^e<.-i  V.rci  :"'.''  rt'-r— r-  r-'j*::-7.:f  J  ":v  >   ^.     7h-e  rr;axin:-jnT.  str^ess  in 

viiir.  7i7  i:  7..  .'..  .  irl  7.'.  "while  7"»e  TnaxTmum 
.•::r  v..:'  i  7.il  a:  7-  ccJv.  The  maxi- 
>:rv.r  v.- 7:  2''.  ihe  !:ve  iCvad?  on  the  bridg-e, 
V. :.:*•:  :"■  •:  "-•^^'V'^::—  :  -^t  rr— ■  r  v. •.!!  :cr.:r  when  th^ere  :s  a  n-»axhnum 
r-t'T-  :-.  v.r:  V  •.T.t'c-  ''.7/-  --^-i?  s.t  7.'  ani  77.     The  details  of  the 

a  •  «  «  •  •     « 

*»  rf*         *^         *■  I'i  X^  *  *^ 

:  Results. — 7h^  ^tre^f  :r.  the  ormter  t'JL/  and  the  chords 
(^'.r,'  i'  i  7.7/  r-€.-^-  ••e  cs.*cvla:e:  :v  the  n:eth>i  of  coeScients.  and 
V. :!'  V:  :*  •:  -i-^-r  i-  :  r  ^  i-.^^  v.::h  Tsra'/.c!  ch:rds  having  a  de^^h  of 
2-'  7'.  7y-r  -r^i'  :rvT.  rtrr^^  ir.  ^".7.  w:7  ror^r  with  loads  7./  and 
/..'     r   7':<:   \':  :2e.   -Ah^rr.  tre  lef:   react: :n  ev:-^a2s  2X  ^  ^  =  6  ^P. 
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U,Lt,U(L,,UaLj.-Momcnts  at  A.    Sinte+s,e»  isgreoterthan-uo 
UiLjxxi.7OtRiX6O-W«6O-o,U|Ls.-i.T0.   counter  UiL,wiM  act  and, - 
-.UaLixeEAa+Rixeo.o-WxBD.O'O.  -U,L,Kb;/t&'»ei4'ii60-Biieo>o.tJ,L,< 
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lOBLEM  17A.  Maximum  and  Minimum  Stresses  m  a  CAMEL-ii.\CK 
Truss  by  Algebraic  Moments. 
(o)  Problem, — Given  a  Caniel-baek  truss,  span  120'  o".  pane! 
length  20'  o",  depth  at  hip  25'  o",  depth  at  [/,  30'  o",  depth  at  t/j  30'  o", 
dead  load  300  lbs.  per  lineal  foot  per  truss,  live  load  800  lbs.  per  Hneal 
foot  per  truss.  Calculate  the  maximum  and  minimum  stresses  due  to 
dead  and  live  loads. 


A 
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Problem  i8.     Maximum  and  Minimum  Stresses  in  a  Through 

Warren  Truss  by  Graphic  Moments. 

(a)  Problem. — Given  a  through  Warren  truss,  span  140'  o",  panel 
length  20'  o",  depth  20'  o",  dead  load  800  lbs.  per  lineal  foot  per  truss, 
live  load  1,200  lbs.  per  lineal  foot  per  truss.  Calculate  the  maximum 
and  minimum  stresses  by  graphic  moments.  Scale  of  truss,  i"  =20'  o". 
Scale  of  loads,  i"  =  50,000  lbs. 

(b)  Methods.  Chord  Stresses. — Calculate  the  center  ordinate  of 
the  parabola  =  7c/-LV8rf  =  98,000  lbs.,  and  lay  it  off  at  5  to  the  pre- 
scribed scale.  Now  lay  off  the  vertical  line  1-5  at  the  left  and  right 
abutments.  Make  1-2  =  2-3  =  3-4  =  2  (4-5).  Draw  the  inclined 
lines  1-5,  2-5,  3-5,  4-5,  5-5.  The  intersections  of  these  lines  with  ver- 
ticals let  drop  from  the  lower  chord  points  are  points  in  the  stress  para- 
bola for  the  upper  chord  stresses.  The  stresses  in  the  lower  chords  are 
the  arithmetical  means  of  the  stresses  in  the  upper  chords  on  each  side. 
By  changing  the  scale  the  live  load  stresses  may  be  scaled  directly  from 
the  diagram. 

Web  Stresses. — At  the  distance  of  a  panel  to  the  left  of  the  left 
abutment  lay  off  the  vertical  line  1-8  equal  to  one-half  the  total  live 
load  on  the  truss,  to  the  prescribed  scale,  equal  1,200X70  =  84,000 
lbs.  Now  divide  the  line  1-8  into  as  many  equal  parts  as  there  are 
panels  in  the  truss,  and  mark  the  points  of  division  2,  3,  4,  etc.  Con- 
nect these  points  of  division  with  the  panel  point  7,  the  first  panel 
point  to  the  left  of  the  right  abutment.  Drop  verticals  from  the  panel 
points  of  the  lower  chord  of  the  truss  to  the  line  1-8,  and  the  inter- 
sections of  like  numbered  lines  will  give  points  on  the  curve  of  maxi- 
mum live  load  shears. 

To  construct  the  dead  load  shear  diagram,  lay  off  2^V,  downward 
to  the  prescribed  scale  under  the  left  abutment,  and  reduce  the  shear 
under  each  load  to  the  right  by  IV y  until  the  dead  load  shear  is  —  ^W 
at  the  right  abutment.  The  dead  load  shear  diagram  is  then  con- 
structed as  shown. 

Maximum  and  M  mi  mum  IV  eb  Stresses. — The  maximum  shear  in 
any  panel  is  then  the  ordinate  to  the  right  of  the  panel  point  on  the 
left  end  of  the  panel,  and  the  stresses  in  the  web  members  are  calcu- 
lated by  drawing  lines  parallel  to  the  corresponding  member  as  shown. 
Positive  stresses  are  measured  downwards  from  the  live  load  shear 
curve,  and  negative  stresses  are  measured  upwards  from  the  live  load 
shear  curve. 

(c)  Results. — This  method  is  an  excellent  one  for  illustrating  the 
effect  of  the  different  systems  of  loads,  but  consumes  too  much  time 
to  be  of  practical  use.  It  should  be  noted  that  the  maximum  ordinate 
to  the  chord  parabola  is  not  a  chord  stress  in  a  Warren  truss  with  an 
odd  number  of  panels. 


KtBLEH  i8a.     Maximum  and  Minimum  Stresses  in  a  Through  ] 
r  Truss  by  Graphic  Moments, 

(a)  Problem. — Given  a  through  Warren  truss,  span  160'  o",  panel 
loigtli  20"  o",  depth  24'  o",  dead  load  900  lbs.  per  lineal  foot  per  truss, 
Ifw  loati  1 .200  lbs.  per  lineal  foot  per  truss.  Calculate  the  maximum 
and  minimum  stresses  due  to  dead  and  live  loads  by  graphic  moments, 
cale  of  truss,  i"^25'  o".     Scale  of  loads,  i"^50,ooo  lbs. 
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Problem  19.    Maximum  and  Minimum  Stresses  in  an  Inclined 
Chord  Through  Warren  Truss  by  Graphic  Resolution. 

(a)  Problem. — Given  an  inclined  chord  through  Warren  truss, 
span  100'  o",  panel  length  20'  o",  depth  at  the  hip  15'  o",  depth  at  the 
second  panel  22'  6",  depth  at  the  center  25'  o",  dead  load  600  lbs.  per 
lineal  foot  per  truss,  live  load  1,000  lbs.  per  lineal  foot  per  truss.  Cal- 
culate the  maximum  and  minimum  stresses  due  to  dead  and  live  loads 
by  graphic  resolution.  Scale  of  truss,  i"=i5'  o".  Scale  of  dead 
loads,  i"  =  9,000  lbs.     Scale  of  live  loads  as  shown. 

(6)  Methods. — Construct  a  truss  diagram  and  calculate  the  dead 
load  stresses  in  the  usual  way  as  shown.  The  live  load  chord  stresses 
are  found  by  multiplying  the  dead  load  chord  stresses  by  5/3.  To 
calculate  the  maximum  and  minimum  web  stresses  proceed  as  follows : 
Assume  that  the  truss  is  fixed  at  the  right  abutment  and  that  the  left 
reaction  is  i?i  =  say  10,000  lbs.  with  no  loads  on  the  bridge.  Then 
beginning  at  the  left  reaction  R^y  calculate  by  graphic  resolution  the 
stresses  in  the  different  members  of  the  truss  due  to  the  left  reaction 
of  10,000  lbs.,  there  being  no  loads  on  the  bridge.  The  reaction  is  laid 
off  to  a  scale  of  i"  =  6,000  lbs.  Now  to  calculate  the  maximum  live 
load  stress  in  any  web  member  multiply  the  stress  as  scaled  from  the 
diagram  by  the  ratio  of  the  left  reaction  which  produces  the  maximum 
stress  to  10,000  lbs.  For  example,  the  member  1-2  has  a  maximum 
stress  with  all  the  joints  loaded  and  the  reaction  is  20,000  lbs.,  or  the 
scale  of  the  stress  is  i"=  12,000  lbs.  The  stress  1-2  then  equals 
— 14,500  lbs.  The  maximum  live  load  stress  in  2-3  occurs  with  loads 
at  the  three  panel  points  at  the  right,  and  i?3  =  J(3  X  2P)  =12,000 
lbs.,  or  the  scale  of  the  stress  in  the  diagram  is  i"  =  7,200  lbs.,  and 
the  stress  in  2-3  equals  -|-  7,900  lbs.  The  stresses  in  the  remaining 
web  members  are  calculated  in  the  same  manner. 

(c)  Results. — This  solution  may  be  used  to  calculate  the  maximum 
and  minimum  stresses  in  any  truss,  but  it  is  best  adapted  to  the  solu^ 
tion  of  stresses  in  trusses  like  the  one  shown.  The  maximum  and 
minimum  stresses  are  given  on  the  right  hand  side  of  the  truss  diag^am^ 
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*<jaLi;M  T9.\.  Max]mi;ii  anu  Minimum  Sthesses  is  an  Inclined 
Chord  THROur.n  Wabren  Truss  by  Graphic  Resolution. 
(n)  Problem, — Given  an  inclined  chord  through  Warren  truss, 
•pan  120'  o",  panel  length  20'  o",  depth  at  the  hip  15'  o",  depth  at  the 
'^^Wd  panel  in  the  top  chord  22'  6",  depth  at  the  third  panel  25'  o" 
Imiildle  panel  has  parallel  chords'),  dead  load  600  lbs.  per  lineal  foot 
P*' ttiiss.  live  load  i.ioo  lbs.  per  lineal  foot  per  truss.  Calculate  the 
"Sximum  and  minimum  stresses  due  to  dead  and  live  loads  by  graphic 
tftolution.  Scale  of  truss,  1 "  ^  20'  o".  Scale  of  dead  loads,  i "  =^  10,000 
In.   Scale  of  live  loads  as  calculated. 
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Problem  20.    Maximum  and  Minimum  Stresses  in  a  Petit  Truss 

BY  Algebraic  Moments. 

(a)  Problem. — Given  a  Petit  truss,  span  350'  o*^,  panel  length  25' 
o",  depth  at  the  hip  50'  o",  depth  at  center  58'  o",  dead  load  0.9  tons  per 
lineal  foot  per  truss,  Hve  load  1.4  tons  per  lineal  foot  per  truss.  Cal- 
culate the  maximum  and  minimum  stresses  due  to  dead  and  live 
loads  by  algebraic  moments.  Scale  of  truss,*  i"  =  4o'  o".  Scale  of 
lever  arms,  any  convenient  scale. 

(fe)  Methods. — Construct  a  truss  diagram  carefully  to  scale  as 
shown.  Construct  one-half  the  truss  to  scale  on  a  large  piece  of  paper 
and  calculate  the  lever  arms  as  shown,  and  check  by  scaling  from  the 
diagram.     The  methods  of  calculation  will  be  shown  by  two  examples: 

1.  Stresses  in  Tie  6-1 ,  Dead  Load  Stress, — Pass  a  section  cutting 
members  7-X,  6-7,  and  6-}',  and  cutting  away  the  truss  to  the  right. 
The  center  of  moments  will  be  at  A,  the  intersection  of  chords  y-X 
and  6-}^.  Now  assume  the  stress  in  6-7  as  an  external  force  acting 
from  the  outside  toward  the  cut  section.  Then  for  equilibrium  6-7 
X477o  +  i^iX575  — 3W'^'X625  =  o.  Now  R^  =  146.25  tons  and 
W  =  22,5  tons,  and  solving  the  ecjuation  gives  stress  6-7  =  —  87.8 
tons. 

Live  Load  Stresses, — The  maximum  live  load  stress  in  6-7  will 
occur  with  the  longer  segment  of  the  truss  loaded.  Taking  moments 
about  point  A  as  for  the  dead  loads  the  maximum  live  load  stress 

6-7  X  4770 -f  i^i  X  575 ^  o-       Now    i^i  =  55/14X35    tons  =  137.5 
tons,  and  the  stress  in  6-7  =  —  165.8  tons. 

The  minimum  live  load  stress  in  6-7  will  occur  with  the  shorter 

segment  of  the  truss  loaded.     Taking   moments   about   the   point   A, 

6-7  X  4770  +  ^1  X  575  —  3^  X  625  =  o.     Now  /?» =90  tons, P  =  35 
tons,  an<l  stress  in  ()-7    -  -j-  29.1  tons. 

2.  Stresses  in  Tie  7-7.  Dead  Load  Stress. — Pass  a  section  cutting 
members  7--V,  4-7,  4-  5  and  5-I',  and  cutting  away  the  truss  to  the 
right.  Now  assume  the  stress  in  4-7  as  an  external  force  acting  from 
the  outside  toward  the  cut  section.  Tlien  for  equilibrium  about  the 
point  A,  stress  4-7  X  477-0  +  ^1  X  575  —  stress  4-5  X  44^.0  —  2IV 
X  612.5  --0.  N(nv  the  number  4-5  will  carry  one-half  the  load  car- 
ried by  5-6,  and  the  stress  ecjuals  1/2  X  22.5  X  1.414  =  +  15.9  tons. 
R^=  146.25  tons,  and  2fF^^45  tons.     Then  stress  4-7  =  —  103.6  tons. 

Live  Load  Stresses. — The  maximum  live  load  stress  in  4-7  will 
occur  with  the  longer  segment  loaded.  Taking  moments  about  A  as 
for  dead  loads,  stress  4-7  X  477-0  +  /^,  X  575  —  stress  4-5  X  442.0  =  0. 
Now  stress  4-5  =  -f  24.8  tons,  and  R^  =  66/14  X  35  =  165  tons. 
Then  stress  4-7  =  —  175-7  tons. 

Tlie  minimum  live  load  stress  in  4-7  will  occur  with  two  loads  to 
the  left  of  the  panel.  Taking  moments  about  the  point  A,  the  stress 
4-7  X  477-0  +  ^^1  X  575  —  2/'  X  612.5  =  0.  Now  Ri  =  62.5  tons  and 
2P  ^^  70  tons.     Then  stress  4-7  =  -f-  14.5  tons. 

The  stresses  in  the  members  in  the  first  and  second  panels  and  in 
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the  two  middle  panels  may  be  calculated  by  coefficients.  Check  up  the 
dead  load  chord  stresses  by  comparing  with  the  stresses  obtained  by 
graphic  resolution  in  Problem  6. 

(c)  Results. — The  auxiliary  members  carry  the  stresses  directly 
toward  the  abutments  and  there  is  no  ambiguitj-  of  loading  as  in  the 
case  of  a  truss  subdivided  as  in  Problem  i6.  However,  the  method  of 
subdividing  shown  in  Problem  i6  is  used  in  preference  to  that  sliown 
in  this  problem.  The  Petit  truss  is  <|uite  generally  used  for  long  span 
pin-connected  highway  and  railway  bridges. 


PROBLEM20A.      MAXIMUM   AXD  MlMMUM    STRESSES   IN  A  pETlT  TruSS 

nv  ALUKr.RAir  Moments. 
(a)  Problem. — Given  a  Petit  truss  with  the  same  span  and  loads 
as  in  Problem  20,  the  auxiliary  bracing  to  he  the  same  as  in  Problem 
16.     Calculate  the  maximum  and  minimum  stresses  due  to  dead  and 
live  loads  by  algebraic  moments. 
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Problem  21.    Li\x  Load  Stresses  in  a  Through  Pratt  Truss  for 

Cooper's  E  40  Loading. 

(a)  Problem. — Given  a  Pratt  truss,  span  165'  o",  panel  length  23' 
6|'',  depth  30'  o",  live  load  Cooper's  E  40  loading.  Calculate  the  posi- 
tion of  the  loads  and  the  maximum  and  minimum  stresses  due  to  the 
prescribed  loading  by  algebraic  moments.     Scale  of  truss,  i''  =  25'  o". 

{b)  Methods.  Chord  Stresses. — Calculate  the  position  of  the 
wheels  for  a  maximum  bending  moment  at  the  different  joints  in  the 
lower  chord.  The  criterion  for  maximum  bending  moment  at  any 
joint  in  a  Pratt  truss  is,  '*  the  average  load  on  the  left  of  the  section 
must  be  the  same  as  the  average  load  on  the  entire  bridge."  Having 
determined  the  wheel  that  is  at  the  joint  for  a  maximum  moment,  cal- 
culate the  maximum  bending  moment  as  shown.  Having  calculated 
the  maximum  bending  moments,  the  chord  stresses  are  found  by  divid- 
ing the  bending  moment  by  the  depth  of  the  truss.  The  moment  dia- 
gram is  given  in  Fig.  95. 

IVeb  Stresses. — Calculate  the  position  of  the  wheels  for  maximum 
shears  in  the  different  panels.  The  criterion  for  maximum  shear  in 
a  panel  is,  "  the  load  on  the  panel  must  equal  the  load  on  the  bridge 
divided  by  the  number  of  panels."  The  criterion  for  maximum  bend- 
ing moment  at  L,  is  the  same  as  the  criterion  for  maximum  shear  in 
panel  L^^.  Having  determined  the  position  of  the  wheels  for  maxi- 
mum shears  in  the  different  panels,  calculate  the  maximum  shears  as 
shown.  The  stress  in  a  web  is  ecjual  to  the  shear  in  the  panel  multi- 
plied by  sec^. 

Floorbeam  Reaction. — The  stress  in  the  hip  vertical  U^L^  is  equal 
to  the  maximum  tlo<3rbeam  reaction.  This  is  calculated  as  follows: 
Take  a  simple  beam  with  a  span  ecjual  to  the  sum  of  two  panel  lengths 
and  calculate  the  maximum  bending  moment  at  the  point  in  the  beam 
corresponding  to  the  panel  p<Mnt;  in  this  case  it  will  be  the  center  of 
the  span.  This  l>en<ling  moment  multiplied  by  the  sum  of  the  panel 
lengths  (livitled  by  the  product  oi  the  panel  lengths  will  be  the  maxi- 
mum rl«x)rbeam  reaction :  in  this  case  the  maximum  bending  moment 
at  the  center  will  be  multiplied  by  2  divide^.!  by  the  panel  length. 

(c)  Results. — When  the  maximum  stresses  occur  in  chords  L\L\^ 
L\L\'  and  LA.J,  counter  r,'L.  is  in  action.  It  occasionally  happens 
that  there  is  m«>re  than  one  position  oi  the  loading  that  will  satisfy 
the  criteri«.»n  for  maximum  trending  moment.  In  this  case  the  moments 
tor  each  case  must  be  calculated.  The  equivalent  uniform  load  for 
the  truss  from  Fig.  48,  is  2475  lbs.  per  lineal  foot  per  truss.  This 
l«:)a«]  i^  use<i  t-^r  calculating  maximum  moments  and  shears,  using  equal 
jr^int  loa-ls  in  the  same  manner  as  for  highway  bridges.  To  calculate 
the  maximum  rl(X»rbeam  reaction  an  equi\-alent  load  of  3.1 10  lbs.  per 
lineal  w\  is  used.  The  stringers  are  always  designed  for  actual  wheel 
concentrations,  or  by  means  of  tables  calculated  for  actual  wheel  loads. 
F«:»r  equivalent  uniform  l<>ads  for  floorbeams.  stringers,  etc.,  see  Table  X. 
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A.  Live  I_0-\d  Str!:sses  in  a  Through  Pratt  Truss 
FOR  Cooprh's  E  40  Loading. 
(a)  Problem-^Given  a  Pratt  truss,  span  200'  o",  panel  length  25' 
o",  depth  32'  o",  live  load  Cooper's  E  40  loading.  Calculate  the  posi- 
tion of  the  loads  and  the  maximum  and  minimum  stresses  due  to  the 
rescribed  loading  by  algebraic  moments.  Check  the  concentrated  live 
stresses  by  calculating  the  maximum  and  minimum  stresses  for 
equivalent  uniform  live  load  as  given  in  Fig.  48.  Scale  of  truss, 
=  30'  o". 


184  solutions  of  problems. 

Problem  22,    Stresses  in  the  Portal  of  a  Bbidge  by  Algebraic 

Moments  and  Graphic  Resolution. 

(a)  Problem. — Given  the  portal  of  a  bridge  of  the  type  shown, 
inclined  height  30'  o",  center  to  center  width  15'  o",  load  /?  =  2,000 
lbs.,  end-posts  pin-connected  at  the  base.  Calculate  the  stresses  by 
algebraic  moments  and  check  by  graphic  resolution.     Scales  as  shown, 

{h)  Methods.— Now  H  =  H'=  1,000  lbs.  F=— F',  and  by 
taking  moments  about  B,  F= 30  X  2,000/15=4,000  lbs.  =  — V. 

Algebraic  Moments. — In  passing  sections,  care  should  be  used  to 
avoid  cutting  the  end-posts  for  the  reason  that  these  members  are  sub- 
ject to  bending  stresses  in  addition  to  the  direct  stresses.  To  calcu- 
late the  stress  in  member  3-F  take  the  center  of  moments  at  joint  ( i ) 
and  pass  a  section  cutting  members  4-6,  3-4  and  3-Y,  and  cutting  the 
portal  away  to  the  left  of  the  section.  Then  assumes  stress  3-F  as  an 
external  force  acting  from  the  outside  toward  the  cut  section,  and  3-F 
X  10  X  0.447  sin  ^  +  ^  X  1,000=0.  The  stress  in  3-F  =  —  6,710 
lbs.     The  remaining  stresses  are  calculated  as  shown. 

Graphic  Resolution, — Lay  off  a-A=A-b  =  H  =1,000  lbs.,  and 
^-F=F'  =  4,000  lbs.  Then  beginning  at  point  B  in  the  portal  the 
force  polygon  for  equilibrium  is  ctr-A-Y-i'-a,  in  which  I'-a  is  the 
stress  in  the  auxiliary  member  i-a,  and  F-i'  is  the  stress  in  the  post 
l-F  when  the  auxiliary  member  is  acting.  The  true  stress  in  i-F  is 
equal  to  the  algebraic  sum  of  the  vertical  components  of  the  stress 
I'-a  and  F-i',  and  equals  F'  =  —  4,000  lbs.  Next  complete  the  force 
triangle  at  the  intersection  of  the  auxiliary  members.  Stress  I'-o  is 
known  and  the  force  triangle  is  t7-i'-2'-a,  the  forces  acting  as  shown. 
The  stress  diagram  is  carried  through  in  the  order  shown,  checking  up 
at  the  point  A.  The  correct  stresses  are  shown  by  the  full  lines  in 
the  stress  diagram.  The  true  stress  in  3-2  will  produce  equilibrium 
for  vertical  stresses  at  joint  (i)  as  shown.  The  maximum  shear  in 
the  posts  is  //=  1,000  lbs.  The  maximum  bending  moment  in  the 
posts  will  occur  at  the  foot  of  the  member  3-F,  joint  (3),  and  is 
M  =  1,000  X  20  X  12  =  240,000  in.-lbs. 

(c)  Results. — The  method  of  graphic  resolution  requires  less 
work  and  is  n^ore  simple  than  the  method  of  algebraic  moments. 

Note:  The  portal  is  not  pin-connected  at  joints  (3)  and  the  corre- 
sponding joint  on  the  opposite  side,  as  might  be  inferred  from  the 
figure. 
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Problem  22a.  Stresses  in  the  Portal  of  a  Briuge  by  Algebraic 
Moments  and  Graphic  Resolution. 
(fl)  Problem. — Given  the  portal  shown  in  Problem  22,  except  that 
the  posts  are  fixed  at  their  bases.  Calculate  the  stresses  by  algebraic 
moments  and  check  by  graphic  resolution.  Assume  the  point  of  contra- 
flexiire  as  half  way  between  the  base  of  the  post  and  the  foot  of  the 
knee  brace.     Scales  as  in  Fig.  22. 


186  solutions  of  problems. 

Problem  23.    Wind  Load  Stresses  in  a  Trestle  Bent. 

(a)  Problem. — Given  a  trestle  bent,  height  45'  o",  width  at  the 
base  30'  o",  width  at  the  top  9'  o",  wind  loads  P©,  Pi,  Pj,  Psi  P4,  as 
shown.  Calculate  the  stresses  in  the  members  of  the  bent  due  to  wind 
loads  by  algebraic  moments,  and  check  by  calculating  the  stresses  by 
graphic  resolution.  Assume  that  the  diagonal  members  are  tension 
members,  and  that  the  dotted  members  are  not  acting  for  the  wind 
blowing  as  shown.  Scale  of  truss,  i"=  10'  o".  Scale  of  loads,  i"  = 
2,000  lbs. 

(b)  Methods. — Algebraic  Moments. — To  calculate  the  stresses  in 
the  diagonal  members  take  centers  of  moments  about  the  point  A,  the 
point  of  intersection  of  the  inclined  posts.  Then  to  calculate  the 
stress  in  3-4,  pass  a  section  cutting  members  Z-X,  3-4  and  4-F; 
assume  that  the  stress  in  3-4  is  an  external  force  acting  from  the  out- 
side toward  the  cut  section,  and  3-4  X  15.9'  + 3»ooo  X  19-3' +.3»ooo 
X  11.3'  =  o.  The  stress  3-4= — 5,800  lbs.  Stresses  in  4-5,  5-6,  6-7, 
7-8  and  8-Z  are  calculated  in  a  similar  manner.  To  obtain  reaction 
/?i  take  moments  about  /?2»  and  R^  X  30'  —  2,000  X  15'  —  2,000  X  30' 
—  3,000X45'  —  3,000  X  53' =  0.     Then   7?i  =  12,800   lbs.  =  —  R^, 

To  calculate  the  stress  in  4-F,  take  center  of  moments  at  joint  Pj, 
and  pass  a  section  cutting  members  5-X,  4-5  and  4-F,  and  assume  the 
stress  in  4-F  as  an  external  force  acting  from  the  outside  toward 
the  cut  section.  Then  4-F  X  156'  —  3,000X15'  —  3,000  X23'  =  o. 
Then  4-F==  +7,300  lbs. 

Graphic  Resolution. — The  load  P^  is  assumed  as  transferred  to  the 
bent  by  means  of  the  auxiliar}^  members.  The  loads  P©,  P^,  P,,  P,,  P^ 
are  laid  off  as  shown,  and  with  the  load  Pq  the  stress  triangle  Y-X-'2 
is  drawn.     The  remainder  of  the  solution  is  easily  followed. 

(r)  Results. — The  stress  in  the  auxiliary  member  2-Y  acts  as  a 
load  at  the  top  of  post  4-F.  Load  Pq  is  the  wind  load  on  the  train 
and  is  transferred  to  the  rails  by  the  car.  For  the  reason  that  the 
wind  may  blow  from  the  opposite  direction,  both  sets  of  stresses  must 
be  considered  in  combination  with  the  dead  and  live  load  stresses  in 
designing  the  columns. 
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Problem  23A.    Wind  Load  Stresses  in  a  Trestle  Bent. 

(a)  Problem. — Given  a  trestle  bent,  height  54'  o",  panels  18'  o'', 
width  at  the  base  30'  o",  width  at  the  top  8'  o",  wind  loads  P^,  Fj,  Pj, 
P3.  P4  as  shown  in  Problem  23.  Calculate  the  stresses  in  the  members 
of  the  bent  due  to  wind  loads  by  algebraic  moments,  and  check  by  cal- 
culating the  stresses  by  graphic  resolution.  Assume  that  the  diagonal 
members  are  tension  members,  and  that  the  dotted  members  are  not 
acting  for  the  wind  blowing  as  shown.  Scale  of  truss,  i"  =  io'  o". 
Scale  of  loads,  i"  =  2.000  lbs. 
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Problem   24.    Wind  Load   Stresses   in   a   Transverse   Bent  by 

Graphic  Resolution. 

(a)  Problem. — Given  a  transverse  bent,  span  40'  o,"  pitch  of  roof 
1,  height  of  posts  20'  o",  posts  pin-connected  at  the  base,  wind  load  20 
lbs.  per  square  foot  of  vertical  projection.  Calculate  the  wind  load 
stresses  in  the  bent  by  graphic  resolution.  Scale  of  bent,  1''  =  10'  o". 
Scale  of  loads,  i"  =  3,000  lbs. 

( b )  Methods.— Now  H  =  i^P  =  4,500  lbs.  =  H\  To  calculate  V 
take  moments  about  the  foot  of  the  right-hand  post,  and  FX40'  — 
3,000  X  1 3 J'  —  I  »750  X  20'  —  1 ,500  X  25'  —  750  X  30' = o-  Then  V 
=  +3»375  lbs.  =  — F'. 

To  construct  the  stress  diagram  lay  off  the  load  line  Pj  +  Pj  -|-  P, 
+  P4  +  PB,  and  i-y=r  =  3,375  lbs.  Beginning  at  the  foot  of  the 
windward  post,  V  acts  downward,  H  =  X-i  acts  to  the  left,  P5  acts 
to  the  right.  The  polygon  is  closed  by  drawing  lines  parallel  to  i-X 
and  i-F,  the  final  stress  polygon  being  F-i~X-X-i'.  Then  pass  to  the 
load  P4  in  the  transverse  bent,  and  in  the  stress  diagram  P^  acts  to  the 
right,  i-X  acts  upwards  to  the  left,  1-2  acts  to  the  right,  and  2-X 
acts  downwards  to  the  left,  closing  the  polygon.  The  remainder  of  the 
stress  diagram  is  drawn  in  a  similar  manner,  passing  to  the  foot  of 
the  knee  brace,  then  to  the  top  of  the  post,  etc.,  finally  checking 
up  at  the  foot  of  the  leeward  post.  The  maximum  shear  is  in  the  lee- 
ward post,  below  the  knee  brace  the  shear  is  77=  1,000  lbs.,  above  the 
knee  brace  the  shear  is  the  horizontal  component  of  the  stress  in  lo-X 
=  io'-X  =  9,000  lbs.  The  maximum  bending  moment  in  the  post  is  at 
the  foot  of  the  leeward  knee  brace  and  is  M=  1,000  X  I3J=I3»333 
ft.-lbs.  For  further  explanation  see  the  author's  "The  Design  of 
Steel  Mill  Buildings.'' 

ic)  Results. — The  stresses  in  the  members  do  not  follow  the  usual 
rules  for  trusses  loaded  with  vertical  loads ;  the  top  chord  is  partly  in 
tension  and  partly  in  compression,  while  the  bottom  chord  is  in  com- 
pression. The  bent  should  be  designed  for  the  wind  load  stresses  com- 
bined with  the  dead  load  and  the  minimum  snow  load  stresses,  for  the 
wind  load  and  the  dead  load  stresses,  or  for  the  wind  load  and  the 
dead  load  stresses,  whichever  combination  produces  maximum  stresses 
or  reversals  of  stresses. 

The  stresses  in  the  posts  are  calculated  by  dropping  the  points  i,  2, 
10  and  II  to  the  points  i',  2\  10'  and  11',  respectively,  on  the  load  line, 
or  on  load  line  produced.  The  stresses  in  the  windward  post  are  i'— K 
and  2'-3,  while  the  stresses  in  the  leeward  post  are  ii'-F  and  9-10'. 
The  maximum  shear  in  the  leeward  post  is  above  the  knee  brace  and 
is  lo'-A''^  0,000  lbs. 
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Problem  24A.    Wind  Load  Stresses  in  a  Transverse  Bent  by 

Graphic  Resolution. 

(a)  Problem. — Given  a  transverse  bent,  span  40'  o",  pitch  of 
roof  J,  height  of  posts  20'  o",  posts  pin-connected  at  the  base,  wind 
load  20  lbs.  per  square  foot  normal  to  the  sides  and  the  normal  com- 
|X>nent  of  a  horizontal  wind  load  of  30  lbs.  i)er  square  foot  on  the 
roof.  (The  normal  load  on  the  roof  for  a  horizontal  wind  load  of  30 
lbs.,  is  22 J  lbs.  per  sq.  ft.,  see  "  Steel  Mill  Buildings.'*)  Calculate  the 
wind  load  stresses  in  the  transverse  bent  by  grai)hic  resolution.  Scale 
of  bent,  i"=io'  o".     Scale  of  loads,  i"  =  3,000  lbs. 


PART  IL 
THE  DESIGN  OF  HIGHWAY   BRIDGES. 

Introduction. — Highway  bridges  are  built  (i)  of  steel  or  iron; 
(2)  of  steel  or  iron  and  timber;  (3)  of  timber;  (4)  of  masonry  or 
concrete;  and  (5)  of  reinforced  concrete. 

Steel  Bridges. — Steel  highway  bridges  may  for  convenience  be 

divided  into  (a)  short  span  bridges,  including  beam,  leg  and  low  truss 

bridges;  (b)  high  truss  bridges;  and  (c)  plate  girders.     Truss  bridges 

sre  made  with  pin-connected  joints — "pin-connected,"  or  with  riveted 

joints—"  riveted." 

Combination  Bridges. — Combination  bridges  have  timber  upper 

chords,  posts  and  struts,  and  steel  or  iron  tension  members.     Combi- 

'^^.tion  bridges  are  commonly  made  with  the  Pratt  type  of  truss,  and 

'^^y  have  parallel  or  inclined  chords.     Combination  bridges  are  used 

oialy  where  timber  is  cheap,  and  steel  and  iron  are  relatively  expensive. 

Timber  Bridges. — Timber  is  used  for  trestles,  culverts,  and  occa- 
s^^^nally  for  truss  bridges.  The  Howe  truss  is  usually  made  with 
^*^^ber  upper  and  lower  chords  and  diagonal  struts,  the  vertical  ties 
»^^ing  steel  or  iron  rods.  Timber  bridges  are  now  used  only  for  tem- 
porary structures  and  for  locations  where  there  is  not  sufficient  money 
*or  good  bridges. 

Masonry  Bridges. — Arch  bridges  were  formerly  made  of  stone 
Masonry  or  plain  concrete  and  later  of  reinforced  concrete.     Masonry 
t^ridges,  when  properly  designed  and  constructed,  are  permanent  struc- 
tures. 

Reinforced  Concrete  Bridges. — Reinforced  concrete  is  now  quite 
generally  used  for  arch  and  beam  highway  bridges,  trestles  and  cul- 
verts.   Reinforced  concrete  structures  can  be  built  in  locations  where 

191 


192  DESIGN   OF    HIGHWAY   BRIDGES. 

it  would  not  be  possible  to  build  ordinary  masonry  arches,  and  < 
usually  be  built  for  less  money.  Reinforced  concrete  structu 
require  great  care,  and  when  so  constructed  are  permanent. 

The  design  of  different  types  of  highway  bridges  will  be  discusi 
in  detail  in  Part  II. 


CHAPTER  X. 

Short  Span  Steel  Highway  Bridges. 

Introduction. — The  term  short  span  highway  bridges  will  be  assumed 
to  include  beam,  leg  and  low  truss  bridges. 

BEAM  BRIDGES. — Beam  bridges  are  made  by  placing  steel  beams 

side  by  side  with  the  ends  resting  on  the  abutments.     The  roadway 

floor  is  usually  made  of  planks  laid  transversely  on  the  tops  of  the 

l>cams.     The  spacing  of  the  beams  depends  upon  the  load  to  be  carried 

^nd  upon  the  thickness  of  the  floor  planks,  and  varies  from  2  to  3 

f^et.    A  common  rule  for  the  thickness  of  oak  floor  planks  is  that 

^e  plank  shall  have  at  least  one  inch  in  thickness  for  each  foot  of 

spacing  of  the  joists  or  stringers.     The  outside  beams  carry  a  smaller 

*oad  than  the  intermediate  beams  and  are  usually  steel  channels.     The 

"^termediate  beams  are  steel  I  beams.     It  is  commonly  specified  that 

tolled  beams  shall  have  a  depth  not  less  than  %o  the  span. 

A  steel  beam  bridge,  as  designed  by  the  Pittsburg  Bridge  Company, 

^^  shown  in  Fig.  140.     This  bridge  was  designed  for  a  roadway  15  feet 

^^icie.     The  hub  guard  or   fence  railing  is  composed  of  two  angles 

^^ced,  while  the  posts  are  single  angles  braced  as  shown.     The  bottom 

*^^nges  of  the  beams  are  braced  by  means  of  a  4-in.  channel  as  shown. 

^^e  lower  flanges  of  the  beams  are  not  punched  but  are  fastened  to 

^*^^  channel  braces  by  means  of  lugs.     The  floor  planks  are  spiked  to 

the  3"  X  8"   spiking  strips,  which  are  in  turn  bolted  to  the  upper 

"anges  of  the  beams.     The  shims  that  are  placed  between  the  felloe 

S^ard  and  the  floor  planks  are  of  doubtful  utility.     This  bridge  has  no 

^teral  bracing,  the  floor  being  sufficiently  rigid  to  transfer  the  wind 

Wds  to  the  ends  of  the  bridge. 

Standard  steel  beam  bridges,  as  designed  by  the  American  Bridge 
Company,  are  shown  in  Fig.  141  and  Fig.  142.     The  details  of  both 
bridges  are  the  same  with  the  exception  of  the  fence.     Angle  cross- 
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braces  are  used  on  both  bridges  in  the  place  of  the  channel  brace^^ 
shown  in  Fig.  140.     The  beams  rest  directly  on  the  bridge  seat  of  th 
abutment  and  not  on  wall  channels  as  in  Fig.  140,  although  a  channel 


I  ^mf  .'sf 


-A^Vi 


3ide  ^ie^aftan 


j^-^fiWr 


^—4  C-5:f 


CfV35  5Hfion 
Fig.  140.    Beam  Bridge.     (Pittsburg  Bridge  Company.) 

is  sometimes  laid  on  the  bridge  seat  with  the  legs  turned  down  to 
carry  the  beams.  The  gas  pipe  rail  in  Fig.  141  is  much  cheaper  than 
the  lattice  rail  in  Fig.  142.  The  sizes  and  spacing  of  the  beams  for 
the  standard  beam  bridges  shown  in  Figs.  141  and  142  for  different 
roadways  and  spans  are  given  in  Table  XII  (also  see  Tables  VII  and 
VII,  Chai)ter  II).  The  bridges  in  Table  XII  were  designed  for  a  live 
load  of  125  lbs.  per  square  foot  of  floor,  or  a  15-ton  road  roller.  The 
weight  of  the  railing  shown  in  Fig.  142  may  be  taken  at  33  lbs.  per 
lineal  foot  of  bridge,  plus  100  lbs.  for  each  railing  post. 

In  the  place  of  the  si)iking  strips  on  the  tops  of  the  beams,  as  shown 
in  r^igs.  140  to  142,  inclusive,  spiking  strips  are  sometimes  bolted  on  the 
sides  of  the  channels  and  the  center  I  beam,  or  two  channels  are  used 
for  the  center  beam  with  the  spiking  strip  bolted  between  them.  The 
floor  planks  are  spiked  to  these  spiking  strips,  and  are  fastened  to  the 
other  beams  by  clinching  spikes,  which  have  been  driven  through  the 
planks,  around  the  top  flanges  of  the  beams. 


STEEL    BEAM    BRIDGES. 


The  maximum  span  for  beam  bridges  is  usually  given  as  40  feet. 
A'  better  limit  for  beam  spans  is  32  feet.     Rivete<l  truss  bridges  should 
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be  used  for  spans  of  32  feet  and  upwards  for  country  bridges,  am 
plate  girders  for  heavy  city  bridges.     Riveted  bridges  for  spans  of,  sa} 


40  feet  are  more  economical  than  beam  bridges  and  will  give  fidly  a 
great  a  length  of  service.  The  ends  of  beam  bridges  should  always  b 
supported  on  masonry  abutments  (see  Chapter  XV). 
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A  beam  bridge  with  a  solid  floor  is  shown  in  Fig.  143.  The  bridge 
consists  of  six  20"  @  60-lb.  I  beams,  with  4"  @  7i-lb.  I  beams  laid 
transversely  and  spaced  2'  2"  apart.     The  concrete  floor  is  reinforced 

TABLE  XII. 

Standard  Beam  Highway  Bridges.     (American   Bridge  Company,  Class  D 
Loading.)    Also  See  Tables  VII  and  VIII,  Chapter  II. 


Length  outfo 
wt  of  beams 

irWide 

14' Wide 

leild'Wfde 

20'&22'Wide 

10%  14' 

3-7"l^l5  lb. 
2'7"C^e^lb. 

4'7"l3l5  lb 
2'7"3eilb. 

5-7'lsl5lb. 
2'7"C5^^lb. 

6-7 '1^15  lb. 
2'7'^^^lb. 

l5'fo  Id' 

3'd'pl0lb. 
2-6" I> Hi  lb. 

4-e^PI6  lb. 
2'e''l>lli^lb. 

5'6'i^fd/b. 
2-6"l?llilb. 

e-d^PId^  lb. 
2'd''&l/iW. 

/0%  22' 

3'^'jr^2l/b. 
2'9''l?/3jlk 

4'O'ini  lb 
2'e'3l3ilb. 

5-e'^^2l  lb 
2'e"[>l3ilb 

e-e'j[^2iib. 

2-9''l>l3ilbL 

23%  2  e' 

3'I0''M5  lb. 
2^I0''5I3  lb. 

4'IO'l^23  lb 
2'I0"5I5  lb. 

S'lO'MS  lb 
2'I0"5I5  lb. 

6- logins  lb 
2-IO''OI5  lb. 

27'fo30' 

3'l2'li3lilb. 
2-ll''320ilb. 

4-l2''P3lilb 
2- 12  "3201  lb. 

5-l2"ls3lilb 
2'l2'l>20ilb 

e'l2''ls3lflb. 
2-l2"320ilk 

31%  35' 

3-15% 4?  lb. 
2- 15" &  33  lb 

4-ls"l542  lb 
2-l5'*333  lb. 

5-l5'lU2  lb. 
2-15" Q 33  lb 

6-l5'l^42  lb. 
2-i5':B33  lb. 

36'fo40' 

5-ld''l^55  lb 

^Id^USS  lb. 

7-ia'i^55  lb 

7'l0'i^55  lb. 

Note:-  Clear  Span  under  Copfng^  h  2  feet  less  than,  length  out 
to  out  of  beams. 

near  the  bottom  with  expanded  metal.  A  beam  bridge  of  three  spans 
is  shown  in  Fig.  144.  The  intermediate  supports  are  steel  bents  braced 
transversely.  This  bridge  with  its  abutments  makes  a  very  satisfactory 
structure. 

LEG  BRIDGES. — Beam  and  truss  bridges  are  sometimes  sup- 
ported on  steel  legs  in  the  place  of  abutments.  A  steel  leg  beam 
bridge  is  shown  in  Fig.  145.  The  legs  are  composed  of  I  beams  sup- 
ported on  a  steel  channel  mudsill.  The  backing  is  a  -^^^  inch  steel  plate. 
The  steel  legs  are  usually  bolted  to  timber  mudsills,  and  have  either  a 
plank  or  a  stone  slab  backing.  The  legs  should  be  designed  to  carry 
the  thrust  of  the  filling  in  iaddition  to  the  live  and  dead  load  on  onc-lialf 
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trusses  may  have  either  half-hip,  as  in  Fig.  146,  or  full  slopes,  as  in 
Fig.  147,  and  may  be  either  of  the  Warren  type,  as  in  Fig.  146,  or  of 
the  Pratt  type,  as  in  Fig.  147.  Low  truss  highway  bridges  should 
always  be  made  with  riveted  connections  unless  great  care  is  used  in  the 
design  of  pin-connected  bridges.  The  cost  is  practically  the  same  for 
the  two  t}'pes.  For  a  discussion  of  the  relative  advantages  and  disad- 
vantages of  riveted  and  pin-connected  highway  bridges,  see  Chapter  XX. 


5fee/Pfafedack;ng-^  "^tlual  3ill-IC 
Fig.  145.    Beam  Leg  Bridge  with  Steel  Plate  Backing. 


Riveted  Low  Truss  Bridges. — Low  riveted  bridges  are  made  with 
either  Warren  or  Pratt  trusses,  the  Warren  truss  usually  being  pre- 
ferred. The  upper  chords  of  short  and  medium  length  spans  are 
wsually  made  of  two  angles,  placed  back  to  back  as  in  Figs.  146  and 
M7,  or  box-laced,  as  in  Fig.  148.  For  longer  spans  the  upper  chords 
may  be  made  of  two  angles  and  a  plate,  two  channels  laced,  or  two 
channels  with  a  top  cover  plate  and  lacing  on  the  bottom  side  of  the 
member.  The  lower  chords  and  the  web  members  are  made  of  two 
angles  placed  in  the  same  relative  jx^sitions  as  in  the  upper  chords. 

A  four-panel  Warren  truss  highway  bridge,  designed  by  the  Gillette- 
Herzog  Mfg.  Co.,  is  shown  in  I^'ig.  146.     The  chords  and  the  diagonal 
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iveb  members  are  made  of  two  angles  placed  back  to  back,  forming  a 
r-section,  while  the  posts  are  made  of  two  angles  "starred."    The 
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flcx)rbeams  are  riveted  below  the  lower  chord  and  are  rolled  I  beams. 
The  joists  are  carried  directly  on  the  tops  of  the  floorbeams  and  are 
composed  of  four  channels  and  four  I  beams  placed  as  shown.  The 
details  of  the  floor  are  clearly  shown.  The  lower  laterals  are  made  of 
single  angles  with  riveted  connections.  The  upper  chord  is  braced  at 
the  panel  points  with  angle  braces. 

A  four-panel  Pratt  low  truss  highway  bridge,  designed  by  the 
American  Bridge  Company,  is  shown  in  Fig.  147.  The  upper  and  the 
lower  chords  and  the  posts  are  made  of  two  angles  placed  back  to  back, 


rZb  Laced 


I  -iff'*"' 


£levafibn 


f='3''B'yheel  Guard 


^'i'Shims  5'-0\.fo  c. 


^ Floor  3Mn7 
Jhe/fL-^' 

Half  Cr035  Section  -Jleef  Johfi  Half  CnM  5ecHon  -Timber  J^s^ 

Fig.  148.    Low  Pratt  Riveted  Highway  Briixie.    (Pittsburg  Bridge  Company.) 

forming  a  T-scction.  The  diagonals  are  single  angles  acting  in  ten- 
sion, only.  The  trusses  are  braced  by  bending  one  of  the  angles  of 
the  posts.  The  floorbeams  are  riveted  to  the  posts  above  the  lower 
chords,  and  are  rolled  I  beams.  The  joists  are  carried  on  shelf  angles 
riveted  to  the  webs  of  the  floorbeams  as  shown.  The  lower  lateral 
systems  are  made  of  single  angles  with  riveted  connections.  The 
American  Bridge  Company  also  builds  low  truss  bridges  of  other  types 
(see  Fig.  156). 

A  four-panel  Pratt  low  truss  highway  bridge,  designed  by  the  Pitts- 
burg ?>ridge  Co.,  is  shown  in  Fig.  148.     The  upper  chords  are  made  of 
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two  angles  laced,  the  posts  and  the  lower  chords  are  made  of  two 
angles  fastened  together  with  tie  plates,  while  the  diagonal  members 
are  made  of  single  angles.     The  upper  chord  is  braced  at  the  panel 


Fi&    149.     Details 


■   Low   Truss   Riveted  Highwa' 
Bridge  Companv.) 


Bhioge.      (American 


points  by  an  angle  brace  as  shown.  The  floorbeams  are  riveted  above 
the  lower  chords.  Steel  joists  are  carried  on  shelf  angles  riveted  to 
the  rolled  floorbeams,  while  timber  joists  are  carried  on  a  timber  bolted 
to  the  Hoorbeams.     The  lower  laterals  are  single  angles. 

Details. — Details  of  a  riveted  low  trnss  highway  bridge  with  the 
B(x>rbeams  riveted  below  the  lower  chords,  as  designed  by  the  Amer- 
ican Brif^e  Company,  are  shown  in  Fig.  149.     The  end  shoe  is  bolted 


Tee  Chord 

r>  Highway    Bridge.      (American 

NY.) 

to  the  bridge  seat  by  means  of  anchor  bolts.  The  holes  in  the  bearing 
plates  of  the  shoes  should  be  slotted  at  one  end  to  ]>erniit  movement 
due  to  changes  in  temperature.     Sliding  plates  shntild  be  provided  on 
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the  expansion  end;  the  surfaces  of  the  bearing  and  sliding  plai 
contact  being  planed. 

Details  of  riveted  low  truss  highway  bridges  with  box-  and 
tee-chords,  and  with  floorbeams  riveted  below  the  lower  chore 


Half  dec  f I  on. 


Ha/f  End  l/tevv. 


Fig.  151.    Details  of  Low  Truss  Ru-eted  Highway  Bridge. 

Bridge  Company.) 


(Amer: 


designed  by  the  American  Bridge  Company,  are  shown  in  Fig 
Details  of  a  riveted  low  truss  highway  bridge  with  box-chord 
with  suspended  floorbeams  are  shown  in  Fig.  151.     It  will  be 


^    J-  Floor  Beam 


Fig.  152. 


Details  of  Low  Truss  Riveted  Highway  Bbidge  with   Sidi 

(American  Bridge  Company.) 


that  no  side  braces  are  provided  in  this  design.     The  same  m 
of  suspending  the  floorbeams  is  shown  in  Fig.   152  for  a  low 
bridge  with   sidewalks.     Where  side  braces  are  not  used  the 
should  be  made  wider  than  where  braces  are  used. 

A  riveted  low  truss  highway  bridge,  as  designed  for  Portage  Q 
Ohio,  is  shown  in  Figs.  153  and  154.     The  chords  are  made  o 


RIVETED   LOW   TKUSS   BRIDGES. 


channels  laced.     The  floorbeams  are  built-up  plate  girders  and  are  sus- 
pended below  the  lower  chords.     The  joists  and  the  floor  are  made  of 


Fig.  154.    SEtTioN  of  Riveted  Hichway  Bkiw.e,  Portage  County,  Ohio, 
"■enforced  concrete.     Tliis  bridge  was  designe<l  by  the  Osbom  Engi- 
leering  Company,  and  is  described  in  Engineering  Record,  April  25, 


Fic.  13G,     Low  TKfss  Riviii 


I  HiuHWAv  Bbioce  with  '. 

(AMEWCAN    liKlUGE  Co.) 


Chords.     En» 


pany  for  locations  rec|iiiring  an  artistic  and  serviceable  bridge  at  fr 
moderate  cost.     This  bridge  lias  been  built  with  six  panels 


anels  and  witm 
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Spans  of  90,  96  and  102  feet.  The  bridge  in  Fig,  157  has  a  20- 
roadway  and  was  designed  for  a  dead  load  of  930  lbs.  per  lineal  f< 
of  bridge,  and  a  live  load  of  2,400  lbs.  per  lineal  foot  of  bridge.  T 
total  weight  of  the  steel  in  this  bridge,  exclusive  of  Joists  and  fence 
approximately,  57,000  lbs.  The  floorbeams  are  rolled  I  beams  and  ; 
riveted  below  the  chords.  The  top  chords  are  made  of  two  chann 
with  a  top  cover  plate,  the  lower  edges  of  the  channels  being  fasten 
together  with  tie  plates — lacing  is  much  better  practice.  The  both 
chord  is  composed  of  two  angles,  with  tie  plates — tie  plates  are  all  ri| 
for  this  member.  The  web  members  are  made  of  2  or  4  angles  laci 
as  shown.     Rods,  not  shown,  are  used  for  the  lower  lateral  system. 

Pin-connected  Low  Truss  Bridges. — Pin-connected  low  tri 
highway  bridges  are  commonly  bniit  of  the  Pratt  tyi>e,  with  eith 
half'hip  or  full  slope  end-posts.  The  upper  chords  of 'pin -connect 
low  truss  highway  bridges  are  made  of  two  channels  and  a  top  co\ 
plate,  or  of  two  channels  laced ;  the  posts  are  usually  made  of  fo 


Fig.  158.   Low  Pbatt  Fi; 


riaer&eam  Coejneifian /bf  ^ana 
Bver56'0'. 
floor  Beam  Canrtetl^rttfyr^ens 
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POrtyPrait  Trusst  tall  Slope. 

NECTED  Highway  BRnx;&.    (  Americ 

■.) 

angles  laced  or  battened;  while  the  tension  members  are  made  of  ro 
or  eye-bars.  The  posts  and  the  chords  should  be  made  very  wi 
and  should  be  securely  fastened  to  the  floorbeams,  or  side  brae 
should  be  used.  The  details  of  the  American  Bridge  Company 
full  slope,  low  truss  Pratt  highway  bridge  with  the  floorbeams  rivet 
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below  the  lower  chords  are  shown  in  Fig.  158.  Rolled  beams  are  use 
for  floorbeams,  while  the  lower  laterals  are  made  of  rods  with  sere 
ends. 

The  principal  objection  to  pin-connected  low  truss  bridges  is  thi 
the  vertical  trusses  are  usually  not  sufficiently  braced,  and  lack  laten 
stability.  The  "  fish-bellied  "  truss  bridge  shown  in  Fig.  159  with  th 
floorbeams  riveted  above  the  lower  chords,  is  a  decided  improvemer 
upon  the  usual  type  of  low  truss  bridge.  This  bridge  is  very  rigid  an 
makes  a  very  satisfactory  structure.  In  Fig.  159  the  lower  chord  pinj 
beginning  with  the  left  end,  are  called  Lo,  L^,  Lj,  etc.,  while  the  uppe 
chord  pins  are  called  f/j,  f/j*  ^^c.,  as  shown.  The  top  chords  and  end 
posts  are  made  of  two  channels  and  a  top  cover  plate,  with  tie  plate 
on  the  bottom  of  the  member.  The  posts  are  made  of  four  angles 
eye-bars  are  used  for  the  lower  chords  and  main  diagonals,  while  rod 
are  used  for  the  main  ties  and  the  diagonals  in  the  middle  panels.  Th< 
joists  are  carried  directly  on  the  tops  of  the  floorbeams. 

Temperature  Changes. — The  expansion  ends  of  low  truss  bridge 
should  be  placed  on  sliding  plates.  Rollers  are  not  commonly  used  fc 
low  truss  highway  bridges. 

Weight  of  Low  Truss  Bridges. — The  weights  of  low  truss  hig 
way  bridges  are  given  in  Chapter  II. 

Length  of   Span. — The   American    Bridge    Company's   stand: 

include  the  following  lengths  of  span  for  the  different  types  oi 

truss  bridges : 

TABLE  XI II. 

Low  Truss  Spans  Used  by  American  Bridge  Company. 

Type  of  Truss.  Span  in 

Low  Warren  riveted  truss  with  parallel  chords,  box-section 30! 

Low  Warren  riveted  trusses  with  inclined  chords got 

Low  Warren  riveted  trusses  with  parallel  chords,  T-section 36 

Low  Pratt  riveted  truss,  box-chord 30 

Low  Pratt  riveted  truss,  T-section 36 

Low  Pratt  full-slope  pin-connected  trusses 3^^ 

Low  half-hip  pin-connected   trusses 3* 
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The  Gillette-Herzog  Mfg.  Company's  standards  for  riveted  Warren 
low  truss  bridges  include  spans  from  32  to  75  feet.  The  economical 
limit  for  low  truss  spans  is  at  75  or  80  feet. 

Depth  of  Truss.— The  American  Bridge  Company's  standards  for 
lo-w  truss  bridges  include  the  following : 


TABLE  XIV. 
Depths  of  Low  Trusses  Used  by  American  Bridge  Company. 

Riveted  Trusses. 


Span,  F>bt. 

Number  op  Panels. 

Ratio  op  Depth  to  Panel 

L.ENGTH. 

I 
30  to  33                        1                            2 

0.30 

36  to  45 

3 

0.35 

481060 

4 

0.40 

65  to  85 

5 

0.50 

_                     90  to  102 

6 

0.30 

.  0.525,  and  0.60 

Pin-connected  Pratt  Trussfs. 

Span,  Fset.                 Number  op  Panels. 

Ratio  op  Depth  to 

Depth.    Feet. 

Panel  Length. 

36 

3 

0.50 

6.0 

39 

3 

0.46 

6.0 

42 

3 

0.4285 

6.0 

45 

3 

0.40 

6.0 

48 

4 

0.50 

6.0 

52 

4 

0.4615 

6.0 

56 

4 

0.50 

7.0 

60 

4 

0.50 

7.5 

64 

4 

0.50 

8.0 

65 

5 

0.60 

8.8 

70 

5 

0.60 

8.4 

75 

5 

0.60 

9.0 

80 

5 

0.60 

8.5 

84                                  5                 !               0.70 

9.8 

90                                      6                                   0.70 

10.5 

CHAPTER  XI. 

HiGK  Truss  Steel  Highway  Bridges. 

Introduction. — The  different  types  of  trusses  in  use  for  high  tru; 
bridges  are  described  in  Chapter  I.  Through  truss  bridges  with  spar 
of  from  80  to  170  feet  span  are  buih  with  parallel  chords  and  wit 
either  pin-connected  or  riveted  joints.  For  spans  of  from  iGo  to  2; 
feet,  bridges  are  usually  built  of  the  Pratt  type  with  inclined  upp< 


Flo.  i6a    Through  Riveted  Pbatt  Electric  Railway  Bridge.  '< 

chords  {Camel-l>ack)  trusses.  Above  220  feet,  bridges  are  usua - 
built  with  the  Petit  tyjie  of  truss.  The  above  limits  are  approxim^ 
only.  High  truss  pin-connected  bridges  should  never  be  built  with  1^ 
than  five  panels. 
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RIVETED  BRIDGES.— A  i2o-fL  span  riveted  Pratt 
railway  bridge  is  shown  in  Fig.  i6o  and  Fig.  i6i.  The  erul-iwsts 
upper  clicrds  are  made  of  two  channels  and  a  top  cover  plate,  the  ver 
tical  posts  and  the  lower  chords  are  made  of  four  angles,  laced,  whili 
the  diagonals  are  made  of  angles.  It  will  lie  seen  that  all  angles  ar 
fastened  by  both  legs.  The  expansion  end  of  the  bridge  is  carried  ot 
two  nests  of  rollers.     The  floorbeanis  are  20"  @  65  lb.  I  beams,  whil 


^^^S^;i8^ia^i^^^ 
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Illinois  and  Mississippi  Can 

the  stringers  are   15"®  42  lb.  I  beams  with  riveted  connections  i 
shown. 

The  detail  shop  plans  of  a  iii-ft.  6-in.  span  riveted  Pratt  tru; 
highway  bridge,  as  built  for  the  U.  S.  Government  by  the  Chtcagf 
Bridge  and  Iron  Co.,  Chicago,  111.,  are  shown  in  Fig.  162  and  Fig.  163 
The  top  cliords,  the  end-|x)sts  and  the  intermediate  posts  are  made  o| 
two  channels  laced  on  both  sides,  while  the  bottom  chords,  hip  verticati 
and  diagonal  ties  arc  made  of  two  angles  fastened  together  with  t« 
plates.  The  floorbeams  are  18"  @  55  lb.  I  beams  and  are  riveted  bel 
the  lower  chords.     The  joists  are  carried  by  connection  angles  ri' 
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to  the  webs  of  the  floorbeatns.  The  portals  and  the  sway  stmts  are 
made  of  angles.  The  top  and  bottom  laterals  are  made  of  adjustable 
rods.  The  expansion  end  of  the  bridge  is  carried  on  two  nests  of 
expansion  rollers,  each  nest  being  composed  of  four  3f"  rollers.  The 
floor  covering  is  composed  of  a  bottom  layer  of  2"  X  8"  pine  plank 


N  Fig.  164. 


laid  transversely  and  spiked  to  3"  X  5"  spiking  strips  that  are  bolted 
to  tlie  tops  of  the  joists,  and  a  top  layer  of  3"  X  8"  oak,  laid  iliagonally. 
The  6"X8"  pine  felloe  (wheel)  guard  has  its  edge  protected  by  a 
3"X3"Xi"  angle.  The  detailed  estimate  of  the  weight  of  this 
bridge  is  given  in  Table  I.  The  per  cent  of  details  in  this  bridge  is 
quite  high,  due  to  the  fact  that  the  end-posts  and  the  top  chords  are 
made  of  two  channels,  laced.  Views  of  a  riveted  Pratt  highway  bridge, 
a  duplicate  of  the  bridge  described  above  except  that  it  has  two  side- 
%valks  is  shown  in  Figs.  164  and  165. 
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The  details  of  a  95-ft.  span  quadrangular  Warren  truss  highwa- 
bridge  are  given  in  F'ig.  166.  The  main  members  are  made  of  tw^ 
angles,  while  the  minor  members  are  made  of  single  angles.  TL 
floorbeams  are  made  of  rolled  I  beams  and  are  riveted  below  the  chorda 
The  joists  are  carried  directly  on  the  tops  of  the  floorbeams.  The  to] 
and  bottom  laterals  are  made  of  single  angles  with  riveted  connections 
The  top  lateral  struts  are  made  of  two  angles  placed  back  to  bad 
while  the  portals  are  made  of  angles.  The  bridge  is  carried  on  fou 
steel  tubular  piers  30  inches  in  diameter,  with  three  piles  driven  in  cac 
tube,  the  piles  being  sawed  off  below  the  water  line  and  the  tube  fiU^ 
with  Portland  cement  concrete.  Complete  shop  drawings  of  the  tubul 
steel  piers  are  shown.  Sliding  plates  were  provided  for  the  expansi^ 
end  of  the  bridge  in  the  place  of  roller  nests,  as  is  the  usual  custo 
for  spans  of  more  than  70  to  80  feet.  The  complete  shop  and  erecti* 
drawings  are  shown,  making  it  possible  to  study  the  details. 

PIN-CONNECTED  HIGHWAY  BRIDGES.— The  detail  sh. 

drawings  of  a  i6o-ft.  span  pin-connected  Pratt  truss  highway  brid. 
are  shown  in  Fig.  285.  The  weight  of  this  bridge  and  the  effidencE 
of  the  individual  members  are  calculated  in  Part  III. 

The  details  of  a  3 19- ft.  span  pin-connected  Petit  truss  highw^ 
bridge  with  a  20- ft.  roadway  and  2-6  ft.  sidewalks  are  shown  in  Fi 
167.  This  bridge  was  designed  as  a  Cooper's  Class  B,  Specification 
1890.  The  end-posts  and  the  upper  chords  arc  made  of  two  if 
channels  and  one  22"  X  S"  cover  plate.  The  vertical  posts  are  mac 
of  two  channels  laced.  The  horizontal  and  vertical  4-angle  struts  a: 
used  to  shorten  the  lengths  of  the  posts  and  top  chord.  The  low« 
chords  and  the  diagonals  are  made  of  eye-bars.  The  floorbeams  (nc 
sliown)  are  built-up  plate  girders  24  inches  deep.  The  flangfes  ai 
made  of  two  5"  X  3"  X  f "  angles,  while  the  web  is  f  inches  thicl 
The  joists  are  9"@2i  lb.  I  beams  for  the  main  roadway,  and  8"  1 
and  [s  for  the  6- ft.  sidewalk. 

The  stress  diagram  for  a  406- ft.  span  pin-connected  Petit  trus 
highway  bridge  is  shown  in  Fig.  168,  while  the  detail  drawings  ar 
shown  in  Fig.  169a  and  Fig.  169&.     The  end-posts  and  top  chords  ar 
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made  of  four  angles  and  three  plates,  two  plates  on  the  sides  and  oi 
plate  on  the  top.     The  vertical  posts  are  made  of  two  channels  lacet^^ 
while  the  lower  chords  and  the  diagonals  are  made  of  eye-bars.    Tim- 
top  and  bottom  laterals  and  the  sway  diagonals  are  made  of  adjustabl  -** 
rods.     The  floorbeams  are  built-up  plate  girders  and  are  placed  abov^^ 
the  lower  chords.     The  joists  are  20"  I  beams  carried  on  shelf  angle^^ 
riveted  to  the  webs  of  the  floorbeams  as  shown.     The  floor  is  composed^ 
of  buckle  plates  covered  with  2j  in.  of  concrete,  a  one-inch  layer  of^ 
sand  and  a  layer  of  3"  asphalt  blocks.     The  details  of  the  buckle  plates 
are  shown  in  Fig.  189.     The  sidewalk  floor  is  made  of  2  in.  of  concrete 
carried  on  a  plank  floor,  as  shown  in  Fig.  188.     The  expansion  end  of 
the  bridge  is  carried  on  two  nests  of  expansion  rollers  as  shown  in 

Fig-  195- 

Economic  Depth  and  Panel  Length  of  Trusses. — The  economic 
depth  and  panel  length  of  trusses  is  not  capable  of  mathematical  calcu- 
lation. The  minimum  depth  is  determined  by  the  required  clear  head 
room,  which  varies  from  12  J  to  15  feet.  Short  panel  lengths  give 
heavy  trusses  and  light  floor  systems ;  while  long  panels  give  light 
trusses  and  heavy  floor  systems.  For  ordinary  conditions  it  is  not 
economical  to  use  panel  lengths  less  than  15  feet  for  short  spans  nor 
more  than  25  feet  for  long  spans.  The  minimum  depth  for  through 
spans  is  about  16  feet  where  the  floorbeams  are  placed  below  the  lower 
chords.  To  make  a  stiff  structure,  the  depth  should  be  sufficient  to 
have  the  floorbeams  above  the  lower  chords  and  to  permit  of  efficient 
portal  and  sway  bracing.  Exi)erience  has  shown  that  the  most  oco- 
noniical  conditions  occur  when  the  angle  B,  the  tangent  of  which  is  the 
panel  length  divided  by  the  depth,  is  40  degrees.  The  top  chord  points 
of  bridges  with  inclined  chords  should  be  approximately  on  a  parabola 
passing  through  the  pin  at  the  hip. 

The  American  Bridge  Company  uses  the  depths  and  panel  lengths 
in  its  highway  bridge  standards  as  given  in  Table  XV. 
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TABLE  XV. 

Depxhs  and  Panel  Lengths  of  Through  Highway  Bridges  Used  by  American 

Bridge  Company. 


Ttfs  op  Tkuss. 

Span,  Feet. 

Number  OP 

Ratio  op  Depth  to 

Panels. 
5 

Panel  Length. 

IVatt,    riveted  and    pin- 

80  to    90 

1.0 

connected. 

96  to  126 

6 

1.0 

133  to  147 

7 

1.0 

152  to  168 

8 

I.I 

Qvia<lrangular,  Warren 

80  to    90 

5 

1.0 

riveted. 

90  to  114 

6 

1.0 

119^0133 

7 

1.0 

135  to  152 

8 

I.I 

Cam  el -back,  pin-con- 

162 to  180 

9 

I.o, 

i.i59»  1.25.  1-29 

nected. 

190  to  220 

10 

1.0, 

1.238,  1.28,  1.43 

Petit,  pin-connected. 

240  to  276 

12 

I.o, 

i.397»  i.555»  1.714 

294  to  322 

14 

I.o, 

1.36,  1.60,  1.84,  2.00 

TABLE  XVL 

Depths  and  Panel  Lengths  of  Through  Highway  Bridges  Used  by  the 

Gillette-Herzog  Mfg.  G). 


Type  op  Tkuss. 

Span,  Feet. 

Number  op 
Panels. 

5 

7 
8 

9 

Ratio  op  Depth  to 
Panel  Length. 

Piatt,  pin-connected. 

80  to  90 

96  to  120 

112  to  140 

128  to  160 

144  to  162 

I.O 
I.I 
1.2     to  I.I 

1.35  to  1.3 
1.5    to  1.45 

Camel-back,  pin-con- 
nected. 

171 
180 
180 
190  to  200 

9 

9 
10 

10 

I.I,  1.3.  1.5 

1.0,  1.2,  1.4 

1.1,  1.28,  146,  1.64 
1.05,  1.24,  1.43,  1.62 

Petit,  pin-connected. 

200 
204 

216  to  228 

240 

280 

10 
12 
12 
12 

14 

1.05,  1.24,  1.43,  1.62 

1.4,  1.6,  1.75,  1.9 
1.2,  i.55»  1.7^^,  1-9 

1.05,  i.5»  i.7»  1.9 

1.05,  i.5»  1-69,  1.88,  1.94, 

2.0 

CHAPTER   XII. 

Plate  GiBDiiR  Bridges. 

Introduction. — A  plate  girder  consists  of  a  vertical  steel  or  iron 
web  plate  to  whose  top  and  bottom  edges  are  riveted  horizontal  pairs 


Deck  Plate  Girder  Bhidce. 


of  angles  to  form  flanges,  and  to  whose  ends  are  attached  vertical 
angles  which  transmit  the  load  to  the  supports.  Where  the  web  plate 
is  thin  as  compared  with  its  depth,  stiflfener  angles  are  riveted  on  oppo- 
site sides  of  the  web,  usually  in  pairs,  at  intervals  not  greater  than 
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the  depth  of  the  girder,  or  five  feet.  Where  the  span  is  long,  two  or 
more  plates  are  spliced  tc^ether  to  form  the  web  plates  and  horizontal 
plates  are  riveted  to  the  flange  angles  to  increase  the  flange  area. 

A  plate  girder  bridge  consists  of  two  or  more,  nsnally  two,  plate 
girders  fastened  together  by  lateral  bracing,  and  in  the  case  of  deck 
bridges  by  transverse  bracing  consisting  of  two  or  more  cross-frames. 
In  the  railway  deck  plate  girder  bridge.  Fig.  170,  the  roadway  is  carried 

J 
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Fig,  171.    Railway  Th' 


directly  on  the  tops  of  the  girders.  In  a  through  plate  girder  bridge 
the  roadway  is  carried  on  a  floor  system  siipporte<I  near  the  bottoms 
of  the  plate  girders.  A  through  plate  girder  railroad  bridge  is  shown 
in  Fig.  171,  while  a  through  plate  girder  highway  bridge  is  shown  in 
Fig.  172,  As  a  throngb  plate  girder  bridge  can  have  only  a  lower 
lateral  system,  the  upper  fianges  are  braced  by  side  braces  with  gusset 
plate  connections. 

Short  spans  up  to  70  or  80  feet  have  one  end  fixed  while  the  other 
end  is  allowed  to  move  on  a  sliding  plate.  For  greater  lengths  of  span 
the  expansion  end  is  supported  nn  nests  of  rollers. 
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The  ordinary  limit  of  plate  girder  spans  is  about  loo  feet,  although 
railroad  plate  girders  having  a  span  of  126  feet  have  been  built  Plate 
girders  of  more  than  100  feet  span  have  a  depth  that  makes  transpor- 
tation by  rail  very  difficult. 
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Thickness  of  Web. — Standard  specifications  limit  the  minimum 
thickness  of  the  web  plates  to  3  inch  for  railroad  bridges  and  -f^  inch 
for  highway  bridges.  For  heavy  loads  and  long  spans  the  web  plates 
are  made  much  thicker  than  the  minimum  thickness.  Thin  webs 
require  more  stiffeners  and  give  a  much  shorter  life  to  the  bridge. 
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Flanges. — The  simplest  form  of  a  flange  consists  of  a  pair  of 
rqual-legged  angles  with  the  long  legs  placed  out  and  riveted  to  the 
plate.  When  additional  rivets  are  required  in  the  connection  of 
the  flanges  to  the  web  plate,  equal-legged  angles  with  two  rows  of 
ri-vots  are  used.  When  additional  area  is  required,  one  or  more  cover 
pla.tes  are  usually  riveted  to  the  horizontal  legs  of  the  angles.  The 
tliicl<ness  of  the  flanges  should  be  limited  so  that  the  rivets  will  not 
t^^  longer  than  five  times  the  diameter  of  the  rivet.  Flange  angles 
should  never  be  thinner  than  the  web  plates  to  which  they  are  fastened. 
^^here  more  than  one  plate  is  used,  one  plate  should  extend  the  full 
^^'^grth  of  the  girder,  the  others  being  continued  a  short  distance  (not 
l^ss  than  one  foot)  beyond  the  point  where  the  area  is  required.  For 
^^^arn  or  electric  railway  plate  girder  bridges  the  rivet  heads  and  the 
variation  in  the  thickness  of  the  flange  plates  makes  it  necessary  to 
^^^tch  the  cross-ties  unequally,  so  that  other  forms  of  flange  are  some- 
tirnes  used  for  the  upper  flanges  of  long  girders.  It  is  quite  the  com- 
^^on  practice  to  design  the  tension,  or  bottom,  flange  to  take  the  stresses 
^^<1  then  make  the  compression,  or  upper,  flange  with  the  same  gross 

Moments  and  Shears. — The  moments  and  the  shears  in  through 

P^ate  girder  bridges,  as  in  Fig.  171  and  Fig.  172,  are  found  in  the  panels 

^^  the  same  manner  as  for  a  truss.     In  a  deck  bridge  the  moments  and 

^e  shears  are  calculated  in  a  similar  manner,  at  intervals.     The  load 

on  the  girder  produces  shearing  stresses  in  the  girder,  which  in  turn 

develop  tensile  and  compressive  stresses.     In  a  solid  rolled  beam  the 

entire  section  carries  both  shear  and  bending  moment.     In  plate  girders 

it  is  usual  to  assume  that  all  the  shear  is  carried  by  the  web  and  that 

all  the  bending  moment  is  taken  by  the  flanges.     The  actual  distribution 

of  the  moments  and  shears  is  about  as  follows : 

Let  F  =  the  area  of  one  flange,  not  including  the  included  web 

plate ; 
A=  height  of  girder  between  centers  of  gravity  of  the  flanges 

in  inches; 
16 
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/  =  thickness  of  the  web  plate  in  inches; 
/  =  allowable  stress  in  flanges  in  lbs.  per  sq.  in. ; 
A=th=2iredL  of  web  plate  in  square  inches. 

Then  the  total  resisting  moment  of  the  girder  is 

M  =  F'f'h+f't'hy6 
=  F-f'h  +  A'f'h/6 
=  (F  +  A/6)f'h 


(80) 
(81) 
(82) 


This  shows  that  approximately  one-sixth  of  the  web  is  available  as 
flange  area.  On  account  of  the  reduction  of  the  area  due  to  rivet 
holes,  one-eighth  of  the  area  of  the  web  is  commonly  taken  as  avail^^bw 
as  flange  area  wherever  this  method  is  used. 

Flange  Area. — Assuming  that  all  the  bending  moment  is  carried  "J 
the  flanges,  we  have  from  (a)  Fig.  173 


M  =  F'hf 


(83 


) 


A 


in 


where  M  is  the  bending  moment  in  inch-pounds,  F  is  the  net  are^ 
the  tension  flange  in  square  inches,  /  is  the  allowable  unit  stress 
pounds,  and  h  is  the  distance  between  centers  of  gravity  of  the  flan^S 

If  one-eighth  of  the  web  area  is  considered  available  as  flange  ar^ 
we  have 


^^t 


M=(F  +  A/8)li-f 


( 


) 


The  rivet  holes  are  to  be  deducted  from  the  tension  flange  in  cal' 


t4- 


lating  the  net  area.     In  calculating  the  net  section  of  riveted  tens^ 


members  the  holes  should  be  taken  as  J  inch  larger  than  the  noini' 
size  of  the  rivet.  The  compression  flange  is  made  with  the  same  g*"' 
area  as  the  tension  flange. 

Rivets  in  Flanges. — The  loads  produce  shearing  stresses  in 
web,  which  are  transferred  to  the  flanges  by  means  of  the  rivets  in 
flanges.  In  (c)  Fig.  173,  let/>  be  the  pitch  of  the  flange  rivets,  5* 
the  vertical  shear  on  the  section,  h  be  the  distance  between  lines 
rivets,  and  r  be  the  allowable  resistance  of  one  rivet  in  pounds;  tlf 
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NeufrafAxh- 


'^Fiange  Angles 


o    o    o     o 


Web  Plate 


o    o    o    o 


Flange  Angles 

(b) 


(e) 


Fig.  173. 


talcing  moments  about  the  lower  right-hand  rivet  we  have,  where  the 
flanges  carry  all  the  bending  moment 


S'p=^.rh,  or  p  =  r'h/S 


(8s) 


If  one-eighth  of  the  web  area  is  considered  as  available  as  flange 
"•^ca,  the  proiK)rtion  of  the  shear  producing  flange  stress  will  be 


F 


,      F+AjS 


S'  =  S-p.--^-^^-j-^,^ndp  =  r-kfS'=  -•  J,  '-r-h/S       (86) 

where  F  is  the  net  area  of  one  flange  and  A  is  the  area  of  the  web 
as  before. 


/ 


Rivets  in  Flanges  Carrying  Concentrated  Loads. — In   (c)   Fig. 
173  the  rivets  carry  a  shear  due  to  the  load  P,  in  addition  to  the  shear 
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(hie  to  the  bending  moment.  If  the  rail  distributes  the  load  ov&^*~ 
distance  d,  usually  taken  as  the  space  covered  by  three  ties  or  42  inctr»  « 
then  the  load  per  lineal  inch  will  be  w^P/d,  and  the  vertical  shear  «x 
stress  on  each  rivet  will  be 


and 


r=y{p-^y  +  (s-///if 


(9^) 


If  the  web  is  assumed  to  resist  one-eighth  of  the  bending  moment^ 
substitute  5"'  as  given  in  (86)  for  5"  in  (87}, 

Web  Splice. — In  Fig.  174  if  the  flanges  are  assumed  to  take  all  of 
the  bending  moment  and  the  web  plate  to  take  all  of  the  shear,  the 
rivets  on  one  side  of  the  splice  will  take  the  shearing  stress  on  the  s.ec- 
tion,  and  in  addition  will  have  a  shearing  stress  due  to  the  morn^'^ 
M'^S  times  the  distance  between  the  centers  of  gravity  of  the  rivets 
on  each  side.  The  latter  stress  is  usually  very  small  and  may  o^"^' 
narily  be  neglected.  If  r  is  the  stress  on  one  rivet,  2n  the  numbex"  "' 
rivets  on  one  side,  and  5  the  vertical  shear,  then 

r=5-/2„  (  -as) 


^ 


If  the  web  is  assumed  to  carry 
rn  addition  to  the  shear,  the  rivets 
moment  with  lever  arms  d,,  (/„,  etc.. 


one-eighth  of  the  bending  moit* 
will  in  addition  resist  this  bend*    , 
Fig.  174.    The  stresses  due  to  c» 
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moment  will  vary  as  the  distance  of  the  rivet  from  the  neutral  axis, 
while  the  resistance  of  the  rivet  will  vary  as  the  square  of  the  distance 
from  the  netral  axis.     Now  if  a  is  the  stress  on  a  rivet  due  to  bending 


K-?^°-»»---o-o-o-|       -1 

r" 

A 

»>K°M 

& 

c 

°<Ji6-? 

( 

' 

*  olio  ° 

•- Neutral  Ax 
D 

»M°>M 

' 

L°»°»°«°n°A°»°»°.,°.°-t          Jl_. 

Fig.  i?5. 

**  a  unit's  distance  from  the  neutral  axis,  the  stress  at  a  distance 
•*i  will  be  ad, ;  at  a  distance  d.  will  be  a-d. ;  etc.  The  total  resistance 
<*'  the  rivets  on  one  side  of  the  splice  will  be  2u{d,° -)-dj'  + rf^^-" 
+d,')  =  M',  where  M'  is  one-eighth  of  tlie  total  bending  moment. 

Having  calculated  a,  the  horizontal  shear  on  the  rivet  at  a  distance 
"i  from  the  neutral  axis  is  rm=od,.  and  the  total  shear  on  the  rivet 
Will  be 

r  =  Vr7  +  r;«  (89) 

Where  the  splice  plates  are  designed  to  transfer  the  bending  moment 
as  well  as  the  shear,  the  splice  shown  in  Fig.  175  is  sometimes  used. 
Plates  AB  and  A'B'  are  assumed  to  transfer  all  the  bending  moment, 
and  plate  CD  to  transfer  all  the  shear. 

Flange  Splices. — Tiie  flange  angles  are  spliced  with  short  pieces  of 
angles.  Both  flange  angles  should  not  be  spliced  at  the  same  point,  but 
the  splices  should  be  separated  by  several  feet. 
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Design  of  Web  Stiff eners. — Web  stiff eners  are  used  to  prevent  i:!^^ 
buckling  of  the  web  plate,  and  are  usually  spaced  somewhat  less  tli^-^ 
the  depth  of  the  girder.  There  is  no  rational  method  for  the  design  ^^* 
stiffcner  angles.  Tests  show  that  the  stiffener  acts  as  a  beam  to 
vent  buckling  of  the  web  and  is  not  appreciably  stressed  in  the  directi< 
of  its  length,  except  where  it  is  used  at  points  of  concentrated  loadin- 
A  common  specification  is  that  *'  Stiffeners  shall  be  used  at 
not  greater  than  the  depth  of  the  girder  or  five  feet,  where  the  actu 
shearing  stress  is  greater  than  given  by  the  formula — allowable  shea: 
ing  stress-  -  12,500 — 90//,  where  H  is  the  ratio  of  the  depth  to  tl 
thickness  of  the  web  j)kite.  Where  stiffeners  are  required  they  sha. 
be  designed  as  columns  with  an  allowable  unit  stress  of  P=I2,< 
—  55/ V,  where  /  =  the  length  and  r==the  radius  of  gyration  of  thi 
stiffener  angles  at  right  angles  to  the  web  plate,  both  in  inches."  "  Stif- 
feners shall  l>e  provided  at  all  points  of  concentrated  loading,  anc 
shall  contain  enough  rivets  to  transfer  the  vertical  shear  to  the  web 
plate." 

Camber. — Plate  girders  are  cambered  by  separating  the  web  plates 
by  the  required  amount  in  the  upper  part  of  the  web  splice.  Plate 
girders  in  which  a  single  web  plate  is  used  without  a  splice  cannot  be 
cambered.     Many  engineers  do  not  camber  plate  girders. 

Economical  Depth. — IMale  girders  are  commonly  made  with  a 
depth  of  from  ^  to  ]\,  of  the  span.  An  approximate  empirical  rule  for 
the  depth  is  to  make  the  area  of  the  two  flanges  equal  to  the  area 
of  the  web  ])late. 

Example  of  Calculation. — The  maximum  shears  and  moments  in 
an  S^)-f(>()t  span  deck  plate  girder  railway  bridge  are  shown  in  Fig.  176. 
Hie  shear  at  any  i)oint  may  be  found  by  scaling  from  the  shear  curve 
to  the  horizontal  base  line,  while  the  moments  may  be  obtained  by 
scaling  from  the  moment  curve  to  the  base  line.  The  composition  of 
the  ilanges  and  the  lengths  of  the  plates  are  shown.  The  maximum 
siiears  and  bending  moments  were  calculated  at  intervals  of  about  7 
feet,  antl  the  curves  were  drawn  through  these  points. 


iu :i^^a^ ./^r; Jl^.^, 


•lijji"— <-— f     '"  i    ~ """ 

..\yy        T"^  fl  'ifonit  riaUi  Rta'd 


^mmary?l?%\ 

Nc. 

Oia. 

i^-h 

215 

7i- 

50 

7io 

li' 

60 

7 1' 

iO 

y 

^i' 

7i 

i" 

15 

r 

}i- 

.....,_J,    ,  ,       liibilw'!t(P'^¥»)htr^'^.  1--' 

S-'.*,  .■'    41nl.CniSiFrame> 
'■.^>-     I  Marked 'If 

M"   I    ■  'if 

6ensral  Noiti'.' 
tiaferkt/:-  »edwm  O.M.5letl. 
Rively.-l  'dia.-Open  Holey.- f^'dm. 
Ftomin^:-  None. 
^I'fih'n^:-  I  coal  afSrophile, 

Fob  -Illinoli  Valley  Troith"  Co. 
DciciiiPTio*i'6J'-0'plal«  6,rdtr  Bridge 

OrerC&Stp.TmcM. 
Details  OT-£nfire  &r!dqe. 
American  Bridse  Co. 
Chicago  Ornct: 

To  BE  BujlT  at    American  P 

f-lAot  er  «/.  Date  *•?(!?  T».A<(9B' 
D«[S-/!?i?i-Cn[f.-t[)6T  aw/?  D.Tt «-«!?. 
Contract  Hq.A  7527. 


DETAILS  OF   PLATE  GIKDERS. 


231 


ils  of  Plate  Girders. — The  general  plans  for  an  80- foot  through 
cier  highway  bridge  are  shown  in  Fig.  172.  The  roadway  is 
n  the  clear,  with  two  6i-ft.  sidewalks.  The  floor  of  the  road- 
sists  of  6  inches  of  reinforced  concrete  carried  on  12-inch  I 
LSts,  covered  with  a  wearing  surface  of  paving  brick. 


,1 1  Stale  ofSheari  I '- 150000  '  9C J7>\J       ,  ] 
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^  Railway  Plate  Girdek. 


detailed  shop  plans  of  a  65-ft.  deck  plate  girder  electric  rail- 
dge  are  shown   in  Fig.   177.     This  girder  span  was  designed 

ig  to  Cooper's  1901  Specifications  for  E,  loading.  The  ties 
rried  directly  on  the  top  flanges  of  the  girders.  These  details 
It  good  practice  in  light  plate  girder  construction.  It  will  be 
lat  the  stiffcner  angk's  .Tre  crimped  to  go  over  the  flange  angles 
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except  where  two  hitch  stiffener  angles  are  used  for  cross- frame  con- 
nections, in  which  case  fillers  are  used.    The  ties  were  fastened  to  the 
upper  flange  angles  by  means  of  hook  bolts  in  every  third  tie,  wHil« 
the  6X8  inch  guards  were  bolted  to  the  ties.     The  upper  and  lovret 
laterals  are  of  the  Warren  type  and  are  made  of  single  angles.    Fo^^ 
intermediate  and  two  end  cross-frames  are  used.     This  bridge  ^^ 
designed  by  the  author  and  was  fabricated  by  the  American  Bri^S^ 
Company. 


CHAPTER   XIII. 

Design  of  Truss  Members. 

KINDS  OF  STRESS.— In  addition  to  the  stresses  due  to  ( i )  dead 
load,  (2)  live  or  moving  load,  (3)  wind  load,  and  (4)  snow  load  consid- 
ered in  Part  I,  it  will  be  necessary  to  consider  the  following  stresses  1(5) 
impact  stresses;  (6)  temperature  stresses;  (7)  centrifugal  stresses,  and 
C8)   secondary  stresses  not  taken  into  account  in  the  calculations.     In 
^cldition  to  the  above  it  is  necessary  in  determining  the  allowable  stress 
"^     any  member  to  take  into  account  imperfections  in  materials  and 
^Workmanship,  possible  increase  in  live  loads,  fatigue  of  metals,  the 
frequency  of  the  application  of  the  stress,  corrosion  and  deterioration 
^^  rnaterials,  etc.     The  structure  should  be  so  designed  that  no  part  will 
ever  stressed  beyond  the  elastic  limit.     The  allowable  stresses  for 
load  are  usually  taken  at  about  60  to  70  per  cent  of  the  elastic 
^^'^it  of  the  material.     For  example  in  the  case  of  steel  with  an  elastic 
**^^it  of  30,000  lbs.,  the  allowable  working  stresses  for  dead  loads  alone 
^^^^vild  vary  from  18,000  to  21,000  lbs.  per  sq.  in. 

Impact  Stresses. — As  a  load  moves  over  the  bridge  it  causes  shocks 

^*^d   vibrations  whereby  the  actual  stresses  are  much  increased  over 

^*^ose  due  to  static  loads  alone.     It  is  shown  in  mechanics  of  materials 

^*^^t  a  load  suddenly  applied  to  a  bar  or  a  beam  will  produce  stresses 

^^ice  the  stresses  produced  by  the  same  load  gradually  applied.     A 

^^^gc  is  a  complex  structure  and  it  is  not  possible  to  determine  the 

^^^ct  effect  of  the  moving  loads.     It  has  been  found  by  experiment 

^«^3.t  the  ultimate  strength  for  repeated  loads  is  much  less  than  the 

^^dinary  ultimate  strength.     In  a  bridge  it  will  be  seen  that  the  dead 

^^d  is  a  fixed  load  and  that  the  live  load  is  a  varying  load.     Impact 

stresses  appear  to  be  intimately  connected  with  the  fatigue  of  metals. 

For  stresses  of  one  kind  Professor  Launhardt  has  proposed  the 

following  formula : 
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Min.  stress  v 


/  Mm.  stress  V  .v^-^— >"\ 

~"     \         Max.  stress/  ^^^ 


where  P  is  the  allowable  working  stress  required,  and  5"  is  the  alio 
able  working  stress  for  live  loads,  varying  from  zero  to  the  maxim 
stress.  For  stresses  of  opix)site  kinds  Professor  Weyrauch  has  p 
f)osed  the  following  formula: 

Min.  stress    v 


/  Mm.  stress    v 

\         2  Max.  stress/  ^^ 


where  P  and  S  are  the  same  as  for  the  Launhardt  formula,  the  maxi- 
mum and  minimum  stresses  being  taken  without  sign.  For  columns 
and  struts  the  allowable  stresses  are  to  be  reduced  by  a  suitable  column 
formula. 

There  are  three  methods  in  common  use  for  taking  account  of 
impact  and  fatigue:  (i )  Impact  fonnulas;  (2)  Launhardt-Wey ranch 
formulas,  and  ( 3 )  Cooi>er's  Method. 

( I  )  Impact  Formulas. — The  formula  in  most  common  use  is  given 
in  the  form 

where  /  =  impact  stress  to  be  added  to  the  static  live  load  stress, 
i*3=thc  ^tatic  live  load  stress,  L  =  the  length  in  feet  of  the  portion 
of  the  bridge  that  is  loa(le<l  to  produce  the  maximum  stress  in  the 
nicml^er,  and  a  and  b  are  constants  expressed  in  feet.  The  American 
l>ri(lge  Comi)any  and  the  American  Railway  Engineering  and  Mainte- 
nance of  Way  Association  specify  for  railway  bridges,  a  =  fe  =  300  ft 
Mr.  J.  A.  L.  Waddell  sjKcifies  a  ^-^400  ft.,  and  ft  =  500  ft.  for  railway 
bridges;  and  a-    100  ft,  and  b=  150  ft.  for  highway  bridges. 

For  highway  bridges  the  American  Bridge  Company  specifies  that 
the  maximum  live  load  stress  shall  be  increased  25  per  cent  to  cover 
impact  and  vibration. 

Mr.  C.  C.  Sclincidcr,  M.  Am.  Soc.  C.  E.,  specifies  that  for  electric 
railway  ])ridges 

7  =  5- 150  ^(7-  +  300)  (92a) 
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In  the  Osbom  Engineering  Company's  1901  specifications  for  rail- 
and  for  highway  bridges  the  impact  is  calculated  by  the  formula 


I  =  S'S/(S  +  D)  (92b) 

re  S"  is  the  static  live  load  stress  and  D  is  the  dead  load  stress, 
method  is  also  specified  by  the  Harriman  Railway  System. 

(2)  Launhardt-W eyrauch  Formulas, — Formula   (90)   is  used  for 
:rmining  the  allowable  stress  for  loads  of  one  kind  and  formula 

C91  )  is  used  for  determining  the  allowable  stress  for  loads  of  different 
*^iiicis.     This  method  is  used  in  Thacher's  Specifications,  and  others. 

(3)  Cooper's  Method, — Cooper  uses  formula  (90)  and  calculates 
^^e  area  for  the  dead  load  and  the  area  for  the  live  load  stress  sepa- 
^^tely.  For  dead  loads  from  formula  (90)  we  have  P  =  2Sy  while  for 
li've  loads  the  range  of  stress  is  from  zero  to  the  maximum,  and  P  =  S. 

For  a  reversal  of  stress  Cooper  designs  the  member  to  take  both 
*^iricis  of  stress,  but  to  each  stress  he  adds  eight-tenths  of  the  lesser  of 
^he  two  stresses. 

The  different  methods,  while  apparently  very  unlike,  give  essen- 
tially the  same  results.     Many  engineers  claim  that   fatigue  of  the 
^^aterials  and  impact  should  be  considered  separately.     In  choosing 
^^orking  stresses,  an  allowance  should  be  made   for  secondary  and 
^ther  stresses  that  cannot  easily  be  calculated,  for  corrosion,  etc. 

Temperature  Stresses. — An  increase  or  decrease  in  temperature 

P^'oduces  no  stresses  in  a  bridge  with  one  end  on  frictionless  rollers. 

Where  there  is  a  horizontal  resistance  to  the  movement,  the  bridge 

"^omes  a  two-hinged  arch  and  it  is  necessary  to  calculate  the  stresses 

fcr  that  case.     See  the  author's  "  Steel  Mill  Buildings,"  Chapter  XIV. 

Centrifugal  Stresses. — Mr.  C.  C.  Schneider's  "  Specifications  for 
Electric  Railway  Bridges"  contains  the  following  requirement: 

Structures  located  on  curves  shall  be  designed  for  the  centrifugal  force  of 
the  live  load  acting  at  the  top  of  the  rail.  The  centrifugal  force  shall  be  calcu- 
lated by  the  following  formula : 

C  =  ro.043  —  0.003D )  W'D  (93) 

where 
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C  =  centrifugal  force  in  lbs.; 
W^  =  weight  of  train  in  lbs.; 
£)  =  degree  of  curvature. 

SPECIFICATIONS  FOR  STEEL.— All  standard  specifications 
call  for  Open  Hearth  steel.  It  has  been  the  custom  to  specify  "soft" 
steel  with  an  ultimate  strength  of,  say,  54,000  to  62,000  lbs.  per  sq.  in.; 
"  medium  "  steel  with  an  ultimate  strength  of,  say,  60,000  to  68,000 
lbs.  per  sq.  in.;  and  "rivet"  steel  with  an.  ultimate  strength  of,  say, 
50,000  to  58,000  lbs.  per  sq.  in.  The  American  Railway  Engineer- 
ing and  Maintenance  of  Way  Association  has  specified  a  single  grade 
of  "  structural "  steel  with  an  ultimate  strength  of  56,000  to  64,000  fl>s« 
per  sq.  in. ;  and  "  rivet ''  steel  with  an  ultimate  strength  of  46,000  to 
54,000  lbs.  per  sq.  in.  This  method  appears  to  be  coming  rapidly  i^^^ 
use  and  promises  to  become  standard. 

Standard   specifications  are  given  in  Appendix   I,  in  which   ^ 
specifications  for  material  adopted  by  the  American  Railway  E'*^»^ 
neering  and  Maintenance  of  Way  Association  have  been  used. 

PERMISSIBLE  STRESSES.— The  allowable  stresses  in  the  cT^^ 
ferent  members  of  steel  highway  bridges  will  depend  upon  the  metl^^ 
of  providing  for  impact. 

Schneider's  Specifications. — In  his  "  Specifications  for  Steel  Ele^"^^ 
trie  Railway  Bridges  '*  Mr.  C.  C.  Schneider  has  specified  the  allowab^ 
stresses  adoj^tcd  by  the  American  Railway  Engineering  and  Mainte-'^ 
nance  of  Way  Association,  using  the  impact  formula  in  (92a).  Thc^ 
clauses  referring  to  unit  stresses  are  as  follows: 

§  17.  Uttit  Stresses.— All  parts  of  structures  shall  be  so  proportioned  that  the 
sum  of  the  maximum  stresses  shall  not  exceed  the  following  amounts  in  pounds 
per  sq.  in.,  except  as  modified  in  paragraphs  25  to  27. 

§  18.     Teiisiott.-  -Axial  tension  on  net  section 16,000 

§  19.     Comfyressiofj. — Axial  compression  on  gross  section 16,000 — yo-l/r 

where  "  I "  is  the  length  of  meml)er  in  inches  and  "  r  "  is  the  least  radius  of  gyra- 
tion in  inches. 

§20.     Bending:  on  extreme  fibers  of  rolled  shapes,  built  sections  and 

gi  rders  ;  net  section l6,000 

on  extreme  fibers  of  pins 24,000 

§  21.    Shearing:  shop  driven  rivets  and  pins 12.000 

field  driven  rivets  and  turned  holts 10,000 
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plate  girder  webs ;  gross  section 10,000 

§  22.    Bearing:  shop  driven  rivets  and  pins 24,000 

field  driven  rivets  and  turned  bolts 20,000 

granite  masonry  and  Portland  cement  concrete 600 

sandstone  and  limestone 400 

expansion  rollers ;  per  linear  inch 600  d 

where  "  d  "  is  the  diameter  of  the  roller  in  inches. 

823.  Limiting  Length  of  Compression  Members. — No  compression  member 
sHall  have  a  length  exceeding  100  times  its  least  radius  of  gyration,  excepting 
tHose  for  wind  bracing,  which  may  have  a  length  120  times  the  least  radiu»'of 
Sry  ration. 

824.  Alternate  Stresses. — Members  subject  to  alternate  stresses  of  tension 
compression  shall  be  proportioned  for  the  stresses  giving  the  largest  section. 

the  alternate  stresses  occur  in  succession  during  the  passage  of  one  train,  as 
*»^  stiff  counters,  each  stress  shall  be  increased  by  50  per  cent  of  the  smaller. 
^^Hc  connections  shall  in  all  cases  be  proportioned  for  the  sum  of  the  stresses. 

%  25.  Counters, — Wherever  the  live  and  dead  load  stresses  are  of  opposite 
^^aracter,  only  70  per  cent  of  the  dead  load  stress  shall  be  considered  as  effective 
counteracting  the  live  load  stress. 
1 26.  Combined  Stresses. — Members  subject  to  the  action  of  both  axial  and 
ling  stresses  shall  be  proportioned  so  that  the  combined  stress  shall  not  ex- 
the  allowed  axial  stress. 

S  27.  Lateral  and  Other  Stresses  Combined. — For  stresses  produced  by  lateral 
wind  forces  combined  with  those  of  live  loads,  dead  loads  and  centrifugal 
:cs,  the  unit  stresses  may  be  increased  25  per  cent  over  those  given  above; 
"^t  the  section  shall  not  be  less  than  required  if  lateral  and  wind  forces  be 
^^^glccted. 

American    Bridge    Company's    SpeciRcations. — The    American 
bridge  Company's  1901  "  Specifications  for  Steel  Highway  Bridges  " 
specify  the  following  allowable  unit  stresses.     Impact  equal  to  twenty- 
ftve  per  cent  of  the  live  load  included. 

Tension. — Axial  tension   on  net  section,  soft  steel   15,000  lbs.  per  sq.   in., 
Medium  steel  17,000  lbs.  per  sq.  in. 
Compression. — For  soft  steel 

p 15.000 

~"  I  +  /7i3,5oor* 
For  medium  steel. 

17,000 

~  I  -]-  /'/ii.ooor* 

where  P  =  permissible  working  stress  per  sq.  in.  in  compression,  /  =  length  of 
niember  in  inches,  c  to  c  of  connection;  r=:  least  radius  of  gyration  of  the  sec- 
tion in  inches. 

Length  of  Compression  Members. — Main  members  shall  not  have  the  length 
Sreatcr  than  120  times  the  least  radius  of  gyration,  and  lateral  struts  not  greater 
than  140  times  the  least  radius  of  gyration. 
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Rci'crsal  of  Stress.— In  class  A,  B,  C  and  D  members  subject  to  the  reversal 
of  stress  shall  be  designed  to  take  either  stress.  In  classes  Ei  and  E«  members 
subject  to  reversal  of  stress  shall  be  designed  so  that  the  total  area  shall  be 
equal  to  the  sum  of  the  areas  required  for  the  tensile  and  compressive  stresses. 

Combined  Stress. — The  allowable  stresses  when  wind  stresses  are  added  to 
the  stresses  due  to  vertical  loads  and  impact,  shall  not  exceed  19,000  lbs.  per  sq. 
in.  for  soft  steel,  nor  21,000  lbs.  per  sq.  in.  for  medium  steel. 

Bending. — The  bending  on  rolled  shapes  and  plate  girders,  net  section,  shall 
not  exceed  15,000  lbs.  per  sq.  in.  for  soft  steel,  nor  17,000  per  sq.  in.  for 
medium  steel.  Bending  on  extreme  fibers  of  pins  shall  not  exceed  22,000  lbs. 
per  sq.  in.  for  soft  steel,  nor  25,000  lbs.  per  sq.  in.  for  medium  steel. 

Shear. — The  shear  on  shop  rivets  shall  not  exceed  11,000  lbs.  per  sq.  in.  for 
soft  steel,  nor  12,000  lbs.  per  sq.  in.  for  medium  steel ;  the  number  of  field  rivets 
shall  be  increased  25  per  cent. 

Allowable  shear  in  webs  of  plate  girders  shall  not  exceed  9.000  lbs.  per  sq.  w* 
for  soft  steel,  nor  10,000  lbs.  per  sq.  in.  for  medium  steel ;  it  being  assumed  that 
i  of  the  web  area  is  available  as  flange  area. 

Bearing. — The  bearing  on  rivets  and  pins  shall  not  exceed  22,000  lbs.  per  sq. 
in.  for  soft  steel,  nor  24,000  lbs.  per  sq.  in.  for  medium  steel. 

Bearing  on  masonry  shall  not  exceed  400  lbs.  per  sq.  in. 

Bearing  on  rollers  shall  not  exceed  i,200\/<^  lbs.  per  lineal  inch,  where  d^ 
diameter  of  roller  in  inches. 

Cooper's  Specifications. — In  his  1901  "  Specifications  for  Steel 
Highway  and  Electric  Railway  Bridges,"  Mr.  Theodore  Cooper  specifies 
the  following  allowable  unit  stresses: 

Tension.     Medium  Steel. — Floorbcam   hangers   and   other   similar  men^"^^' 
liable  to  sudden  loading,  net  section,  8,000  lbs.  per  sq.  in. ;  longitudinal,  Utera 
and  sway  bracing  for  wind  and  live  load  stresses,  18,000  lbs.  per  sq.  in.;  5°" 
rolled  beams  used  as  cross  floorbeams  and  stringers,  13,000  lbs.  per  sq.  in-I  ^' 
tom  flanges  of  riveted  girders,  net  section,  all  moment  resisted  by  flanges,  ^3i^ 
lbs.   per   sq.    in.;    bottom   chords,   main   diagonals,   counters   and   long  verticaSj 
12,500  lbs.  per  sq.  in.  for  live  load  stress,  and  25,000  lbs.  per  sq.  in.  for  ^^* 
load  stress. 

Soft  steel  may  be  used  with  tensile  unit  stresses  10  per  cent  less  than  a^^J^ 

Compression.     Medium  Steel. — For  chord  segments  P=  12,000  —  SS'^'^\ 

'     for 
per  sq.  in.   for  live  load  stresses,  and  P  =  24,000 —  iiol/r  lbs.  per  sq.  ^^• 

dead  load  stresses.  . 

For  all  posts   for  through  bridges,   including  end-posts,  P=  lo,000-'45' 
lbs.  per  sq.  in.  for  live  load  stresses,  and  P  =r  20,000  —  QO-Z/r  lbs.  per  sq.  ^^• 
dead  load  stresses. 

For  all  posts  in  deck  bridges  and  trestles,  P  =  11,000  —  40-//r  lbs.  per  sq-  * 
for  live  load  sfresses,  and  /'  =  22,000  —  8o//r  lbs.  per  sq.  in.  for  dead  1°* 
stresses. 

I'^or  lateral  stmts  and  rigid  bracing  P=r  13,000  —  6o//r  lbs.  per  sq.  i*^- 
wind  stresses,  and  §  of  the  above  for  live  load  stresses.  . 

In  above  /=  length  of  member  r  to  f  of  connections,  and  r=  radius  0 
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Sy ration  of  the  member,  both  in  inches.  The  ratio  of  lit  shall  not  exceed 
loo    for  main  members  and  120  for  laterals. 

Soft  steel  may  be  used  with  unit  stresses  15  per  cent  less  than  the  above. 

Bending. — The  bending  on  extreme  fibers  of  pins  shall  not  exceed  20,000 
lbs.    per  sq.  in. 

Shear. — The  shear  on  pins  and  rivets  in  trusses  shall  not  exceed  10,000  lbs. 

sq.  in.    The  shear  on  rivets  in  floor  systems  shall  not  exceed  80  per  cent, 

in  lateral  systems  shall  not  exceed  140  per  cent  of  the  values  above. 

Bearing. — The  bearing  on  pins  and  rivets  in  trusses  shall  not  exceed  18,000 
lbs.  per  sq.  in.  The  bearing  on  rivets  in  floor  systems  shall  not  exceed  80  per 
cent,  and  in  lateral  systems  shall  not  exceed  140  per  cent  of  the  values  above. 

Field  rivets  shall  have  their  allowable  bearing  and  shear  reduced  one-third 

Bearing  on  rollers  per  lineal  inch  =  300(f,  where  d  is  the  diameter  of  the 
roller  in  inches. 

Bearing  on  masonry  shall  not  exceed  275  pounds  per  sq.  in. 

Combined  Stresses. — Members  subject  to  combined  stresses  must  be  designed 
^or  the  greatest  stress.  Unless  the  stress  due  to  weight,  only,  exceed  10  per 
cent  of  the  allowed  stress,  such  stress  need  not  be  considered.  Unless  the  stress 
dtie  to  wind  forces  exceed  25  per  cent  of  the  allowed  unit  stress  it  need  not 
^^^  considered. 

Reversal  of  Stress. — Members  and  their  connections  subject  to  alternate 
stress  shall  be  designed  to  take  each  kind  of  stress.  Both  stresses,  shall,  how- 
ever, be  increased  by  an  amount  equal  to  ^  of  the  least  of  the  two  stresses. 

Osbom  Engineering   Company's   Specifications.  —  The  Osborn 
Engineering    Company's    1901    "  Specifications    for    Steel    Highway 
bridges "  specify  the   following  allowable  unit  stresses.     Impact  as 
^^Iculated  by  (92b)  is  included. 

Tension. — Wrought  iron  18,000  lbs.  per  sq.  in. ;  soft  steel  20,000  lbs.  per 
^.  in. ;  medium  steel  22,000  lbs.  per  sq.  in. ;  net  section. 

Compression. —  Compression  members  shall  be  designed  for  a  unit  stress 
not  greater  than  given  by  the  formula 

^=r+/.7^-;TJbs.  persq.  in. 

^  which  C  =  18,000  for  wrought  iron,  =  20,000  for  soft  steel,  =  22,000  for  me- 
dium steel;  B  =  36,000  for  members  with  two  square  bearings,  =  24,000  for  mem- 
•^rs  with  one  square  and  one  pin  bearing,  =  18,000  for  members  with  two  pin 
tarings;  /=  length  of  members  between  supports  and  r=  least  radius  of  gyra- 
tion of  the  member,  both  in  inches.  The  ratio  of  l/r  shall  not  exceed  125  for 
^ain  members  nor  150  for  subordinate  members. 

Bending. — Bending  on  medium  steel  pins  shall  not  exceed  25,000  lbs.  per 
sq.  in. 

Bearing. — Bearing  on  medium  steel  pins  shall  not  exceed  22,000  lbs.  per 
sq.  in.,  on  rivets  not  greater  than  20,000  lbs.  per  sq.  in. 

Bearing  on  masonry  shall  not  exceed  400  lbs.  per  sq.  in. 
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Bearing  on  rollers  shall  not  exceed  6ood  lbs.  per  lineal  inch  of  roller,  where 
d  =  diameter  of  roller  in  inches. 

Shear. — The  allowable  shear  on  pins  and  rivets  shall  not  exceed  10,000 
lbs.  per  sq.  in. 

Combined  Stresses. — Meml)crs  subjected  to  combined,  direct  and  bending 
stresses  shall  be  proportioned  for  the  combined  stresses. 

Reversal  of  Stress. — Members  subjected  to  alternate  tensile  and  comprcssirc 
stresses  shall  be  designed  to  resist  either,  and  shall  have  25  per  cent  excess  of 
strength  in  their  connections. 

For  additional  specifications,  see  Appendix  I. 

THICKNESS  OF  METAL.— The  American  Bridge  Company 
specifies  that  no  metal  less  than  }  in.  thick  shall  be  used  for  highway 
bridges,  except  for  fillers.  Cooper,  Schneider  and  Osbom  specify  that 
no  metal  less  than  1%  in.  thick  shall  be  used  for  highway  bridges,  except 
for  fillers.  The  author  recommends  that  J  in.  metal  be  permitted  m 
class  D  highway  bridges,  and  that  ^  in.  metal  be  the  minimum  for  aU 
other  highway  bridges. 

The  standard  minimum  thickness  for  metal  in  railway  bridges  is  V 

TENSION  MEMBERS.— Tension  members  are  made  (i)  of  ^^ 
bars;  (2)  of  square  or  round  loop  bars;  (3)  of  simple  shapes,  and  ^* 
of  built  sections. 

Eye-bars. — Eye-bars  are  used  for  main  tension  members  of    ^    . 
connected  trusses.     The  eyes  may  be  formed   (a)   by  upsetting   *^  • 
forging,  or  (\A  by  piling  and  welding.     By  the  first  method  the  \x^^^    , 
upset  and  the  head  is  forged  in  a  die,  after  which  the  bar  is  rehear ^^ 
and  annealed  and  the  pin  hole  is  drilled.     By  the  second  method"^        » 
**  pile"  of  iron  bars  is  placed  on  the  end  of  the  bar,  the  pile  is  heat^        1 
and  the  head  is  forged  in  a  die.     The  bar  is  then  reheated  and  anneal^^^^^ 
and  the  pin  hole  is  drilled.     Steel  eye-bars  should  always  be  made  l^r^^i 
ui)setting  and    forging.     The   American   Bridge   Company's   standarc^^  z^ 
eye-bars  are  given  in  Table  XVII :  while  the  King  Bridge  Company'^ 
standard  eye-bars  are  given  in  Table  XX'^III.     Eye-bars  thinner  than 
those  specified   are  liable  to  buckle   in  the  head.     Eye-bars  may  be 
obtained   in  different  thicknesses  varying  by  -^  inch.     Eye-bars  are 
seldom  made  with  a  thickness  of  more  than  one-third  or  less  than  one- 
sixth  of  the  depth  of  the  bar.     The  Osborn  Engineering  Company 
specifies  that  bars  shall  not  be  less  than  %  in.  in  thickness,  and  prefcr- 
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y  not  less  in  thickness  than  J  the  depth.  Eye-bars  should  be  parallel 
nearly  as  possible ;  the  B.  &  O.  R.  R.  specifies  that  eye-bars  shall  uot 
out  of  line  more  than  one  inch  in  ten  feet;  the  specifications  in 
pendix  I  require  that  eye-bars  shall  not  be  out  of  line  more  than  one 
h  in  i6  feet  (§92).  Thick  bars  give  large  moments  on  the  pin. 
IS  are  ordinarily  specified  to  be  not  less  than  three-fourths  of  the 


TABLE  XVII. 
Forged  Eye-Bars.    American  Bridge  Company  Standards. 


Bar. 
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Bar. 
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9 
a 

•6  • 

A 

•d  . 
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Ins. 

Additional 
Material 
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Ft.  and  Ins 
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1 

Bars  marked*  should  only  be  used  when  absolutely  unavoidable. 
Bars  are  hydraulic  forged  and  are  guaranteed  to  develop  the  full  strength  of 
-  bar  under  conditions  given  in  the  table  when  tested  to  destruction. 

17 


242 


DESIGN   OF  TRUSS   MEMBERS. 


depth  of  the  deepest  bar  coming  on  the  pin.  Bars  very  shallow  or 
very  deep  will  therefore  require  large  pins.  The  stresses  in  eye-bars 
due  to  their  own  weight  are  given  in  Fig.  107,  Chapter  VIII.  Eye- 
bars  should  always  be  used  in  pairs  and  should  be  kept  small  in  order 
to  keep  down  the  size  of  the  pins  and  reduce  the  cost  of  fabrication  of 
the  pins.     Specifications  for  eye-bars  are  given  in  Appendix  I. 


TABLE  XVIII. 
Forged  Eye-Bars.    King  Bridge  Company  Standards. 
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The  area  of  the  head  on  the  Hue  5-5"  is  140  per  cent  of  the  area  of  the  bar. 


Adjustable  Eye-bars. — Where  eye-bars  are  used  for  counters  they 
are    made    adjustable.     The   American    Bridge    Company's    standard 
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adjustable  eye-bars  are  given  in  Table  XIX.     The  parts  of  the  bar  may 
be  connected  by  sleeve  nuts  or  turnbuckles. 

TABLE  XIX. 
Adjustable  Eye-Bars.    American  Bridge  Company  Standards. 
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Bars  marked  *  should  only  be  used  when  absolutely  unavoidable. 
Bars  are  hydraulic  forged  and  are  guaranteed  to  develop  the  full  strength  of 
the  bar  under  conditions  given  in  the  table  when  tested  to  destruction. 


Loop-bars. — Iron  bars,  both  square  and  round,  are  often  made  with 
loop  ends.     Steel  bars  should  never  be  used  with  loop  ends  for  the 
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TABLE  XX. 
Loop-Bars.    American  Bkidce  Company  Standasds. 

All  Dimensions  in  Inches. 
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Note. — Maximum  shipping  tcngih  should  not  exceed  35  feet. 

^     TTie 
reason  that  welded  steel  is  not  ordinarilv  considered  reliable.  .u 

American  Bridge  Company's  standard  loop-bars  are  shown  in  T^ 
XX,  Loo|)-bars  arc  made  with  bi>th  single  and  double  loops.  Oevi^ 
are  to  be  preferred  to  duuble  loops.  Loop-bars  bent  in  the  weld  shoiS 
not  be  used. 

^    re 
Standard  Upsets. — Bars  upon  which  screw  ends  are  to  be  cut,  a^    . 

first  upset  so  that  the  area  through  the  base  of  the  screw  will  be  i 
excess  of  the  main  Ixidy  of  the  bar  by  a  recpiired  amount,  varying  fror^^^ 
16  to  40  per  cent.     The  .^merican  Bridge  Company's  standard  iipset^^^^ 
for  round  and  scpiare  bars  are  given  in  Table  XXI. 

Clevises.— Where  small  round  or  square  steel  bars  are  used,  the 
ends  should  be  ujiset  and  the  coimcction  to  the  pin  should  be  made  by 
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TABLE  XXI. 
Upsets  for  Round  anh  Sguare  Bass. 
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BUS  of  clevises.     The  American  Bridge  Company's  standard  clev 
given  in  Table  XXII. 

Turabuckles  and  Sleeve  Nuts. — Eye-  or  loop-bars  are  made  adjt 
i  by  means  of  tumbuckles  or  sleeve  nuts.     Tumbuckles  are  m 
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TABLE  XXir. 
Standard  Clevises.    American  Bridge  Company  Staksasbs. 
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often  used  than  sleeve  nuts.     The  turnbuckle  has  the  advantage 
the  ends  of  the  bars  are  visible,  while  it  has  the  disadvantage  th 
can  be  loosened  with  a  bar.     The  American  Bridge  Company's  s 
dard  turnbuckles  and  sleeve  nuts  are  given  in  Table  XXIII. 

Riveted  Tension  Members. — The  difficulty  in  the  design  of  riv 
tension  meni])ers  is  the  design  of  the  end  connections.     The  rivets 
the  end  connections  should  be  svminetrical  with  the  neutral  axis  of  .         _^ 
member.     This  is  sometimes  difficult  to  attain,  and  results  in  lar^ 
eccentric  stresses.     In  riveted  tension  members  with  pin-connectior'^      , 
it  is  usually  si)ecified :    (i  )    That  the  net  area  through  the  pin  hol^-        i 
must  exceed  the  required  net  area  of  the  member  by  25  per  cent,  an(^ 
(2)  the  area  back  of  the  pin  hole  on  a  plane  through  the  center  of  th^^ 
pin  hole  and  parallel  to  the  axis  of  the  member  must  be  not  less  tha 
75  per  cent  of  the  area  thrc>ugh  the  pin  hole.     The  net  area  of  the 
member  must  be  used  in  calculating  the  strength  of  a  riveted  tension 
member.     In  deducting  for  rivet  holes  in  tension  members  it  is  often 
specified  that  rupture  will  be  considered  equally  probable  on  a  trans- 
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^B  cent  in  excess  of  the  transverse  section. 
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The  net  area  of  a  tension  member,  A,  required  to  carry  a  direct 
tension,  T,  with  a  safe  unit  stress,  /,  is  ^  =  T/f.  For  methods  oi 
calculating  the  stresses  in  tension  members  due  to  direct  and  cross- 
bending  forces,  see  Chapter  VIII. 

For  the  calculation  of  the  stresses  in  an  eccentric  riveted  conocc- 
tion,  see  Chapter  VIII. 

The  areas  to  be  deducted  for  rivet  holes  in  tension  members  ^^ 
given  in  Table  XXXII. 

COMPRESSION  MEMBERS.— Some  of  the  common  fonn^ 
compression  members  are  shown  in  Fig.  178.     The  section  in  (&)  ^ 
sisting  of  two  channels  and  a  top  cover  plate  with  lacing  on  the  boti^^ 


^ 


3- 


T 


r 


_.L-. 

I 

(Jli  i  IIL 

I 

A 
(Oi) 


3 


* 


^ 


3  — 


I 
A 

(b) 

A 

I 

=.    I    c 

■"T~ 
A 


A 
I 

I 


3 


^ 


^-3    B^ 


A 


^ 


3     &- 


J 


P 

4-3 


I 


1 


A 

a- 


I 


-Hf-B 
I 


A 
(C) 


L  JiJu 


P 


A 

id) 

A 


1 
3- 

J 


I 


r 


-■ j — 3  3 — f 

i    L  • 

A  A 

(g)  (h) 

A  A 


—  B 


=1 


=p9  ^'^--r-pa    5 3 


T 
(i) 


I 
I 

A 

(h) 


J 


[f 


L= 


(b 


Fig.  178.    Riveted  Sections  for  Compression  Members. 
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and  section   (e)   consisting  of  two  channels  laced  on  both  top  and 
bottom  are  commonly  used   for  the  top  chords  of  high  truss  pin- 
connected  highway  bridges.     Sections  (a),  (c),  (d)  and  (g)  are  com- 
monly used  for  long  span  highway  and  railway  pin-connected  bridges. 
Sections  (e),  (f),  (g)  and  (j)  are  used  for  intermediate  posts,  while 
sections  (h)  to  (k)  are  used  for  the  chords  of  riveted  highway  bridges. 
A   type  of  chord  should  be  selected  that  will  give  the  desired  results 
and    -will  at  the  same  time  give  a  low  cost  for  fabrication.     Where 
chords  are  made  without  a  top  cover  plate,  the  lacing  must  be  designed 
to  carry  the  diagonal  shear  in  addition  to  the  usual  stresses.     The  least 
radius  of  gyration  of  sections  (a)  to  (d),  inclusive,  is  approximately 
four-tenths  of  the  width  of  the  member,  while  the  least  radius  of  gyra- 
tion   of  sections  (e)  to  (g),  inclusive,  is  approximately  three-eighths 
of  the  depth. 

In  selecting  a  chord  section  the  radius  of  gyration  should  be  kept 
^s  large  as  possible,  the  member  at  the  same  time  satisfying  the  follow- 
requirements :  (i)  The  thickness  of  the  top  cover  plate  should  not 
less  than  34o  the  distance  between  the  centers  of  the  rivets  connect- 
the  plate  to  the  angles  or  channels.  (2)  The  thickness  of  the  side 
Pla.tes  should  not  be  less  than  %o  ^^^  distance  between  the  centers  of 
^*^^  rivets  connecting  it  to  the  angles.  (3)  The  angles  should  not  be 
^l^itiner  than  three-fourths  the  thickness  of  the  thickest  plate  attached 
^^  them.  (4)  The  radius  of  gyration  of  the  member  about  both  axes 
^nould  be  approximately  the  same. 

Design  of  Compression  Members. — The  allowable  stresses  in  com- 
pression members  are  given    in    the    standard    specifications  in  this 
^^apter.     For  the  details  of  the  calculations  of  the  moments  of  inertia, 
^dii  of  gyration  and  allowable  stresses  in  compression  members,  see 
Chapter  VIII,  and  Chapter  XXII. 

Lacing. — Lacing  bars  are  used  to  join  the  parts  of  the  member 
*  together  and  make  it  act  as  a  solid  member  to  resist  the  shear  due  to 
bending  and  the  diagonal  shear  in  the  member.     Lacing  bars  are  com- 
monly made  with  a  thickness  of  not  less  than  Y^o  the  distance  between 
end  rivets  for  single  lacing,  or  %o  of  the  distance  between  rivets  for 
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;  lacing  riveted  at  the  middle.  The  spacing  sliould  he  such  that 
,rt  of  the  culunin  hetween  the  rivets  is  stronger  than  the  column 
whole.  Specifications  require  that  the  lacing  bars  make  an  angle 
tlie  axis  of  the  member  of  from  60  to  45  degrees.  The  Ameri- 
iHdge  Company's  standard  lacing  bars  are  given  in  Table  XXIV. 


Sf  ji^rn  of  Lacing  Bars. — Tlie  lacing  bars  in  a  colinnii  hold  the  parts 
column  in  line,  carry  part  of  the  diagonal  shear,  and  transfer 
(  tlic  stress  in  cohinins  with  an  eccentric  loading.  The  stresses 
e  bars  ret|iiired  to  hold  the  parts  of  the  colnmn  in  line  are  small 
tresses  in  the  column  within  the  elastic  limit  of  the  material.  Tlie 
iiiim  diagonal  shear,  S,  in  a  solid  member  is  5"=  J/",  where  P  = 
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TABLE  XXIV. 
American  Bridge  Company  Standard  LAaNc  Bars. 
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e  total  direct  axial  load  on  the  member.     In  columns  composed  of  1 
llianncU,  angles,  etc.,  the  Hange  area  is  ordinarily  sufficient  to  carry  | 
i  shear  without  producing  large  stresses  in  the  lacing  bars.     The 
,  A!',  due  to  the  eccentric  loading  is  M'  =  P-e,  where  F  =  the 
J  direct  load  on  tlie  column  and  e  =  the  eccentricity  of  the  loading. 
The  lacing  bars  will  take  the  shear  due  to  this  bending  moment,  if  the  J 
flanges  are  light.     It  will  be  seen  from  the  foregoing  that  the  stresses  I 
in  lacing  bars  depend  ( i )  upon  the  make-up  of  the  column,  (2)  upon  I 
the  care  used  in  building  the  coliuTin,  and  (3)  upon  the  eccentricity  of  I 
the  loading. 

For  a  column  with  a  concentric  loading,  experiments  show  that  the  1 
allowable  unit  stress  may  be  represented  by  the  straight  line  formula   ' 
p=  16,000  —  70 //r  lbs,  per  sq.  in.,  where  />  =  allowable  unit  stress  11 
the  member;  /=; length  of  the  member,  c  to  c  ol  end  connections,  and  \ 
r^  radius  of  gyration  of  the  column,  both  in  inches.     Now  the  allow- 
able unit  stress  on  a  short  block  is  16,000  lbs.,  and  the  70  i/r  repre- 
sents the  increase  in  the  fiber  stress  in  the  column.     Now  if  we  assume 
that  this  fiber  stress  is  caused  by  a  horizontal  load,  W.  applied  at  the 
center  of  the  height  of  the  column,  then  H''//4  =  7o/-//rv,  where  /^ 
moment  of  inertia  of  the  cross-section  of  the  column  =  W'r',  where  A 
fi^the  area  of  the  cross-section  of  the  column,  and  y^the  distance 
rutral  axis  of  column  to  the  extreme  fiber  in  the  plane  ' 
rallel  to  the  plane  of  the  lacing  bars.     Then  iV-l/4^yoA-r'-l/r-y, 
'ilV^2SoAr/y.    Now  the  sliearin  the  column  will  be  W''/2,  and  the  | 
i  i'^i40/l-r/y,and  the  stress  in  a  lacing  bar  will  be^  140 /l-f/y  j 
^9,  where  fl^^the  angle  made  by  the  bar  with  the  axis  of  the  column.  I 
i  shows  that  the  stresses  in  tlic  lacing  bars  in  the  column  with  a  J 
iccntric  loading  depend  upon  the  make-up  of  the  colimin,  and  are  I 

iiilent  of  the  length  of  the  column. 
I  Details  ol  Compression  Membcrs.^The  details  of  the  end-post  j 
V,  and  top  chord  UiV^  of  a  highway  camel-back  truss  are  given  in  j 
,   179,     "  Batten  plates  should  be  placed  as  near  the  ends  of  the  ] 
mher  as  practical,  should  have  a  thickness  not  less  than   '/lo  the 
ince  between  centers  of  rivets  at  right  angles  to  tlie  axis  of  the 
nber,  and  should  have  a  length  not  less  than  Die  greatest  widtli  of 
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thickness.  The  rivet  spacing  in  the  line  of  stress  should  not  be  greater 
than  i6  times  the  thickness  of  the  thinnest  outside  plate  (16XA'' 
=  5")  or  6".     This  specification  is  not  fulfilled  near  the  center. 

"  The  rivet  spacing  should  not  be  less  than  three  diameters  of  rivet.* 
Rivets  are  }  inch  and  the  specifications  are  fulfilled.  "  For  a  lengtt^ 
from  the  end  equal  to  twice  the  width  of  the  member  the  rivet  spacing 
should  not  exceed  4  times  the  diameter  of  the  rivet."  This  specifica-^ 
tion  is  fulfilled  for  Lf^U^  and  is  practically  fulfilled  for  f/if/j.  "Wher^ 
pin  plates  are  used  at  least  one  pin  plate  must  extend  6  inches  beyond 
the  edge  of  the  nearest  batten  plate."  This  specification  is  fulfilled 
for  f/iC/o,  but  is  not  fulfilled  for  L^Ui.  The  lacing  bars  satisfy  the 
American  Bridge  Company's  standards  for  t  =  c/$o,  but  not  for 
t  =  c/40.  The  rivets  in  the  pin  plates  are  arranged  symmetrically  with 
reference  to  the  pin  centers.  This  may  or  may  not  be  symmetrical 
with  the  neutral  axis  of  the  member.  The  details  of  the  joint  at  pin 
Uy  are  clearly  shown.     For  specifications  for  riveting  see  Appendix  I. 

Angles. — The  areas  of  angles  are  given  in  Table  XXV,  while  the 
weights  of  angles  are  given  in  Table  XXVI. 

Rivets. — The  standard  form  of  rivets,  as  used  by  the  American 
Bridge  Company  for  structural  and  bridge  work,  are  given  in  Fig.  180, 
together  with  other  standards  for  riveting.  The  spacing  of  rivets  in 
the  legs  of  angles  and  the  maximum  sizes  of  rivets  are  given  in  Fig. 
180.  The  American  Bridge  Company*s  conventional  signs  for  rivets 
are  given  in  Fig.  181.  The  spacing  of  rivets  in  the  flanges  of  channels 
and  the  maximum  sizes  of  rivets  are  given  in  Table  XXVII,  and  for  I 
beams  in  Tables  XXVIII  and  XXIX. 

Hie  shearing  and  bearing  values  of  rivets  for  several  diflferent  unit 
stresses  are  given  in  Tables  XXX  and  XXXI. 

For  the  allowable  stresses  on  §  and  J  inch  rivets  in  the  trusses, 
floor  system  and  laterals  of  highway  bridges,  according  to  Cooper's 
Specifications,  see  Table  LXXVI  and  Table  LXXVII,  respectively. 

ANCHOR  BOLTS. — Three  common  forms  of  anchor  bolts  are 
given  in  Fig.  182.     The  wedge  bolt  in  (a)  is  driven  over  the  wedge 
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Table  of  Areas 


(a)  cb>  {c> 

Fig.   182,    Anchor  Bolts. 

TABLE  XXXII. 
I  Square  Inches,  to  be  Deducted  from  Riveted  Puns  W 
Shapes  to  Obtain  Net  Areas. 
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Bridck  Piks  with  Louas  Nuts.    Auducan  Bbidce  Company  Stahdakds. 
All  Dimensions  in  Inches. 
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grip  "  G "  add    Ai"   for  each  bar,   together 
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placed  in  the  hole.  Bolts  (b)  and  (c)  are  placed  in  the  hole  whic^ 
is  then  filled  with  Portland  cement,  sulphur  or  lead.  Where  anch 
bolts  are  to  take  direct  stress  they  should  be  made  long  enough 
that  the  weight  of  the  masonry  will  more  than  equal  the  strength  oP 
the  bolt.  A  usual  specification  for  anchorage  is  that  the  weight  of  the^ 
masonry  shall  be  one  and  one-half  times  the  anchoring  stress. 


TABLE  XXXIV. 
Maximum  Allowable  Bending  Moments  in  Pins  for  Various  Fiber  Stresses. 


Pin. 

MoMBNTS  IN  Inch  Pounds 

FOR  Fiber  Strbssbs  per  Square  Inch  of 
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PINS. — ^The  American  Bridge  Company's  standard  bridge  pins 
with  Lomas  nuts  are  given  in  Table  XXXIII.  Square  nuts  are  some- 
times used.  The  figured  grip  for  Lomas  nuts  is  increased  as  shown 
to  make  sure  that  the  pin  has  a  full  bearing.  Where  square  nuts  are 
used  a  washer  should  be  provided  at  one  end  and  the  grip  should  be 

TABLE  XXXV. 

American  Bridge  Company  Standard  Cotter  Pins. 

All  dimensions  in  inches. 
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Note. — Use  pins  with  lomas  nuts,  in  preference  to  cotter  pins,  whenever 
possible. 

increased  accordingly.  In  calculating  the  grip  it  is  usual  to  assume 
that  bars  may  be  ^  inch  thicker  than  the  figured  thickness,  that  riveted 
members  may  be  \  inch  wider  or  narrower  than  the  figured  dimensions. 
Members  should  be  packed  on  the  pin  so  that  the  bending  moments 
will  be  as  small  as  possible.  Steel  pilot  nuts  and  points  for  protecting 
the  threads  of  the  pin  are  shown  in  Fig.  183a  and  Fig.  183&,  respect- 
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(o)  Pilot  Nut.  (6)  Pilot  Point. 

Fia  163.    AuEsicAN  Bridge  Coufanv  Pilot  Nuts  and  Points. 

ively.  The  allowable  bending  moments  on  pins  for  different  fiber 
stresses  are  given  in  Table  XXXIV.  The  method  of  calculating  the 
stresses  in  pins  is  described  in  detail  in  Chapter  VIII. 

Lateral  Pins. — The  American  Bridge  Company's  standard  cotter 
pins  are  given  in  Table  XXXV.  These  pins  are  used  only  for  laterals 
and  other  similar  members. 

CAST  WASHERS.— The  weight  of  cast  O  G  washers  are  given 
in  Table  XXXVI. 

TABLE  XXXVI. 
Stanoafd  Cast,  O  G  Washers. 
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CHAPTER   XIV. 
The  Details  of  Highway  Bridge  Members. 

FLOORBEAMS. — Floorbeams  for  highway  bridges  are  made  of 
rolled  I  beams  or  riveted  plate  girders.  Joists  or  stringers  are  made 
either  of  rolled  I  beams  or  of  timber,  wooden  beams  being  now  used 
only  for  unimportant  country  bridges.  Stringers  on  electric  railway 
bridges  are  sometimes  made  of  plate  girders.  Floorbeams  may  be  riv- 
eted to  the  posts  or  hung  from  the  lower  chord  pins.  The  floorbeams 
of  deck  bridges  are  sometimes  carried  directly  on  the  top  chords. 
Several  different  types  of  floorbeam  connection  are  shown  in  Fig.  184. 
Floorbeams  may  be  riveted  above  the  lower  chord  or  may  be  suspended 
below  the  lower  chord.  The  first  method  gives  the  most  rigid  struc- 
ture, while  the  second  method  is  the  cheapest  type  of  construction. 
The  rod  hanger  in  (a)  was  formerly  much  used  for  all  classes  of  high- 
way bridges,  but  is  now  seldom  used  except  for  light  country  bridges. 
Plate  hanger  (b)  is  used  for  .the  floorbeam  at  the  foot  of  the  hip 
vertical,  while  (c)  is  used  for  the  floorbeams  at  intermediate  posts. 
Unless  great  care  is  used  in  the  design  and  erection,  suspended  floor- 
beams  are  liable  to  lack  rigidity.  The  riveted  connections  in  (d)  and 
(f)  are  cheap  and  effective.  The  connection  in  (e)  is  eccentric  but  is 
quite  effective.  Connection  (h)  is  very  satisfactory.  Connection  (g) 
is  a  special  connection.  Details  of  floorbeams  riveted  above  the  lower 
chords  are  shown  in  Figs.  148,  150,  159,  161  and  169;  while  details  of 
floorbeams  riveted  below  the  chords  are  shown  in  Figs.  151,  154,  157, 
158,  163,  166  and  285.  Details  of  riveted  plate  girder  floorbeams  are 
given  in  Fig.  185.  The  details  of  a  lattice  floorbeam  are  given  in 
Fig.  186. 

Details  of  sidewalk  brackets  are  shown  in  Figs.  185,  186,  193  and 
194.     This  detail  should  be  designed  with  care. 
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Joists  may  be  carried  directly  on  the  tops  of  the  floorbeams  or  or*- 
shelf  angles  riveted  to  the  web  plates  of  the  floorbeams.  For  timbe*" 
floor  plank,  joists  should  not  be  spaced  at  greater  distances  than  one  foo"*^ 


rt^atr  Hangtr 


/ 

'-Ciilmio/  for  Cherel  flora 
(gl  l^ttfed  Fhor  Beam. 

Fig.  184.    Floorbeam  Connections 


( h)  RMtd  Floor  3iom. 
FOR  HiGHWAV  Bridges. 


Fjg.  185.    PrATE  Gi 


Sidewalk  Bracket. 


i  HIGHWAY  BRIDGE  FLOORS.~Highway  bridge  floors  are 
ade  of  timber  as  in  Figs,  141,  145,  158,  162  and  285  ;  reinforced  con- 
crete as  in  Figs.  143,  154,  188,  191  and  192;  buckle  plate  floor  as  in 
Figs.  i6g  and  186;  corrugated  steel  floor,  Z-bar  floor,  or  angle  and  plate 
floor  filled  with  concrete  as  in  Fig,  190;  Buckeye  steel  floor  as  in  (a) 
Fig.  192;  or  Multiplex  steel  floor  as  in  (b)  Fig,  192.  For  specifica- 
}  for  floors,  see  Chapter  II  and  Appendix 


K-— ■■-■  irg'- 


Fig.  186.    Lattice  Fi.oorbea; 


LE  Plate  Floor. 


■Flank  Floors. — The  wearing  surface  should  be  of  white  oak  or 
liilar  timber  laid  transversely  of  the  bridge.  Where  two  layers  of 
plank  are  used  the  lower  layer  is  commonly  laid  diagonally.  Planks 
should  be  laid  from  i  to  J  inch  apart  so  that  water  will  not  be  retained 
but  will  run  through  and  give  the  planks  an  opportunity  to  dry  out. 
Where  more  than  one  layer  of  planks  is  used  the  moisture  is  retained 
and  decay  is  quite  rapid  unless  precautions  are  taken  to  protect  the 
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timber.  A  liberal  application  of  coal  tar  to  the  surfaces  that  are  not 
exposed  will  prolong  the  life  of  the  floor  materially.  If  possible,  tim- 
ber treated  by  a  preservative  process  should  be  used  for  floors  composed 
of  more  than  one  layer  of  plank.  Each  plank  should  be  solidly  spiked 
to  the  joists,  using  ^od  spikes  for  planks  2j  inches  thick  and  under,  and 
6o</  spikes  for  planks  from  23  to  4  inches  thick.  Where  steel  joists  are 
used,  spiking  strips  about  3"  X  8"  are  bolted  to  the  tops  of  all  joists, 
or  spiking  strips  4"  X  6"  are  bolted  to  the  sides  of  three  lines  of  joists 
under  each  plank  length.  When  the  latter  method  is  used  the  floor 
planks  are  fastened  to  the  intermediate  joists  by  bending  spikes,  driven 
through  the  floor  plank,  around  the  upper  flanges  of  the  joists.  Two 
channels  with  a  3"  X  6"  spiking  piece  are  sometimes  used  for  tiie 
center  line  of  joists.  Channels  are  commonly  used  for  the  outside 
joists.  For  specifications  for  plank  floors,  see  Chapter  II  and  Appen- 
dix I. 

Reinforced  Concrete  Floors. — Reinforced  concrete  floors  are  de- 
signed as  in  Chapter  XVII.     The  lower  edge  is  reinforced  with  expanded 


^  hn'i-ii's'-v'-r -^        I        j        ;,  ^..C-.' 


•  1'  it  >»f||tit  ipa 


Fig.  18?.    Details  0 


D  Floorbeau. 


metal  as  in  Figs.  143  and  191 ;  with  rods  as  in  Fig.  154,  or  with  wire 
netting  or  other  form  of  reinforcement.  The  wearing  surface  of  the 
roadway  of  reinforced  concrete  floors  is  commonly  made  of  asphalt 
as  in  Fig.  191,  of  paving  brick  as  in  Fig.  172,  of  wooden  blocks  or  other 
form  of  pavement.  Recently  the  wearing  surface  has  been  made  of 
roughened   concrete,   but   its   use  is  still  in  the  experimental   stage. 
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(Roughened  concrete  wearing  surfaces  on  bridges  in  Denver,  Colo., 
are  giving  excellent  satisfaction.)  The  wearing  surfaces  of  footwaiks 
are  made  of  concrete  with  a  cement  finish  as  for  sidewalks.     Care 


Fig.  i88.    Concrete  Sidewalk  Floor. 


should  be  used  to  provide  an  expansion  joint  at  one  end  (at  the  ex- 
pansion end)  of  the  bridge.  This  may  be  accomplished  by  means  of  a 
bent  plate  filled  with  asphalt  placed  between  the  end  of  the  floor  and 
the  abutment,  or  as  in  Fig.  191&. 


Fig.  189.    Buckle  Plates. 

Buckle  Plates. — Buckle  plates  are  made  by  "  dishing  "  flat  plates  as 
in  Table  XXXVII.  The  width  of  the  buckle  W  or  length  L,  varies 
from  2'  6"  to  5'  6".  The  buckles  may  be  turned  with  the  greater 
dimension  in  either  direction  of  the  plate.     Several  buckles  may  be  put 

Pifneoya  Corrugated  Flooring  Z  Rar  floor  Angle  and  PtaH  FHaar 

«n  (b)  (C)  (d) 

Fig.  190.    Corrugated  Steel  Floors. 

in  one  plate,  all  of  which  must  be  the  same  size  and  symmetrically 
placed.     Buckle  plates  are  made  J",  -jV'j  t"  and  -^jn"  in  thickness.     The 
common  standard  sizes  are  given  in  Table  XXXVII. 
19 
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TABLE  XXXVII. 
Amesican  Bridge  Company's  Standard  Buckle  Plates. 
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Fltttej  are  made  J",  t"/',  J"  or  ^j"  thick. 

Buckles  of  differenl  sizes  should  not  be  used  ia  the  Same  pUte. 

RiveU  generally  )"  or  {"  diameter. 

Buckle  plates  should  be  firmly  bolted  or  riveted  around  the  edges 
with  a  maximum  spacing  of  6  inches,  and  should  be  supported  trans- 
versely between  the  buckles.  The  process  of  buckling  distorts  tlie 
plate  and  an  extra  width  should  be  ordered,  and  the  plate  trimmed 
after  the  process  is  complete. 

Strength  of  Buckle  Plates. — The  safe  load  for  a  buckle  plate  with 
buckles  placed  up,  is  approximately  given  by  the  formula 

lV^4fR-t 

where  W  =  totaI  safe  uniform  load; 
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/=safe  unit  stress  in  pounds  per  square  inch; 
i?  =  depth  of  buckle  in  inches; 
/= thickness  of  plate  in  inches. 

Where  buckle  plates  are  riveted  and  the  buckles  placed  down,  the  safe 
load  is  from  3  to  4  times  that  given  above. 


U.^..... ^O'O'ifto  ietrciers 


U 5^0"-^. 
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....^'-O'.... 


..-sio'-- 


•I  ^t* 


Concrete  6 ,  retnforce^\^\ 
¥/ifh  expanded  metal )  \\    j- Asphalt  5 


---5''0-'"M 


S"Tr 


7^  '<\ 


3ecf/on 
Showing  relative  positions  of  girders^ 
floorbearns  Sr stringers. 

Fia  191a.    Floor  of  Harrison  Street  Plate  Girder  Bridge,  Princeton,  N.  J. 

(American  Bridge  Co.) 

Buckle  plates  are  usually  fastened  to  the  tops  of  the  stringers  as  in 
Fig.  186,  but  may  be  fastened  to  the  bottom  flanges  as  in  Fig.  194, 
The  space  above  the  buckle  plates  may  be  filled  with  asphalt  as  in  Fig. 
186,  or  with  concrete  with  a  finished  pavement  as  in  Fig.  194. 

Corrugated  Steel  Floors. — The  steel  floors  shown  in  Fig.  190  are 
used  on  heavy  city  and  on  railroad  bridges.  The  space  above  the  plates 
is  filled  with  either  asphalt  or  concrete,  and  a  covering  is  used  as  for 
concrete  floors.     For  electric  and  steam  railways  the  ties  are  sometimes 
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n'Strinqer 

Mnf  fheyelur faces  carefully  with  hof  asphalt 
Zlet  if  harden  before  puffing  on  the  floors  so  that 
the  floor  will  not  adhere  to  the  aMment  but  hare 
a  free  joint. 

Fig.  19 1 6.    Detail  of  Floor  of  Harrison  Street  Plate  Girder  Bridge,  Prince- 
ton, X.  J.     (American  Bridge  Co.) 

laid  on  ballast  in  the  troughs.  The  details,  weights  and  safe  loads  for 
corrugated  plates  are  given  in  Pencoyd  Iron  Works'  handbook,  m 
Carnegie  Steel  Company's  handbook,  and  in  Trautwine's  Pocket-book. 
Details  of  corrugated  plates  are  also  given  in  the  American  Bridge 
Company's  "  Standards  for  Structural  Details." 

Corrugated  flooring  or  trough  plates  are  usually  very  hard  to  get 
and  the  Z-bar  and  plate  floor  shown  in  (c)  Fig.  190,  and  the  angle  ana 
plate  floor  shown  in  (d)  are  substituted.  The  details,  weights  and  sate 
loads  for  Z-bar  and  plate  flooring  are  given  in  the  handbooks  above 
named.  Angle  and  plate  flooring  is  made  of  etjual-legged  angles  anu 
plates,  and  the  safe  loads  are  not  given  in  the  handbooks  but  must  b^ 
calculated.  The  moment  (^f  inertia,  /,  of  a  section  of  flooring  contain* 
ing  two  angles  and  two  plates  is  given  by  the  formula 

where  /'  =  moment  of  inertia  of  one  angle  about  an  axis  through  the 
center  of  gravity  of  the  angle  parallel  to  the  neutral  axis  of  the  flooring » 
/^nr^area  of  one  angle:  r/  =  distance  from  center  of  gravity  of  the 
angle  to  the  neutral  axis  of  the  flooring;  /"  =  moment  of  inertia  of 
the  plate  about  the  neutral  axis. 

The  properties  of  the  angles  required  in  the  calculations  may  be 
obtained  from  the  handbooks,  and  /"  is  equal  to  one-half  the  sum  of 
the  moments  of  inertia  of  the  plate  about  its  long  and  its  short  diam- 


eter — since  the  sum  of  the  moments  of  inertia  about  any  pair  of  rectan- 
gular axes  is  a  constant. 

"Buckeye"  Steel  Flooring. — The  corrugated  steel  floor  manufac- 
tured by  the  Youngstown  Iron  and  Steel  Roofing  Co.,  Youngstown, 
Ohio,  is  shown  in  (a)  Fig.  192.  The  space  above  the  troughs  is  filled 
with  asphalt  or  with  concrete  as  in  other  forms  of  steel  flooring.  The 
weights  and  safe  loads  are  given  in  the  manufacturer's  catalog. 

"Multiplex"  Steel  Flooring. — The  corrugated  steel  floor  manu- 
factured by  the  Eerger  Mfg.  Co.,  Canton,  Ohio,  is  shown  in  (b)  Fig. 
iga.  The  space  above  the  troughs  is  filled  with  asphalt  or  concrete. 
The  weights  and  safe  loads  are  given  in  the  manufacturer's  catalog. 


PORTALS, — Portals  for  bridges  should  be  designed  so  as  to  be 
simple  in  makeup  and  with  statically  determinate  stresses.  The  most 
common  types  of  portals  are  shown  in  Fig.  99  and  Fig.  loi  in  Chapter 
Vn.  The  portals  shown  in  (a)  and  (b")  Fig.  99,  and  in  Fig.  lOi,  are 
the  types  most  commonly  used.  Details  of  portals  are  shown  in  Figs. 
163,  166,  167,  169  and  285,  while  views  of  portals  are  shown  in  Figs. 
10,  16  and  165.  The  American  Bridge  Company's  standard  portal  for 
highway  bridges  is  shown  in  Fig.  16,  although  this  company  probably 
builds  more  bridges  with  portals  like  (a)  Fig.  99.    The  portal  bracing 
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should  either  be  placed  in  the  plane  of  the  center  line  of  the  end-posts, 
as  in  Figs.  i6  and  163,  or  the  portal  should  be  box-laced  with  the  same 


Fig.  194.    Details  of  Concrete  Floor. 


depth  as  the  posts  at  right  angles  to  the  plane  of  the  end-posts.  The 
top  portal  strut  should  be  fastened  as  in  Figs.  16,  163,  or  285,  and  in 
no  case  should  it  be  fastened  directly  to  the  chord  pin  [/,, 


TPortal  bracing  should  always  be  made  of  angles  or  other  sections 
1  riveted  connections.  Wliere  cover  plates  are  not  used,  the  end- 
posts  should  be  strengthened  with  diaphragm  plates  at  the  foot  of  the 
portal  knee  braces. 


,  I9S-    Details  of  S 


Highway  Ekidge  i 


k  The  members  in  a  bridge  portal  are  subject  to  reversals  of  stress, 

I  this  should  be  considered  in  the  design.     The  best  section  for 

portals  of  highway  bridges  is  two  unequal-legged  angles,  placed  back 

to  back  with  the  long  legs  placed  outward. 

I^B   Sway  Bracing. — Sway  bracing  is  similar  to  portal  bracing  and 

^^■puld  be  designed  in  the  same  manner.     Where  the  head  room  is  lim- 
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^-T-;::rt».. 


HH 


t  i. 


■  F^ctdCftarffnct, 


7  T^^t^uorrnjcHan  )  ^Ti' 

I  J  ^Casr  Guam 


Fig.  ig?.    Segmental  Rolleks. 

TABLE  XXXVIH. 
Roller  Nests,  Youncstown  Bridge  Company 

U L A 


ni*n;f*  ^s 


\ 

3 

it 

,^ 

|s 

^i 

ii 

US 

SiJ 

sl= 

■Jj 

»! 

a 

16     « 

I-JJ 

q3 

!« 

a     »ft 

•U 

!« 

»V 

tS^ 

fi 

lie 

■  !< 

6 

=  « 

6 

^    "A 

tl4 

JX 

^X 

a,!< 

!< 

>K 

■  X 

I 

a^.'«A 

iX 

>«< 

1!< 

f:s 

iX 

1!< 

»f( 

9 

!■< 

6 

IJ( 

3 

3,V 

»7V 

i« 

■lo 

3X 

7 

3     '» 

iV 

3 

3X 

3' 

I 

3X 

■X 

3ie  shoes  at  the  expansion  ends  of  the  bridge  are  placed  on  smoc 
iding  plates  for  bridges  of  less  than,  say,  70  feet  span,  and  on  nests"! 
f  rollers  tor  spans  of  greater  length.  The  action  of  the  rollers  under'] 
B  expansion  ends  of  riveted  bridges  will  be  much  more  satisfactory 
e  shoes  are  pin-connected  to  the  truss  the  same  as  for  pin-connected 
Rollers  should  be  made  with  as  large  diameters  as  practi- 
ible  in  order  to  reduce  the  pressure  on  the  base  plate  and  also  to  reduce 
!  resistance  to  movement.     Experience  shows  that  even   for  light 
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bridges  rollers  smaller  than  3*^  diameter  are  practically  worthless.  To 
economize  space,  segmental  rollers,  as  shown  in  Fig.  197,  are  often 
used  for  heavy  spans. 


fixed  End  for  Joiit 
A//3pan3. 


FtxedEnd, 
A//3pan5.       £xpanyhnEnd 

ibrlotst 


Expanuon  End, 
5&§fhnef  Spoons. 


fMaif  of Lafervf  Connecf/dn. 
foFfoordeam, 

Fig.  198.    Shoes  for  Riveted  Highway  Bridge.    (American  Bridge  Ox) 

It  is  usual  to  specify  that  a  movement  produced  by  a  variation  of 
150  degrees  Fahr.  be  provided  for.  The  coefficient  of  expansion  of 
steel  is  approximately  0.0000067  per  degree  Fahr.,  which  makes  it  nec- 
essary to  provide  for  approximately  one  inch  of  movement  for  eadi 
80  feet  of  bridge  span. 


LSs::aEi;^j?a.!yrtrt^ 


Rol/erEnd, 


ij^4 


i 


Fig.   199. 


Cfevh  for  doffotr?  Laferah^ 

^f^ffafe5  for  lopLaferah.  WJV  Crosi  5ecihn. 

Shoes  and  Floor  Details  for   Pin-connected  Highway  Bridges. 

(American  Bridge  Co.) 


Nomina/ Roadway 


Details  of  shoes  and  rollers  for  highway  spans  are  shown  in  Figs. 
195  and  196.  Other  details  are  shown  in  Figs.  163  and  285.  WTiere 
both  bridge  seats  are  of  the  same  height,  the  fixed  end  is  carried  on  cast 
iron  pedestal  blocks.  The  blocks  are  usually  made  with  recesses 
(honey-combed)  to  reduce  the  weight.  The  shoes  and  other  details  of 
the  American  Bridge  Company's  standard  highway  bridges  are  showq 


FENCE  AND   HUB   GUARDS. 


283 


in  Fig.  198  and  Fig.  199.     For  the  calculation  of  stresses  in  rollers, 
see  Chapter  VIII. 

The  Youngstown  Bridge  Company's  standard  roller  nests  for  high- 
■way  bridge  spans  are  given  in  Table  XXXVIII. 

FENCE  AND  HUB  GUARDS.— The  simplest  form  of  fence  is 
that  shown  in  (b)  Fig.  200.     The  posts  are  made  of  4"  X  4"  pieces  and 


(a) 


v^"?*'   spaixa  about  S-0 


Fig.  200. 


are  spaced  about  8  feet  apart  The  top  railing  is  made  of  two  pieces 
2"  X  4".  while  the  side  piece  is  a  2"  X  8".  Similar  details  are  used  for 
steel  joists.  The  4"  X  6"  felloe  guard  should  be  firmly  bolted  to  the 
floor.  Blocks  of  wood  i  or  2  inches  thick,  called  "shims,"  are  some- 
times placed  between  the  felloe  guard  and  the  floor.  Shims  are  of 
questionable  utility,  and  should  not  be  used.  A  gas  pipe  fence  with 
angle  rail  is  shown  in  (a)  Fig.  200. 

A  gas  pipe  railing  with  angle  posts  is  shown  in  Fig.  141 ;  while  a 
gas  pipe  railing  with  gas  pipe  posts  is  shown  in  Fig.  201.  The  posts 
should  be  spaced  not  more  than  8  feet  apart.  The  rail  in  Fig.  201 
was  used  in  the  Pennsylvania  Ave.  Subway,  Philadelphia,  and  was 
furnished  at  $0.95  per  lineal  foot.     An  ornamental  fence  with  pipe  top 
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and  by  riveting  directly  to  the  tops  of  the  chords  in  the  upper  lateral 
system.  Where  rods  are  used  for  laterals  special  coimections  are 
required. 

Upper  Lateral  Connections. — The  King  Bridge  Company's  stan- 
dard upper  lateral  connections  are  given  in  Figs,  207,  208  and  209. 
These  connections  are  riveted  to  the  top  chords  of  the  bridge.    This 


--r-       i'p/^  >*.  .fe  i  :i 


T^Laferal  Plate  NoJ,  forg'j'lj's/^'ffoimdtrtds. 
Fh3.  207- 


'^LaftrafPlorfeNa.2,forl^  &l^  Round  tnds. 
Fic.  20S. 

detail  is  quite  generally  used  by  bridge  companies.  Lateral  connections 
may  be  made  by  the  ust  of  three  angles  as  shown  on  the  iii'  6"  steel 
riveted  highway  bridge  over  the  Illinois  and  Mississippi  Canal  in  Fig. 
163.  Lateral  connections  may  also  be  made  by  bending  a  short  piece 
of  channel  as  in  Fig.  285.  Loop-bars  and  clevises  are  used  a"  shown 
in  Fig,  199. 


LOWER  LATERAL  CONNECTIONS. 
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LfOwer  Lateral  Connections. — The  King  Bridge  Company's  stan- 
dard lower  lateral  connections  are  given  in  Tables  XXXIX,  XL  and 
XLI.    The  connections  in  Table  XXXIX  are  intended  for  intermediate 


U-.j'/^ 


^f/^^r-^^r^ /^, 


TppLafera/MrsherNd^ 


^  PMfm 


Top  LcrhralP/afe  No.  3", 

.  ^^  for 
^:f9^gf2,&2g  RoundEnds. 
Add  ioeach  Round  Eftddg'^ 

WeiqMofP/af^^lS.3? 
M/fh/  ofh/brsher  »/.5^5 

Fig.  209. 


floorbeams,  while  the  connections  in  Table  XL  are  for  end  floorbeams. 
Similar  connections  are  used  by  the  American  Bridge  Company  as 
shown  in  Figs.  157  and  199,  and  with  clevis  connections  as  shown  in 
Fig.  199.  Rods  with  bent  loops  are  used  in  Fig.  167;  this,  however,  is 
very  poor  practice.  The  weights  of  washers  to  be  used  with  King 
Bridge  Company  lateral  connections  are  given  in  Table  XLII. 
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TABLE  XXXIX. 
LowEB  Lateral  Connections,  King  Bbjdgk  Ca 
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TABLE  XL. 
Lower  Laterac  Connections,  King  Bridge  Ca 
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TABLE  XLI. 

Lower  Lateral  Connections,  King  Bridge  Ca 

Dimensions  in  Inches. 
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TABLE  XLII. 
Cast  Washers  for  Lower  Lateral  Connections. 
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CHAPTER  XV. 

The  Design  of  Abutments  and  Piers. 

Introduction. — An  abutment  is  a  structure,  commonly  made  of 
masonry,  that  supports  the  ends  of  the  bridge  and  acts  as  a  retaining 
wall  to  hold  back  the  earth  fill.  A  pier  is  a  structure  that  supports 
the  ends  of  the  bridge  where  there  is  no  filling  to  support. 

ABUTMENTS.— Abutments  are  made  ( i )  with  a  straight  main 
section  without  wings,  (2)  with  wings  making  an  angle  of  from  30  to 
45  degrees  with  the  axis  of  the  stream,  (3)  with  a  T-section,  tlie  stem 
of  the  T  running  back  into  the  fill,  and  (4)  with  a  U-section,  where 
the  wings  make  an  angle  of  90  degrees  with  the  axis  of  the  stream. 
Highway  bridge  abutments  are  usually  made  with  wing  walls,  the 
wings  making  an  angle  of  30  to  45  degrees  with  the  face  of  the  abut- 
ment. The  abutment  with  wing  walls  holds  the  filling  and  gives  a 
freer  channel  than  any  of  the  other  types. 

The  main  part  of  the  abutment  should  be  designed  to  carry  the  load 
and  to  take  the  thrust  of  the  earth  filling.     A  common  rule  is  to  make 
the  minimum  thickness  of  the  main  wall  not  less  than  0.4  the  height, 
and  then  i^rojcct  the  footing  course  6"  to  8"  on  all  sides.     The  bearing 
of  the  masonry  on  the  foundation  should  not  be  greater  than  the  values 
given  in  Talkie  XLIW     Careful  tests  should  always  be  made  and  the 
values  given  slunild  only  be  used  as  an  aid  to  the  judgment.     The 
specific  gravity,  weight  and  crushing  strength  of  masonry  are  given  in 
Taljle  XIJJI.     A  factor  of  safety  of  from  6  to  10  should  be  used. 

The  pressure  of  the  bearing  ])lates  on  the  bridge  seats  should  not 
exceed  600  lbs.  per  sq.  in.  for  granite  masonry  and  Portland  cement 
concrete,  and  400  ll)s.  per  sq.  in.  for  sandstone  and  limestone. 

Stability  of  Bridge  Abutments  Without  Wings. — A  bridge  abut- 
ment must  be  stable  (i)  against  overturning,  (2)  against  sliding,  and 
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TABLE  XLIII. 
Weight,  Specific  Gravity  and  Crushing  Strength  of  Masonry. 


Materials. 


Sandstone 

limestone. 

Trap 

Marble 

Granite 

Paving  brick,  Portland  cement 

Stone  concrete,  Portland  cement. . 
Cinder  concrete,  Portland  cement. 


Wei|(ht  In  Pounds 
per  Cubic  Foot. 


150 
160 
180 
16S 
16S 
150 

140  to  150 

112 


Specific 
Gravity, 


2.4 
2.6 

2.9 

2.7 
2.7 
2.4 
2.2  to  2.4 
1.8 


Crashing^  Strength  in 
Pounds  per  Square  Inch 


4,000  to 
6,000  to 
19,000  to 
8,000  to 
8,000  to 
2,000  to 
2,500  to 
1,000  to 


15,000 
20,000 

33»oa> 
20,000 

20,000 

6,000 

4,000 

2,500 


TABLE  XLIV. 
Allowable  Bearing  on  Foundations. 

Tons  per 

Material.  sq.  ft. 

Soft  clay I 

Ordinary  clay  and  dry  sand  mixed  with  clay 2 

Dry  sand  and  dry  clay 3 

Hard  clay  and  firm  coarse  sand 4 

Firm,  coarse  sand  and  gravel 6 


(3)  against  crushing  the  masonry  of  the  foundation  or  the  bridge  seat. 

I.  Overturning. — In  Fig.  211  let  F,  represented  by  OP',  be  the 
resultant  pressure  of  the  earth,  and  W ,  represented  by  OW ,  be  the 
weight  of  the  abutment  and  load  on  the  abutment  corrected  for  buoy- 
ancy of  water  under  the  pier  acting  through  its  center  of  gravity. 
Then  £,  represented  by  OR,  will  be  the  resultant  pressure  tending  to 
overturn  the  abutment. 

Draw  OS  througli  the  point  A.  For  this  condition  the  abutment 
should  be  on  the  point  of  overturning,  and  the  factor  of  safety  against 
overturning  would  be  unity.     The  factor  of  safety  for  E  =  OR  will  be 


f^  =  SlV/RW 


(94) 


2.  Sliding. — In  Fig.  211  construct  the  angle  HiG  equal  to  <^',  the 
angle  of  friction  of  the  masonry  on  the  foundation.  Now  if  E  passes 
through  I,  and  takes  the  direction  OQ,  the  abutment  will  be  on  the 
point  of  sliding,  and  the  factor  of  safety  against  sliding,  /«,  will  be 
unity.     For  E  =  OR,  the  factor  of  safety  against  sliding  will  be 
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f,  =  QM'/RM 


(95) 


If  the  resultant  at  3  be  resolved  into  a  vertical  force  F,  and  a  hori- 
zontal force  H  (not  shown  in  Fig.  211),  then 


/,  =  F/{//tan^') 
which  will  give  the  same  result  as  above. 


(96) 


^p-ff'P,-^/*f-j 


'^•W=<!y/-^; 


Fic.  211. 


Bridge  abutments  seldom  fail  by  sliding  unless  water  has  undcr- 
miueii  the  structure, 

3.  Crusliiiuj. — In  Fig.  21  r  the  load  on  the  foundation  will  be  due  to 
a  vertical  force  F,  wliicli  produces  a  uniform  Stress  ^,  =  F/d  over  the 
area  of  the  base,  and  a  bending  moment=;Fi',  which  produces  com- 
pression, p.;.  on  the  front  and  tension,  />.,  on  the  back  of  the  foundation. 
The  sum  of  the  tensile  stresses  due  to  bending  must  equal  the  sum 
of  the  compressive  stresses, =  ^^;-rf.     These  stresses  act  as  a  couple 
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through  the  centers  of  gravity  of  the  stress  triangles  on  each  side,  and 
the  resisting  moment  is 

M'  =  it,clid=ip,cl'  (97) 

But  the  resisting  moment  equals  the  overturning  moment,  and 

ip2'd'  =  F'b, 
and 

p^  =  ±:6F'b/dP  (98) 

The  total  stress  on  the  foundation  then  is 

p  =  p,±P:,  =  Pdidz6b/d)  (99) 

Now  if  b  =  id,  we  will  have 

P=^2p^,  or  o. 

In  order  therefore  that  there  be  no  tension,  or  that  the  compression 
never  exceed  twice  the  average  stress  the  resultant  should  never  strike 
outside  the  middle  third  of  the  base. 

If  the  resultant  strike  outside  of  the  middle  third  of  a  bridge  abut- 
ment in  which  the  masonry  can  take  no  tension,  the  load  will  all  be 
taken  by  compression  and  can  be  calculated  as  follows : 

In  Fig.  212  the  resultant  F  will  pass  through  the  center  of  gravity 
of  the  stress  diagram,  and  will  equal  the  area  of  the  diagram. 

F  =  yop-a, 
and 

P=-lP/a  (100) 

which  gives  a  larger  value  of  p  than  would  be  given  if  the  masonry 
could  take  tension. 

For  the  design  of  retaining  walls,  see  the  author's  "  The  Design  of 
Walls,  Bins  and  Grain  Elevators." 

Design  of  Bridge  Piers. — Bridge  piers  must  be  designed  ( i )  for 
the  total  vertical  load  due  to  the  dead  and  live  load  of  the  span  and 
the  weight  6f  the  pier;  (2)  for  wind  pressure  on  the  pier  and  the 
bridge;  (3)  to  withstand  floating  drift  and  ice;  and  (4)  to  take  the 
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longitudinal  thrust  due  to  stopping  a  car  or  train  on  the  bridge,  and 
due  to  temperature  when  the  rollers  do  not  move  freely.  The  wind 
pressures  are  calculated  as  specified  in  Chapter  II  and  Chapter  VII, 
and  are  assumed  to  act  in  the  vertical  line  of  the  center  of  the  pier; 
on  the  top  chord  of  the  truss;  the  bottom  chord  of  the  truss;  6  feet 


ff%  "IttkHtitfMMtf-  \-f^ 


_*_ 


I     I 
I     I 


^^<ttVi. 


Fig.  212. 


above  the  base  of  the  rail ;  and  at  the  center  of  gravity  of  the  exposed 
part  of  the  ])ier.  The  total  \vin(l  moment  is  then  calculated  about  the 
leeward  edge  of  the  base  of  the  pier,  and  the  maximum  stresses  on  the 
foundation  (hic  to  direct  load  and  wind  are  calculated  in  the  same 
manner  as  the  calculation  of  the  pressures  of  abutments. 

The  eflfect  of  the  current  of  the  stream  and  of  floating  ice  and  drift 
are  difficult  to  calculate.  The  maximum  pressure  due  to  floating  ice 
will  be  the  crushing  strength  of  the  ice,  which  varies  from  400  to  800 
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lbs.  per  square  inch.  The  principal  danger  from  floating  ice  and  drift 
is  that  the  current  of  the  stream  will  be  deflected  downward  and  will 
gouge  out  the  material  around  and  under  the  pier  and  cause  failure. 
To  prevent  this  it  is  quite  common  to  build  piers  with  a  "  break-water  " 
or  nose  that  will  deflect  drift  and  ice,  or  to  put  in  a  pile  protection  on 
the  upstream  side  of  the  pier.  If  the  water  can  get  under  the  pier 
the  buoyancy  of  the  water  must  be  considered  in  calculating  the  safety. 
If  there  is  danger  of  scouring  then  it  is  well  to  deposit  large  stones 
and  riprap  around  the  base  of  the  pier. 

Batter. — Piers  and  abutments  are  seldom  battered  more  than  one 
inch  to  one  foot  of  vertical  height,  or  less  than  one-half  inch  to  the 
foot,  although  high  piers  are  sometimes  battered  only  one-fourth  inch 
to  one  foot. 

Preparing  the  Foundations. — The  preparation  of  the  site  of  the 
abutment  or  pier  will  depend  upon  the  conditions  and  character  of  the 
material. 

Rock, — Where  the  water  can  be  excluded,  the  rock  should  be  cleared 
of  all  overlying  material  and  disintegrated  rock.  The  surface  is  then 
leveled  up  either  by  cutting  off  the  projections  or  by  depositing  a  layer 
of  concrete. 

Hard  Ground, — The  material  should  be  excavated  well  below  the 
frost  and  scour  line.  Where  the  foundations  cannot  be  carried  low 
enough  to  prevent  undermining,  piles  should  be  driven  at  about  2j  to  3 
feet  centers  over  the  foundation. 

Soft  Ground. — The  materials  should  be  excavated  to  a  solid  stratum 
or  piles  spaced  about  2 J  to  3  feet  centers  should  be  driven  over  the 
foundation  to  a  good  refusal.  The  piles  should  be  cut  off  below  low 
water  level  to  carry  a  timber  grillage,  or  concrete  may  be  deposited 
around  the  heads  of  the  piles.  Where  the  water  cannot  be  excluded 
it  will  be  necessary  to  use  one  of  the  following  methods:  open  caisson, 
crib,  coffer  dam,  or  pneumatic  caisson. 

In  using  an  open  caisson  the  masonry  is  built  up  or  the  concrete  is 
deposited  in  a  water  tight  box  bnilt  of  heavy  timbers,  the  caisson  being 
sunk  as  the  pier  is  built  up.     The  caisson  is  commonly  floated  into 
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place  and  then  is  sunk  on  piles  which  have  been  sawed  oflF  to  receiyc 
it,  or  on  a  solid  rock  foundation.  The  sides  of  the  caisson  are  usually 
removed  after  the  pier  is  completed. 

Timber  cribs  are  made  of  squared  timbers  placed  transversely  and 
longitudinally,  and  bolted  together  so  as  to  form  a  solid  structure  with 
open  pockets.  The  crib  is  sunk  by  loading  the  pockets  with  stone.  No 
timber  should  be  left  above  the  low  water  mark  in  open  caissons  or 
cribs. 

A  coffer  dam  is  usually  made  by  driving  two  rows  of  sheet  piling 
around  the  pier,  the  space  between  the  rows  of  piling  being  filled  with 
clay  puddle.  For  small  depths  a  single  row  of  sheet  piling  is  often 
sufficient.  Where  the  depth  is  too  great  for  one  length  of  sheet  piling, 
additional  rows  are  driven  inside  the  first.  Steel  sheet  piling  is  now 
much  used  for  difficult  foundations.  Steel  sheet  piling  can  be  driven 
through  ordinary  drift  and  similar  material,  is  not  limited  in  depth, 
and  is  practically  water  tight  when  used  in  a  single  row.  It  can  be 
drawn  and  used  again.  It  is  almost  impossible  to  shut  off  all  the  water 
with  a  coffer  dam,  and  pumps  should  be  provided. 

Pneumatic  caissons  sliould  only  be  used  under  the  direction  of 
experienced  engineers  and  will  not  be  considered  here. 

Timber  and  Piling. — All  timber  and  piles  should  be  of  sound  white 
oak,  pine  or  other  timber  equally  good,  and  should  conform  to  the 
specifications  in  Chapter  X\^III.  Piles  should  be  driven  8  to  15  feet 
in  gravel,  sand  or  stiff  clay,  and  20  to  30  feet  in  soft  clay,  and  should  not 
give  a  penetration  of  more  than  one  inch  for  each  of  the  last  six  blows 
with  a  2,ooo-lb.  hammer  dropping  freely  20  ft. 

The  safe  bearing  load,  where  gravity  pile  drivers  are  used,  should 
be  calculated  by  means  of  the  Engineering  News'  formula: 

P  =  2W-Ji/(s+i)  (lOl) 

where    P  ==  the  safe  load  on  the  pile  in  tons ; 

rr  =  the  weight  of  the  hammer  in  tons; 
s  =  the  penetration  of  the  pile  for  the  last  blow  in  inches ; 
h  =  the  free  fall  of  the  hammer  in  feet. 
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Where  steam  hammers  ; 
should  be  o.i  in  place  of  i. 


ire  used  the  coefhcietit  in  the  denominator 
Care  should  be  used  not  to  overdrive  piles. 
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Fic.  213.    Cooper's  Standard  Masonrv   Abutments  with  Winc  Walls  for 
Highway  Bridges. 

Cooper's  Standard  Abutments. — The  abutment  in  Fig.  213  is  from 
Cooper's  "  General  Specifications  for  Foundations  and  Substructures 
of  Highway  and  Electric  Railway  Bridges."  The  length,  /,  and  the 
thickness,  a,  for  highway  and  single  track  electric  railway  bridges  are 
as  given  in  Table  XLV,  and  proportional  for  intermediate  spans. 
These  abutments  may  be  made  of  either  first-class  stone  masonry,  or 
first-class  Portland  cement  concrete. 

For  double  track  electric  railway  bridges  add  one  foot  to  the  value 
of  (a)  in  Table  XLV.     The  minimum  thickness  of  the  wall  at  any 

TABLE  XLV. 
DtifDfsioNs  OF  Masonry  Abutments  in  Fig.  213.  Cooper's  Standards. 


DlSTAHCk,  ■. 

Sf*«  IN    F.,T. 

L«GTH.  /. 

3'   6" 

a    8 
3    0 

SO 
150 
350 

w  +  5    0 
iB  +  7    0 

300 


DESIGN    OF    ABUTMENTS    AND    PIERS. 


point  to  be  04  of  the  height.     The  length  of  the  wing  walls  will  be 
determined  by  local  conditions. 

The  abutment  without  wing  walls  in  Fig.  214  has  the  same  dimen- 
sions as  given  in  Table  XLV.  The  width  of  single  track  electric  rafl- 
ways  may  be  taken  as  14  feet,  double  track  26  feet.     The  approximate 
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Fig.  214.    Cooper's  Standard  Masonry  Abutments  Without  Wing  Walls  fok 

IfiGUWAY  Bridges. 


cubical  quantities  in  abutments  without  wing  walls  are  given  in  Table 
XLVI. 

TABLE  XLVI. 

Approximate  Contents  in  Cubic  Yards  of  One  Masonry  Abutment,  Without 

Wing  Walls.     Fig.  214. 
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Schneider's  Standard  Abutments. — Mr,  C.  C.  Schneider  gives  the 
standards  in  Fig.  215  and  Table  XLVII  for  abutments  for  electric 
railway  bridges.  The  dimensions  refer  to  the  three  classes  which  are 
described  in  Chapter  II: 

Class  "  A,"  loading  for  heavy  traffic ; 

Class  "  B,"  loading  for  medium  traffic; 

Class  "  C,"  loading  for  light  traffic. 


i4  ?77/rt->1 


(a) 


\    h 


—i- 

(b) 


Pig.  215.    Masonry  Abutmei 


TOR  Elbctwic  Railway  Bbidges,  Schneider's 

Standards. 


The  sizes  given  in  Table  XLVII  are  minimum  dimensions  for  abut- 
ments. The  masonry  coping  is  to  project  at  least  3  inches  beyond  the 
body  under  the  coping  on  the  sides.     The  thickness  of  abutments  under 


TABLE  XLVII. 
Dimensions  op  Masonry  Abutments  in  Fig.  215,  Schni 
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the  coping  shall  in  no  case  be  under  4  feet,  and  the  thickness  of  the 
parapet  wall  back  of  abutments  not  less  than  2  feet.  These  abutments 
may  be  made  of  either  first-class  stone  masonry,  or  first-class  Portland 
cement  concrete. 
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The  concrete  abutment  shown  in  Fig.  216  was  designed  to  carry  a 
156-ft.  span  electric  railway  bridge.  This  abutment  is  carried  on  tim- 
ber piles  driven  to  a  firm  bearing. 

The  concrete  abutments  for  a  1 1 1'  6"  riveted  highway  briffee  across 
the  Illinois  and  Mississippi  Canal  are  shown  in  Fig.  217, 

Reinforced  Concrete  Abutments. — Reinforced  concrete  abutments 
for  a  single  track  plate  girder  bridge,  as  designed  by  the  C.  B.  &  Q. 
R.  R.,  are  shown  in  Fig.  218.  The  details  are  shown  in  the  cut  and 
need  no  further  explanation. 


Fjo.  31&    Reinforced  Concrete  Railway  BRrocE  Abutment.  C.  B.  &  Q,  R.  R. 

The  standard  reinforced  concrete  abutments  for  higjiway  bridges, 
designed  by  the  U.  S.  Reclamation  Service  for  the  Garland  Canal, 
Shoshone  Project,  are  shown  in  Fig.  219,  while  the  quantities  and 
dimensions  are  given  in  Table  XLVIII. 

Cooper's  Standard  Masonry  Piers. — The  masonry  pier  in  Fig.  220 
is  from  Cooper's  "  General  Specifications  for  Foundations  and  Sub- 
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TABLE  XLVIII. 

Variable  Dimensions  and  Quantities  for  Highway  Bridge  Abutments  with 

Wing  Walls,  Fig.  219. 
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Notes. — I.  The  abmmcnts  for  pony  type  steel  trusses  are  intended  for  a  span 
of  75  feet  or  less;  those  for  through  type  steel  trusses  for  a  span  of  100  feet 
or  less. 

2.  The  abutments  have  been  designed  for  standard  highway  bridges  and  for 
an  earth  pressure  based  on  a  weight  of  ito  pounds  per  cubic  foot,  an  angle  of 
repose  of  26  degrees  and  a  bearing  power  of  soil  of  5000  pounds  per  square  foot 

3.  The  depth  of  foundations  should  be  sufficient  to  prevent  dangerous  scour- 
ing or  undermining  and  to  provide  the  required  bearing  value  of  soil. 
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structures  of  Highway  and  Electric  Railway  Bridges."  The  lei^lh,  I, 
and  the  thickness,  a.  for  highway  and  single  track  electric  railway 
bridges  are  given  in  Table  XLIX.  These  piers  may  be  made  of  either 
first-class  stone  masonry,  or  first-class  Portland  cement  concrete. 

TABLE  XLIX. 
DiUENsiOHS  OF  Masonry  Piek  for  Hicuwav  and  Single  Tkack  Euctuc  Rail- 
way Bridges,  as  in  Fig.  22a 
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For  double  track  electric  railway  bridges  add  one  foot  to  I,  and 
from  4  to  6  inches  to  a.  The  width,  b,  must  not  be  less  than  04  the 
height.  Where  drift  or  logs  are  liable  to  injure  the  pier  the  nose  of 
the  cut-water  should  be  protected  with  a  steel  angle  or  plate. 

The  approximate  cubical  contents  of  the  piers  shown  in  Fig.  220 
and  Table  XLIX  are  given  in  Table  L. 
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Fig.  220.    Cooper's  Standard  ^TAsoNRY  Piers  for  Highway 
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TABLE  L. 
Approximate  Contents  in  Cubic  Yards  of  One  Masonry  Pier.    Fig.  220. 
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III 

157 
120 

191 

128 
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140 
217 

145 
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159 
238 
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220 
178 
260 


Schneider's  Standard  Masonry  Piers. — Mr.  C.  C.  Schneider's 
standards  for  masonry  piers  for  electric  railway  bridges  are  given  in 
Fig.  221  and  in  Table  LI.  The  thickness  of  the  piers  was  determined 
on  the  assumption  that  the  pier  supports  two  spans  of  approximately 
the  same  length.  The  top  of  the  pier  should  have  sufficient  room  for 
the  bridge  seat ;  the  bed  plates  should  in  no  case  come  nearer  than  3 


^ I --->t 


r\  ! 


(a) 


(b) 


Fia  221.    Masonry  Piers  for  Electric  Railway  Bridge,  Schneider's  Standards. 

inches  to  the  edge  of  the  masonry  under  the  coping  on  the  side  of  the 
pier,  nor  nearer  than  6  inches  to  the  edge  of  the  masonry  under  the 
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coping  on  the  end  of  the  pier.     These  piers  may  be  made  of  dther 
first-class  stone  masonry,  or  first-class  Portland  cement  concrete. 


TABLE  LI. 
r  Masonry  Piers  in  Fig.  221,  Schkeidbr's  Standards. 
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DEFINITIONS  OF  MASONRY  TERMS.* 

Masonry. — All  constructions  of  stone  or  kindred  substitute  materials  in  which 
the  separate  pieces  are  either  placed  together,  with  or  without  cementing  material 
to  join  them,  or  where  not  separately  placed,  are  encased  in  a  matrix  of  firmly 
cementing  material. 

Riprapping  and  paving  are  not  masonry  construction. 

Classification  of  Masonry. 


Kinds  of 
Masonry. 


Sub-division  into 
Classes  of 
Material. 


Manner  of  Work 


Dressing. 


Face  or  Smbuot 
Finish. 


Stone. 


Dimension.         -{  In  courses. 


Arch.  •{  In  courses. 

A  u^  /Range. 

Ashlar.  I  g^^j^^^  ^^„g^ 

{Range. 
Broken  range. 
Random. 


Rubble. 


Dry. 


Broken  stone. 
Concrete,  i  Gravel. 

Other  material. 


j  Coursed. 
\  Uncourscd. 


{No 


mortar. 


Brick. 


^  Face. 

No.  I  paving. 

No.  2  paving. 
^  Common. 


English  bond. 
Flemish  bond. 


Fine-pointed. 
Crandalled. 
Axed  or  Pcan- 

hammered. 
Tooth-axed. 
Sawed. 
Rubbed. 

Fine-pointed. 
Crandalled. 
Axed  or  Pean- 
hammered. 

Tooth-axed. 
Sawed. 

{Rough-pointed. 
Fine-pointed. 
Crandalled. 


Quarry-faced 

Pitch-faced. 

Drafted. 


{ 


None. 


-{  Quarry-faced. 


f  May  be  any  of  r  May  be  any  of 
\     the  above.       \     the  above. 


*  Recommended  by  American  Railway  Engineering  and  Maintenance  of  Way 
Association. 
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Dimension  Stone. — A  block  of  stone  cut  to  specified  dimensions. 

Coping. — A  top  course  of  stone  or  concrete,  generally  slightly  projecting,  to 
shelter  the  masonry  from  the  weather,  or  to  distribute  the  pressure  from  exterior 
loading. 

Arch  Masonry. — That  portion  of  the  masonry  in  the  arch  ring  only,  or 
between  the  intrados  and  the  extrados. 

Ashlar  Masonry. — Masonry  built  of  ashlar  blocks. 

Range  Masonry. — Masonry  in  which  the  various  courses  are  laid  up  with 
continuous  horizontal  beds. 

Broken  Range  Masonry. — Masonry  in  which  the  bed  joints  are  parallel  but 
not  continuous. 

Square-Stone  Masonry. — Masonry  in  which  the  stones  are  roughly  squared 
and  roughly  dressed  on  beds  and  sides. 

Rubble  Masonry. — Masonry  composed  of  squared  or  roughly  squared  stones, 
or  rubble  of  irregular  size  or  shape. 

Dry  Wall. — A  masonry  wall  in  which  stones  are  built  up  without  the  use 
of  mortar. 

Concrete. 

Concrete. — A  compact  mass  of  broken  stone,  gravel  or  other  suitable  material 
assembled  together  with  cement  mortar  and  allowed  to  harden. 

Rubble  Concrete. — Concrete  in  which  rubblestone  are  imbedded. 

Reinforced  Concrete. — Concrete  which  has  been  reinforced  by  means  of  metal 
in  some  form,  so  as  to  give  the  concrete  elasticity  and  increased  strength. 

Brick. 

Brick. — No.  I. — Hard  burned  brick,  absorption  not  to  exceed  2  per  cent  by 
weight. 

Brick. — No.  2. — Softer  and  lighter  brick  than  No.  i,  absorption  not  to  exceed 
6  per  cent  by  weight. 

Cement. 

Cement. — A  preparation  of  calcined  clay  and  limestone,  or  their  equivalents, 
possessing  the  property  of  hardening  into  a  solid  mass  when  moistened  with 
water.  This  property  is  exercised  under  water,  as  well  as  in  the  air.  Cements 
are  divided  into  four  classes:  Portland,  Natural,  Puzzolan  and  Silica  cement. 
(See  each.) 

Portland  Cement. — This  term  is  applied  to  the  finely  pulverized  product 
resulting  from  the  calcination  to  incipient  fusion  of  an  intimate  mixture  of 
properly  proportioned  argillaceous  and  calcareous  materials,  and  to  which  no 
addition  greater  than  3  per  cent  has  been  made  subsequent  to  calcination. 

Natural  Cement. — This  term  shall  be  applied  to  the  finely  pulverized  product 
resulting  from  the  calcination  of  an  argillaceous  limestone  at  a  temperature  only 
sufficient  to  drive  off  the  carbonic  acid  gas. 

Puzzolan. — An  intimate  mixture  of  pulverized  granulated  furnace  slag  and 
slaked  lime  without  further  calcination  which  possesses  the  hydraulic  qualities 
of  cement. 

Silica  Cement  {sand  cement). — A  mixture  of  clean  sand  and  Portland  cement 
ground  together. 
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Descriptive  Words. 

Arris. — An  external  angle,  edge  or  ridge. 

Ashlar, — A  squared  or  cut  block  of  stone  with  rectangular  dimensions. 

Axed. — Dressed  so  as  to  cover  the  surface  of  a  stone  with  chisel  marks 
which  arc  nearly  or  quite  parallel. 

Backing. — That  portion  of  a  masonry  wall  or  structure  built  in  the  rear  of 
the  face.  It  must  be  attached  to  the  face  and  bonded  with  it.  It  is  usually  of  a 
cheaper  grade  of  masonry  than  the  face. 

Batter. — The  slope  or  inclination  of  the  face  from  a  vertical  line. 

Bed. — The  top  and  bottom  of  a  stone.  (See  Course  Bed;  Natural  Bed; 
Foundation  Bed.) 

Bed  Joint. — A  horizontal  joint,  or  one  perpendicular  to  the  line  of  pressure. 

Beton. —  (See  Concrete.) 

Block  Rubble. — Large  blocks  of  building  stone  as  they  come  from  the  quany. 
(See  Rubble.) 

Bond. — The  mechanical  disposition  of  stone,  brick  or  other  building  blocks 
by  overlapping  to  break  joints. 

Build. — A  vertical  joint. 

Bush-Hammered. — A  surface  produced  by  removing  the  roughness  of  stone 
with  a  bush-hammer. 

Centering. — A  temporary  support  used  in  arch  construction.  (Also  called 
Centers.) 

Course. — Each  separate  layer  in  stone,  concrete  or  brick  masonry. 

Course  Bed. — Stone,  brick  or  other  building  material  in  position,  upon  which 
other  material  is  to  be  laid. 

Crandalled. — Dressed  with  a  crandalling  tool,  producing  the  same  effect  as 
fme-pointed. 

Draft.— \  line  on  the  surface  of  a  stone  cut  to  the  breadth  of  the  chisel. 

Draft  Stones.— Sumcs  on  which  the  face  is  surrounded  by  a  draft,  the  space 
inside  the  draft  being  left  rough. 

Drcssin}^. —  The  finish  given  to  the  surface  of  stones  or  to  concrete. 

Iixf'ansion  Joint. — \  vortical  joint  or  space  to  allow  for  temperature  changes. 

lixtrados. — The  upper  or  convex  surface  of  an  arch. 

Face. — The  exposed  surface  in  elevation. 

Facing. — In  concrete:  (i)  A  rich  mortar  placed  on  the  exposed  surfaces  to 
make  a  sm(X)th  finish.  (2)  Shovel  facing  by  working  the  mortar  of  concrete  to 
the  face. 

Final  Set. — A  stage  of  the  process  of  setting  marked  by  certain  hardness. 
(See  Cement  Specitications.*) 

Finc-^ointcd. — Dressed  by  fine  point  to  smoother  finish  than  by  rough  point 

Flush. —  (Adj.")  Having  the  surface  even  or  level  with  an  adjacent  surface. 
^Wrl).")  (i)  To  fill.  (2>  To  bring  to  a  level.  (3)  To  force  water  to  the 
surface  of  mortar  (>r  concrete  by  compacting  or  ramming. 

*  Standard  specifications  for  cement  adopted  by  the  American  Society  for 
Testing  Materials.  American  Society  of  Civil  Engineers  and  the  American  Rail- 
way I\ngineering  and  Maintenance  of  Way  Association.  Copies  of  these  specifi- 
cations are  furnished  gratis  by  the  Universal  Portland  Cement  Co.,  Chicago,  111. 
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Footing. — A  projecting  bottom  course. 

Forms. — Temporary  structures  for  holding  concrete  in  desired  shape. 

Foundation, — (i)  That  portion  of  a  structure,  usually  below  the  surface  of 
the  ground,  which  distributes  the  pressure  upon  its  support.  (2)  Also  applied 
to  the  natural  support  itself;  rock,  clay,  etc. 

Foundation  Bed. — The  surface  on  which  a  structure  rests. 

Grout. — A  thin  mortar  either  poured  or  applied  with  a  brush. 

Header. — A  stone  which  has  its  greatest  length  at  right  angles  to  the  face 
of  the  wall,  and  which  bonds  the  face  stones  to  the  backing. 

Initial  Set. — An  early  stage  of  the  process  of  setting,  marked  by  certain  hard- 
ness.    (See  Cement  Specifications.*) 

Intrados. — The  inner  or  concave  surface  of  an  arch. 

Joint. — The  narrow  space  between  adjacent  stones,  bricks  or  other  building 
blocks,  usually  filled  with  mortar. 

Lagging. — Strips  used  to  carry  and  distribute  the  weight  of  an  arch  to  the 
ribs  or  centering  during  its  construction. 

Leveller. — A  small  rectangular  stone,  not  less  than  four  to  six  inchies  thick, 
used  in  broken  range  work  to  complete  the  bed  for  a  stone  in  the  course  above 
and  give  it  proper  bond.     Sometimes  called  jumper  or  dutchman. 

Lock. — Any  special  device  or  method  of  construction  used  to  secure  a  bond 
in  work. 

Mortar. — A  mixture  of  sand,  cement  or  lime  and  water,  used  to  cement  the 
various  stones  or  brick  in  masonry  or  to  cover  the  surface  of  same. 

Natural  Bed. — The  surface  of  a  stone  parallel  to  its  stratification. 

Paving. — Regularly  placed  stone  or  brick  forming  a  floor. 

Pean-hammered. — (See  Axed.) 

Pinner. — A  spall  or  small  stone  used  to  wedge  up  a  stone  and  give  it  better 
bearing. 

Pitched-faced. — Having  the  arris  clearly  defined  by  a  line  beyond  which  the 
rock  is  cut  away  by  the  pitching  chisel  so  as  to  make  approximately  true  edges. 

Pointing. — Filling  joints  or  defects  in  the  face  of  a  masonry  structure. 

Quarry-faced. — Stone  faced  as  it  comes  from  the  quarry. 

Random  Range  Masonry. — (See  Broken  Range  Masonry.) 

Riprap. — Rough  stone  of  various  sizes  placed  compactly  or  irregularly  to 
prevent  scour  by  water. 

Rough-pointed. — Dressed  by  pick  or  heavy  point  until  the  projections  vary 
from  one-half  to  one  inch. 

Rubbed. — A  fine  finish  made  by  rubbing  with  grit  or  sandstone. 

Rubble. — Field  stone  or  rough  stone  as  it  comes  from  the  quarry.  When  it 
is  of  large  or  massive  size  it  is  termed  block  rubble. 

Set  (noun). — The  change  from  a  plastic  to  a  solid  or  hard  state. 

Soffit. — The  under  side  of  a  projection. 

Spall  (noun). — A  chip  or  small  piece  of  stone  broken  from  a  large  block. 

Stretcher. — A  stone  which  has  its  greatest  length  parallel  to  the  face  of 
the  wall. 

Tooth-axed. — Dressed  by  a  method  of  fine  pointing. 

Voussoirs. — The  stones,  blocks  of  concrete  or  other  material  forming  the 
arch  ring. 
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SPECIFICATIONS  FOR  STONE  MASONRY  * 

General. 

1.  Stone. — Stone  masonry  shall  be  built  of  the  kinds  specially  designated, 
with  such  arrangements  of  courses  and  bond  as  shown  on  the  drawings  or  as 
directed.  The  stone  shall  be  hard  and  durable,  free  from  seams  or  other  imper- 
fections, of  approved  quality  and  shape,  and  in  no  case  have  less  bed  than  rise, 
and  shall  be  laid  on  their  broadest  beds,  well  bonded  and  solidly  bedded.  When 
liable  to  be  affected  by  freezing,  no  unseasoned  stone  shall  be  laid. 

2.  Dressing. — Dressing  must  be  the  best  of  the  kind  specified  for  each  class 
of  work. 

3.  Beds. — Beds  and  joints  or  builds  must  be  square  with  each  other,  and 

« 

dressed  true  and  out  of  wind.     Hollow  beds  will  not  be  allowed. 

4.  Dressing. — All  stone  must  be  dressed  for  laying  on  natural  beds. 

5.  Drafts. — Margin  drafts  must  be  neat  and  accurate. 

6.  Pitching. — Pitching  must  be  done  to  true  lines  and  exact  batter. 

7.  Mixing. — The  sand  and  cement  should  be  mixed  dry  and  in  small  batches 
in  proportions  as  directed,  on  a  suitable  platform,  which  must  be  kept  clean  and 
free  from  all  foreign  matter;  then  water  is  to  be  added,  and  the  whole  mixed 
until  the  mass  of  mortar  is  thoroughly  homogeneous  and  leaves  the  hoe  clean 
when  drawn  from  it.     It  must  not  be  retcmpered  after  it  has  begun  to  set. 

8.  Laying. — All  stones  must  be  laid  on  natural  beds.  Each  stone  must  be 
settled  into  place  in  full  bed  of  mortar. 

9.  No  stone  must  be  dropped  or  slid  over  the  wall,  but  must  be  placed 
without  jarring  the  stones  already  laid. 

10.  No  heavy  hammering  will  be  allowed  on  the  wall  after  a  course  is  laid. 

11.  If  a  stone  becomes  loose  after  the  mortar  is  set,  it  must  be  relaid  with 
fresh  mortar. 

12.  Each  stone  must  be  cleansed  and  dampened  before  laying. 

13.  Laying  in  Freezing  IV cathcr. — Stones  must  not  be  laid  in  freezing  weather 
unless  alloNved  by  the  engineer.  If  allowed,  they  must  be  freed  from  ice,  snow 
or  frost  by  warming,  and  laid  in  mortar  made  of  heated  sand  and  water,  or, 
with  proper  precautions,  mixed  with  brine  in  proportions  of  one  pound  of  salt 
to  eighteen  gallons  of  water,  when  the  temperature  is  thirty-two  degrees  Fahren- 
heit. Add  one  ounce  of  salt  for  every  degree  of  temperature  below  thirty-two 
degrees  Fahrenheit. 

14. — Stones  must  be  laid  to  exact  lines  and  levels  so  as  to  give  the  required 
bond  and  thickness  of  mortar  in  beds  and  joints. 

15.  Pointing. — Mortar  in  beds  and  joints  of  exposed  faces  must  be  removed 
to  a  depth  of  one  inch  before  it  has  set.  No  pointing  shall  be  done  until  the 
wall  is  complete  and  mortar  set,  nor  when  frost  is  in  the  stone.  Wet  the  joints 
and  fill  again  with  mortar  made  of  equal  parts  sand  and  Portland  cement.  It 
must  be  pounded  in  with  "  set-in  "  or  calking  tool,  and  finished  with  a  beading 
tool  the  width  of  the  joint,  used  with  a  straight  edge. 

*  Adopted  by  the  American  Railway  Engineering  and  Maintenance  of  Way 

Association  in  1906. 
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Classification. 

i6.  Stone  masonry  will  be  classified  under  the  following  heads:  Bridge  and 
Retaining  Wall  Masonry,  Arch  Masonry,  Culvert  Masonry  and  Dry  Masonry. 

Bridge  and  Retaining  Wall  Masonry. 

17.  Classes. — Bridge  and  retaining  wall  masonry  shall  consist  of  two  classes: 
(a)  Ashlar  (either  coursed  or  broken  coursed),  and  (b)  rubble. 

(a)  Ashlar  Bridge  and  Retaining  Wall  Masonry. 

18.  Stone. — In  ashlar  bridge  and  retaining  wall  masonry  (either  coursed  or 
broken  coursed),  the  stone  must  be  large  and  well  proportioned. 

19.  Courses. — No  course  to  be  less  than  14  inches  nor  more  than  30  inches 
thick,  the  thickness  of  courses  to  diminish  regularly  from  bottom  to  top. 

20.  Dressing. — The  beds  and  joints  or  builds  of  face  stones  shall  be  fine 
pointed,  so  that  the  mortar  layer  shall  not  exceed  one-half  an  inch  in  thickness 
when  the  stones  are  laid. 

21.  Joints. — Joints  in  face  stones  must  be  full  to  the  square  for  a  depth  equal 
to  at  least  one-half  the  height  of  the  course,  but  in  no  case  less  fhan  12  inches. 

22.  Surface  Finish. — The  exposed  surface  of  each  face  stone  will  be  rock 
faced,  and  the  edges  pitched  to  true  lines  and  exact  batter;  the  face  to  have  no 
projections  over  3  inches  beyond  the  pitch  lines. 

2^.  Chisel  Draft. — A  chisel  draft  one  and  one-half  inches  wide  shall  be  cut 
at  each  exterior  corner. 

24.  Handling. — No  holes  for  stone  hooks  will  be  permitted  to  show  in  exposed 
surfaces.     They  must  be  handled  with  clamps,  keys,  lewis  or  dowels. 

25.  Stretchers. — Stretchers  shall  be  not  less  than  4  feet  long,  and  to  have  at 
least  one  and  one-fourth  times  as  much  bed  as  thickness  of  the  course. 

26.  Headers. — Headers  shall  be  not  less  than  4  feet  in  length.  They  shall 
occupy  one-fifth  of  the  face  of  the  wall,  and  no  header  shall  have  less  than  18 
inches  width  of  face,  and  where  the  course  exceeds  18  inches  in  height  the  width 
of  face  shall  not  be  less  than  the  height  of  course..  Headers  shall  hold  the  size 
in  the  heart  of  the  wall  that  they  show  on  the  face,  and  be  so  arranged  that 
a  header  in  a  superior  course  shall  be  placed  between  two  headers  in  a 
course  below;  but  no  header  shall  be  laid  over  a  joint,  and  no  joint  shall  occur 
over  a  header.  They  shall  be  similarly  disposed  in  the  back  of  the  wall,  inter- 
locking  with  those  in  the  face  when  the  thickness  of  the  wall  will  admit.  When 
the  wall  is  too  thick  to  admit  of  such  arrangement,  stones  of  not  less  than  4 
feet  in  length  shall  be  placed  transversely  in  the  heart  of  the  wall  to  bond  the 
two  opposite  sides  of  it. 

27.  Backing. — Backing  shall  be  large,  well  shaped  stone,  roughly  bedded  and 
jointed,  the  bed  joints  not  to  exceed  i  inch  and  vertical  joints  generally  not  to 
exceed  2  inches.  No  part  or  portion  of  vertical  joints  shall  have  a  greater 
dimension  than  6  inches,  which  void  shall  be  thoroughly  filled  with  spalls  full 
bedded  in  cement  mortar  or  filled  with  concrete.  At  least  one-half  of  the  backing 
stones  shall  be  of  the  same  size  and  character  as  the  face  stone  and  with  parallel 
beds. 
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28.  When  face  stone  is  backed  with  two  courses,  neither  course  shall  be  less 
than  8  inches  thick. 

29.  When  the  wall  is  3  feet  thick  or  less,  the  face  stone  shall  pass  entirely 
through  and  no  backing  be  allowed. 

30.  If  the  engineer  so  directs,  the  backing  may  be  entirely  of  concrete,  or 
back  laid  with  headers  and  stretchers,  as  specified  above,  and  heart  of  wall  filled 
with  concrete. 

31.  The  bond  of  stone  on  face,  back  and  heart  of  wall  shall  not  be  less  than 
12  inches.  Backing  shall  be  laid  to  break  joints  with  the  face  stone  and  with 
one  another. 

32.  Coping. — Coping  will  be  dimension  stone,  holding  full  size  throughout, 
proportioned  for  its  loading,  as  marked  on  the  drawings. 

^^.  The  beds,  joints  and  top  will  be  fine  pointed. 

34.  The  location  of  joints  will  be  determined  by  the  position  of  the  bed 
plates,  and  must  be  shown  on  the  drawings. 

35.  When  required,  in  the  judgment  of  the  engineer,  coping  stones,  stones 
in  the  wings  of  abutments  and  the  stones  on  piers  shall  be  secured  together  with 
iron  cramps  or  dowels,  their  position  being  indicated  by  the  engineer. 

(b)  Rubble  Bridge  and  Retaining  Wall  Masonry. 

2,6.  Stones. — Rubble  bridge  and  retaining  wall  masonry  will  consist  of  stones 
roughly  squared,  laid  in  irregular  courses.  The  beds  must  be  parallel,  roughly 
dressed  and  lie  horizontally  in  the  wall.  The  bottom  shall  be  large,  selected 
flat  stones.  The  wall  must  be  compactly  laid,  having  at  least  one-fifth  the  surface 
of  the  back  and  face  headers,  so  arranged  as  to  interlock,  having  all  the  spaces 
in  the  heart  of  the  wall  filled  with  suitable  stones  and  spalls,  thoroughly  bedded 
in  cement  mortar  or  filled  with  concrete.  The  face  joints  must  not  be  more  than 
I  inch  in  thickness. 

Arch  Masonry. 

27.  Arch  masonry  shall  consist  of  the  arch  ring  only,  or  that  portion  between 
the  intrados  and  extrados.  and  shall  be  of  two  classes:  (a)  Ashlar  Arch  Masonry, 
and  (b)  Rubble  Arch  Masonry. 

(a)  Ashlar  Arch  Masonry. 

38.  Voussoirs. — The  voussoirs  must  be  full  size  throughout,  and  must  have 
bond  not  less  than  thickness  of  the  stone  and  dressed  true  to  templet. 

39.  The  number  of  courses  and  depth  of  voussoirs  will  be  shown  on  the 
drawings. 

40.  Joints. — The  joints  of  the  voussoirs  and  the  intrados  shall  be  fine  pointed. 
Mortar  joints  shall  not  exceed  three-eighths  of  an  inch. 

41.  finish. — The  exposed  surface  of  the  ring  stone  shall  be  smooth  or  rock 
faced,  with  a  marginal  draft. 

42.  Voussoirs  shall  be  carried  up  simultaneously  from  both  bench  walls. 

43.  Backing. — Tracking  may  consist  of  large  stones  shaped  to  fit  the  arch, 
bonded  to  the  spandrel  and  laid  in  full  beds  of  mortar.  Concrete  may  also  be 
used  for  backing. 

44.  Waterproofing. — If  waterproofing  is  required,  a  thin  coat  of  mortar  or 
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grout  shall  be  applied  for  a  finishing  coat,  upon  which  shall  be  placed  a  covering 
of  suitable  waterproofing  material. 

45.  Centers, — Centers  shall  not  be  struck  until  directed. 

46.  Miscellaneous  Walls. — Bench  walls,  piers,  spandrels,  parapets  wing  walls 
and  copings  will  be  built  under  the  specifications  for  ashlar  bridge  and  retaining 
wall  masonry. 

(6)  Rubble  Arch  Masonry. 

47.  Voussoirs. — The  voussoirs  must  be  full  size  throughout,  and  must  have 
bond  not  less  than  thickness  of  the  stone. 

48.  The  depth  of  voussoirs  will  be  shown  on  the  drawings. 

49.  The  beds  need  only  be  roughly  dressed  so  as  to  bring  them  to  radial 
planes. 

50.  Joints. — Mortar  joints  shall  not  exceed  i  inch. 

51.  Finish. — The  exposed  surface  of  the  ring  stones  shall  be  rock  faced  and 
the  edges  pitched  to  true  lines. 

52.  Voussoirs  shall  be  carried  up  simultaneously  from  both  bench  walls. 

53.  Backing. — Backing  may  consist  of  large  stones  shaped  to  fit  the  arch, 
bonded  to  the  spandrel  and  laid  in  full  beds  of  mortar.  Concrete  may  also  be 
used  for  backing. 

54.  Waterproofing. — If  waterproofing  is  required,  a  thin  coat  of  mortar  or 
gjout  shall  be  applied  for  a  finishing  coat,  upon  which  shall  be  placed  a  covering 
of  suitable  waterproofing  material. 

55.  Centers. — Centers  shall  not  be  struck  until  directed. 

56.  Miscellaneous  Walls.  Bench  walls,  piers,  spandrels,  parapets  and  wing 
walls  will  be  built  under  the  specifications  for  rubble  bridge  and  retaining  wall 
masonry. 

Culvert  Masonry. 

57.  Stone. — Culvert  masonry  must  be  laid  in  cement  mortar.  The  character 
of  stone  used  and  quality  of  work  must  be  similar  to  that  specified  for  rubble 
bridge  and  retaining  wall  masonry. 

58.  Headers. — One-half  the  top  stones  of  the  side  walls  must  extend  entirely 
across  the  wall. 

59.  Cover  Stones. — The  covering  must  be  of  sound,  strong  stone,  at  least  12 
inches  thick,  or  as  shown  on  drawings.  They  must  be  roughly  dressed  so  as  to 
make  close  joints  with  each  other,  and  must  lap  their  whole  width  at  least  12 
inches  over  the  side  walls.  They  must  be  doubled  under  high  embankments,  as 
directed  by  the  engineer  or  shown  on  the  drawings. 

60.  End  Walls. — The  end  walls  must  be  covered  with  suitable  coping. 

61., Dry  Masonry. — Dry  masonry  will  include  dry  retaining  walls  and  slope 
walls. 

Dry  Retaining  Walls. 

62.  Dry  retaining  walls  will  include  all  dry  rubble  work  for  retaining  embank- 
ments or  similar  work. 

63.  Stone. — Flat  stone  at  least  twice  as  wide  as  thick  will  be  used.  Beds 
and  joints  to  be  roughly  dressed  square  to  each  other  and  to  face  of  stone. 

64.  Joints. — Joints  not  to  exceed  three-fourths  of  an  inch. 

65.  Si::es  of  Stone. — The  diflferent  sizes  of  stone  must  be  evenly  distributed 
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over  the  whole  face  of  wall,  generally  keeping  the  largest  stone  in  the  lower  part 
of  the  wall. 

66.  Laying. — The  work  shall  be  well  bonded  and  present  a  reasonably  tnic 
and  smooth  surface,  free  from  holes  or  projections.  This  wall  is  double  faced 
and  self-sustaining. 

Slope  Walls. 

67.  Stone. — Slope  walls  shall  be  built  of  such  thickness  and  slope  as  may  be 
required  by  the  engineer.  No  stone  shall  be  used  in  their  construction  whidi 
does  not  reach  through  the  wall.  Stones  to  be  placed  at  right  angles  to  the 
slopes.  This  wall  is  single  faced  and  built  with  steep  slopes  simultaneously  with 
the  embankment  which  it  is  to  protect. 


STANDARD    SPECIFICATIONS    FOR    PORTLAND    CEMENT 

CONCRETE.* 

1.  Cement. — Cement  shall  be  Portland,  either  American  or  foreign,  which 
will  meet  the  requirements  of  the  standard  specifications. 

2.  Sand. — Sand  shall  be  clean,  sharp,  coarse,  and  of  grains  varying  in  size. 
It  shall  be  free  from  sticks  and  other  foreign  matter,  but  it  may  contain  clay 
or  loam  not  to  exceed  five  (5)  per  cent.  Crusher  dust,  screened  to  reject  all 
particles  over  one-quarter  (I)  in.  in  diameter,  may  be  used  instead  of  sand  if 
approved  by  the  engineer. 

3.  Stone. — Stone  shall  be  sound,  hard  and  durable,  crushed  to  sizes  not 
exceeding  two  inches  in  any  direction.  For  reinforced  concrete  sizes  usually 
are  not  to  exceed  three-quarters  (3)  in.  in  any  direction,  but  may  be  varied  to 
suit  character  of  reinforcing  material. 

4.  Gravel. — Gravel  shall  be  composed  of  clean  pebbles  of  hard  and  durable 
stone  of  sizes  not  exceeding  two  inches  in  diameter,  and  shall  be  free  from  clay 
and  other  impurities  except  sand.  When  containing  sand  in  any  considerable 
quantity,  the  amount  of  sand  per  unit  of  volume  of  gravel  shall  be  determined 
accurately,  to  admit  of  the  proper  proportion  of  sand  being  maintained  in  the 
concrete  mixture. 

5.  Water. — Water  shall  be  clean  and  reasonably  clear,  free  from  sulphuric 
acid  or  strong  alkalies. 

6.  Mixing  by  Hand. —  (a)  Tight  platforms  shall  be  provided  of  sufficient  size 
to  accommodate  men  and  materials  for  the  progressive  and  rapid  mixing  of  at 
least  two  batches  of  concrete  at  the  same  time.  Batches  shall  not  exceed  one 
cubic  yard  each,  and  smaller  batches  are  preferable,  based  upon  a  multiple  of  the 
number  of  sacks  of  cement  to  the  barrel. 

(70  Spread  the  sand  evenly  upon  the  platform,  then  the  cement  upon  the 
sand  and  mix  thoroughly  until  of  an  even  color.  Add  all  the  water  necessary 
to  make  a  thin  mortar  and  spread  again ;  add  the  gravel  if  used,  and  finally  the 
broken  stone,  both  of  which,  if  dry,  should  first  be  thoroughly  wet  down.  Turn 
the  mass  with  shovels  or  hoes  until  thoroughly  incorporated,  and  all  the  gravel 

*  Adopted  by  the  American  Railway  Engineering  and  Maintenance  of  Way 

Association,  1904. 
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^b  sionc  is  cuv«ted  with  mortar;  this  will  probably  rnjuire  the  mass  to  be 

H     (f)   Another  approved   method,   which   may  be  permitted   at   the   option   of 

■e  engineer  in  charge,  is  to  spread  the  sand,  then  the  cement  and  mix  dry.  then 

WK  gravel  or  broken  stone;  add  water  and  mix  thoroughly  as  above. 

k     7,  Mixing  by  Machinc^-A  machine  mixer  shall  be  used  wherever  the  volume 

Bt  work  will  justify  the  expense  of  inslalling  the  plant.     The  necessary  require- 

Knls    for   the    machine    will    be    that    a    precise   and   regular   proportioning   of 

Bterials   can   be   controlled   and    that    the    product    delivered    shall    be   of    the 

^^uired  consistency  and  thoroughly  mixed. 

P     8.  Consistency. — The  concrete  shall  be  of  such  consistency  thai  when  dumped 

p  place  it  will  not  require  much  tamping.     It  shall  be  spaded  down  atid  lamped 

■ifficicnily  to  level  off,  and  Ihe  water  should  rise  freely  to  the  surface, 

w     g.  Forms. — (a)  Forms  shall  be  well  huiU,  substantia!  and  unyielding,  prop- 

Mj'  braced  or  tied  together  by  means  of  wire  or  rods,  and  shall  conform  to  lines 

■  (b)  For  all  important  work,  the  lumber  used  for  face  work  shall  be  dressed 
■I  one  side  and  both  edges  to  a  uniform  thickness  and  width,  and  shall  be  sound 
nd  free  from  loose  knots,  secured  to  the  studding  or  uprights  in  horiEomal  lines. 
E     ic)  For  backings  and  other  rough  work  undre.'ised  lumber  may  be  used. 

I  (d)  Where  corners  of  the  masonry  and  other  projections  liable  to  injury 
Bcur,  suitable  moldings  shall  be  placed  in  the  angles  of  the  forms  to  round  or 
Kvel  them  off. 

■  (e)  Lumber  cmct  used  in  forms  shall  be  cleaned  beiare  being  used  again. 
I  (/)  The  forms  must  not  be  removed  within  thirty-six  hours  after  all  the 
Bacrete  in  that  section  has  been  placed.  In  freezing  weather  Iliey  must  remain 
Bitil  the  concrete  has  had  a  sufficient  time  to  become  thoroughly  set. 

I.  (e)  In  dry  but  not  freezing  weather,  the  forms  shall  be  drenched  with 
water  before  the  concrete  is  placed  against  them. 

to.  Disposition. — (a)  Each  layer  should  be  left  somewhat  rough  to  insure 
bonding  with  the  next  layer  above;  and.  if  it  be  already  set.  shall  be  ihorouglily 
cleaned  and  scrubbed  with  coarse  brushes  and  water  before  the  next  layer  is 
placed  upon  it. 

(6)  Concrete  shall  be  deposited  in  the  molds  in  layers  of  such  thickness  and 
position  as  shall  be  specified  by  the  engineer  in  charge.  Temporary  planking  shall 
be  placed  at  ends  of  partial  layers,  so  that  none  shall  run  out  to  a  thin  edge.  In 
general,  excepting  in  arch  work,  all  concrete  must  be  deposited  in  horizontal 
layers  throughout. 

(e)  The  work  shall  be  carried  up  in  sections  of  convenient  length,  and  each 
completed  without  intermission. 

{(/)   In  no  case  shall  work  on  a  section  stop  within  18  inches  of  the  top. 

(O  Concrete  shall  be  placed  immediately  after  mixing,  and  any  having  an 
initial  set  shall  be  rejected. 

II.  Expansion  Joints. —  (a)  In  exposed  work,  expansion  joints  may  be  pro- 
vided at  intervals  of  30  to  100  ft,,  as  the  character  of  The  structure  may  require. 

(6)  A  temporary  vertical  form  or  partition  of  plank  shall  he  set  up  and  the 
behind  completed  as  though  it  were  the  end  of  the  structure.  The  parti- 
shall  be  removed  when  Ihe  next  section  is  begun,  and  the  11 
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placed  against  the  old   without  mortar   flushing.    Locks   shall  be  provided  if 
directed  or  called  for  by  the  plans. 

(c)  In  reinforced  concrete  the  length  of  these  sections  may  be  materially 
increased  at  the  option  of  the  engineer. 

12.  Facing. —  (a)  The  facing  will  be  made  by  carefully  working  the  coarse 
material  back  from  the  form  by  means  of  a  shovel,  bar  or  similar  tool,  so  as  to 
bring  the  excess  mortar  of  the  concrete  to  the  face. 

(b)  About  one  inch  of  mortar  (not  grout)  of  the  same  proportions  as  used 
in  the  concrete  may  be  placed  next  to  the  forms  immediately  in  advance  of  the 
concrete. 

(c)  Care  must  be  taken  to  remove  from  the  inside  of  the  forms  any  dry 
mortar  in  order  to  secure  a  perfect  face. 

13.  Proportioning. — The  proportion  of  the  materials  in  the  concrete  shall  be 
as  specifically  called  for  by  the  contract,  or  as  set  forth  herein,  upon  the  lines  left 
for  that  purpose ;  the  volume  of  cement  to  be  based  upon  the  actual  cubic  con- 
tents of  one  barrel  of  specified  weight. 


S^m^^^ttrc « 

Parts  by  Volume. 

Cement. 

Sand. 

Gravel. 

Broken  Stone. 

14.  Finishing. —  (a)  After  the  forms  are  removed,  which  should  generally  be 
as  soon  as  possible  after  the  concrete  is  sufficiently  set,  any  small  cavities  of 
openings  in  the  face  shall  be  neatly  filled  with  mortar,  if  necessary  in  the  opinion 
of  the  engineer.  Any  ridges  due  to  cracks  or  points  in  the  lumber  may  be 
rubbed  down  with  a  chisel  or  wooden  float.  The  entire  face  may  then  be  washed 
with  a  thin  grout  of  the  consistency  of  whitewash,  mixed  in  the  same  proportion 
as  the  mortar  of  the  concrete.  The  wash  should  be  applied  with  a  brush.  The 
earlier  the  above  operations  arc  performed  the  better  will  be  the  result. 

ib)  The  tops  of  bridge  seats,  pedestals,  copings,  wing  walls,  etc.,  when  not 
finished  with  natural  stone  coping,  shall  be  finished  with  a  smooth  surface  com- 
posed of  one  part  cement  to  two  parts  of  granite,  or  other  suitable  screenings  or 
sand,  applied  in  a  layer  one-half  (I)  to  one  (i)  in.  thick.  This  must  be  put  in 
place  with  the  last  course  of  concrete. 

15.  Waterproofing. — Where  waterproofing  is  required,  a  thin  coat  of  mortar 
or  grout  shall  be  applied  for  a  finishing  coat,  upon  which  shall  be  placed  a  cov- 
ering of  suitable  waterproofing  material. 

16.  Freezing  Weather. — Ordinarily  concrete  to  be  left  above  the  surface  of 
the  ground  will,  not  be  constructed  in  freezing  weather.     Portland  cement  con- 
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Crete,  however,  may  be  built  under  these  conditions  by  special  instructions.  In 
this  case  the  sand,  water  and  broken  stone  shall  be  heated,  and  in  severe  cold 
salt  shall  be  added  in  the  proportion  of  about  two  pounds  per  cubic  yard. 

17.  Reinforced  Concrete, — Where  concrete  is  deposited  in  connection  with 
metal  reinforcing,  the  greatest  care  must  be  taken  to  insure  the  coating  of  the 
metal  with  cement,  and  the  thorough  compacting  of  the  concrete  around  the  ' 
metal.  Wherever  it  is  practicable  the  metal  should  be  placed  in  position  first. 
This  can  usually  be  done  in  the  case  where  the  metal  occurs  in  the  bottoms  of 
the  forms  by  supporting  the  same  on  transverse  wires,  or  otherwise,  when  the 
bottoms  of  the  forms  can  be  flushed  with  cement  mortar,  so  as  to  get  the  mortar 
under  the  metal  at  the  same  time,  and  the  concrete  deposited  immediately  after- 
ward. The  mortar  for  flushing  the  bars  should  be  composed  of  one  part  cement 
and  two  parts  sand.  The  metal  used  in  the  concrete  shall  be  free  from  dirt,  oil 
or  grease.  All  mill  scale  should  be  removed  by  hammering  the  metal,  or  prefer- 
ably by  pickling  the  same  in  a  weak  solution  of  muriatic  acid.  No  salt  will  be 
used  in  reinforced  concrete  when  laid  in  freezing  weather. 

STEEL  PIERS. — Steel  piers  are  made  (i)  of  steel  sections  used 
as  piles,  (2)  in  the  form  of  steel  bents  supported  on  masonry  pedestals, 
or  (3 )  of  tubular  or  oblong  steel  shells  filled  with  concrete. 

Steel  Piles. — A  steel  pile  bent  made  of  two  angles  "  starred,"  is 
shown  in  Fig.  224.     This  makes  a  fairly  satisfactory  pier  for  short 


Fig.  224.    Steel  Pile  Bent. 

beam  spans.     This  pier  should  never  be  used  to  carry  the  earth  filling. 
Steel  I  beams  are  frequently  used  in  the  place  of  angles. 

Steel  Bents. — Steel  bents  are  made  of  two  columns  firmly  braced 
together  in  a  plane  at  right  angles  to  the  axis  of  the  bridge.     The  most 
22 
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common  column  for  the  steel  bents  is  composed  of  two  channels  laced 
on  both  sides,  although  Z-bar  columns  are  very  satisfactory  for  hea^y 
loads. 

Steel  Tubular  Piers. — Steel  tubular  piers  are  made  of  steel  plates 
riveted  tc^ether  and  filled  with  concrete.  Where  the  piers  are  founded 
on  soft  material,  piles  are  driven  in  the  bottom  of  the  tube,  the  piles 
being  sawed  off  below  the  water  line.  The  piles  should  extend  at  least 
two  diameters  of  the  tube  above  the  bottom.  The  tubes  are  braced 
transversely  by  means  of  struts  and  tension  diagonals  above  high  water 
and  by  diaphragm  bracing  below  high  water.  Where  the  piers  will  be 
subject  to  blows  from  floating  drift  or  logs  they  should  be  protected 
by  a  timber  cribwork  or  other  device. 

Cooper's  Standards. — The  tubular  piers  in  Fig,  225  are  from 
Cooper's  "  General  Specifications  for  Foundations  and  Substructures 
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for  Highway  and  Electric  Railway  Bridges."  Cooper  specifies  a  mini- 
mum thickness  of  %"  for  plates  below  and  \"  above  the  high  water. 

The  minimum  si;;es  of  tubular  piers  are  as  given  in  Table  LII. 

A  steel  tubular  pier  with  a  timber  crib  protection  is  given  in  Fig. 
226.     The  crib  is  filled  with  loose  rock. 

.•\n  oblong  steel  shell  pier,  as  designed  by  Cooper,  is  given  in  Fig. 
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TABLE  Lll. 
Minimum  Sizes  of  Steel  Tubular  Piers,  Cooper's  Standards,  Fig.  325. 
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227.     The  center  of  the  truss  is  to  come  a/2  -\-  1  ft.  from  the  end  of 
the  pier.     The  width  a,  as  specified  by  Cooper,  is  given  in  Table  LIII. 


Crib  Protection,    Cooper's 


American    Bridge    Company   Standards. — The    American    Bridge 
Company's  standard  tubular  piers  are  shown  in  Fig.  228.     The  mini- 
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mum  diameters  for  a  height  of  15  feet  to  cany  a  single  span  are  sptc- 
ified  as  in  Table  LIV. 


L  Sfiffener 


TABLE  UII. 
[  SiiiEs  OF  Oblosg  Steel  Piers,  Cooper's  Standards. 


Uay^""'' 

roDbte  Tnck  ElKtri 

IUU«T- 

3'      4" 

4      0 
4       6 

4     10 
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5      6 

The  tubes  are  made  of  62l-inch  ]>lates  plu; 


c  variable  plate.     The 


weight  of  the  steel  in  the  tubes  per  lineal  foot  for  different  thicknesses 
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pven  in  Fig.  229.  In  calculating  the  weight  of  a  pier  add  oae  foot 
:he  length  of  each  tube  before  entering  the  diagram.  The  weight  of 
concrete  in  two  tubes  is  given  in  Fig,  229,     The  concrete  is  assumed 


Fm.  228.    Steel  Tubular  Piers,     (Ai 


Bridge  Co.) 


ill  the  tube,  the  space  occupied  by  piles  should  be  deducted. 

The  number  of  piles  required  for  different  diameters  of  tubes  is 
en  in  Table  LV. 

The  number  of  piles  required  for  large  tubes  agrees  quite  closely 
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with  Cooper's  specifications,  but  the  number  for  small  tubes  is  veiy 
much  less. 

Pier  Beams, — The  sizes  of  pier  beams  required  for  different  panel 
lengths  and  clear  distance  between  tubes  in  feet  are  given  in  Fig.  23a 

TABLE  LIV. 

Minimum  Diameters  of  Steel  Tubular  Piers  for  a  Height  of  15  Feet  to 
Carry  a  Single  Span.    American  Bridge  Company  Standards. 


Span  in  Fkrt. 

DiAMBTER  IN  InCHSS. 

25 

18 

50 

21 

75 

24 

100 

27 

125 

30 

150 

33 

175 

36 

200 

42 

Increase  the  diameter  3  ins.  for  each  additional  5  ft.  in  height. 

TABLE  LV. 

Number  of  Piles  Required  for  Tubular  Piers.    American  Bridge  Company 

Standards. 


Diameter  op 
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'"    D 
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Number  of  Pilbs  u« 
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IN  Inches. 
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33 
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72 

8 

42 

3 

78 

10 

45 

3 

84 

13 

The  pier  beam  should  be  assumed  as  one  foot  longer  than  the  clear 
distance  between  the  tubes,  in  calculating  the  weight  of  the  beams. 

Pier  Bracing. — The  pier  bracing  for  piers  supporting  the  ends  of 
two  spans  arc  given  in  l^^ig.  231.  If  the  spans  are  unequal  in  length, 
enter  the  diagram  with  one-half  of  the  algebraic  sum  of  the  spans. 
For  example,  for  a  pier  carrying  a  75-ft.  and  a  125-ft.  span,  enter  the 
diagram  with  a  span  of  100  ft.  Steel  tubular  piers  should  never  be 
used  for  end  abutments  carrying  a  filL 
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In  calculating  the  weight  of  the  diagonal  bars  the  length  of  the  bar^^^| 
should  be  multiplied  by  the  weight  per  foot  as  obtained  from  a  hand-^^^| 
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the  details  for  one  bar  added  to  the  product.     In  calculating  ^^H 
It  of  the  struts  add  one  foot  to  the  clear  lengtli.                          ^^| 
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Pier  Caps. — Tubular  piers  nia^  be  capped  with  steel  plate  caps,  aHf 
\x  finislied  with  concrete,  or  may  have  a  stone  pedestal  block  as  Jii  Fig. 
232.     Tlic  weights  given  above  do  not  include  the  weights  of  steel  caps. 

Dcltiils. — The  shop  details  of  one  tube  of  a  steel  pier  for  a  a20-fL 
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20     ?(      iZ     23 
Panel  Length  of  Bridge  in  Feet. 
Fig.  2iO.     PiEk  Beams  tor  Tubulab  Piers.     (American  BaincE  Co.) 
highway  bridge  are  shown  111  Fig.  232.    The  horizontal  joints  are  lap- 
joints,  while  the  vertical  joints  are  single  strap  butt  joints.     This  tube:* 
was  4'  3"  in  diameter.     These  tube,^  were  to  have  5  piles  driven  in  the' 
bottom,  and  were  then  filled  with  1-3-6  Portland  cement  concrete. 
The  shop  details  of  steel  tubular  piers  for  a  95-ft.  riveted  hi 
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A  steel  tubular  pier  for  a  120- ft.  span  electric  railway  bridge  is 
shown  in  Fig.  233.  The  lower  section  of  the  tube  is  8  feet  in  diameter, 
while  the  upper  section  of  the  tube  is  4  feet  in  diameter.  The  details 
of  the  bridge  carried  by  these  piers  are  given  in  Figs.  160  and  161. 

Specifications  for  Steel  Tubular  Piers. — The  plates  for  the  tubes 
shall  be  not  less  than  i  in.  thick  for  tubes  up  to  30  ins.  in  diameter,  not 
less  than  3^  in.  for  tubes  from  30  to  48  ins.  in  diameter,  and  f  in.  for 
tubes  from  48  to  72  ins.  in  diameter.  Where  the  plates  are  in  contact 
with  the  soil  the  thickness  shall  be  increased  at  least  ^  in.  For  ^ 
in.  plate  and  less  use  f  in  rivets ;  for  f  in.  plate  and  over  use  f  in.  rivets. 

Brac/ng  for  Tue^ULAR  P/^R3. 
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Fig.  231.    Bracing  for  Tubular  Piers.     (American  Bridge  Co.) 

The  horizontal  seams  shall  be  single  lap  joints  riveted  with  a  pitch 
of  4  diameters  of  rivet;  while  the  vertical  seams  shall  preferably  be 
butt  riveted  with  single  riveting  spaced  4  diameters  of  rivet,  up  to  48 
inches  diameter  of  tubes,  and  double  riveting  with  3  inch  spacing  for 
tubes  of  larger  diameter. 

The  bracing  of  piers  shall  be  designed  to  take  all  the  wind  forces 
specified  to  come  on  the  birdge.  Diaphragm  webs  are  to  be  used  up 
to  well  above  high  water  for  piers  located  in  the  stream  or  where 
floating  materials  may  find  lodgment.  Oblong  piers  shall  be  braced 
against  inside  and  outside  pressure.  Piers  exposed  to  injury  from 
floating  logs  and  drift  shall  be  protected. 

The  tubes  should  be  painted  inside  and  out  with  two  coats  of  red 
lead  and  linseed  oil,  or  other  prescribed  paint. 
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Fig.  232.    Details  or  Steel  Tvbvlar  Pier. 
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The  materials  and  workmanship  shall  comply  with  the  specifica- 
tions in  Appendix  I. 

Erection. — Where  the  bottom  will  permit,  the  tubes  shall  be  sunk 
well  below  possible  scour  by  loading  the  tube  and  excavating  the 


Fifl.  233.    Steel  Tubular  Pier  for  130-FT,  Span  Electric  Railway  Bridge. 


material  from  the  inside.  For  this  purpose  a  clamshell  bucket  is  very 
effective.  Driving  the  tube  with  a  pile  driver  will  cut  off  the  rivets 
in  the  horizontal  seams  and  will  not  be  permitted.  After  the  tube  is 
sunk,  piles  are  to  be  driven  inside  of  the  steel  shell,  as  closely  together 
as  possible,  using  care  to  get  no  pile  nearer  than  4  to  6  ins  to  the  steel 
shell.  The  piles  shall  be  driven  to  a  good  refusal,  and  the  tops  sawed 
off  below  the  low  water  mark  and  reaching  at  least  2  diameters  of 
the  tube  above  the  bottom.     The  space  inside  the  tubes  shall  then  be 
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filled  with  concrete  well  tamped.     Concrete  should  not  be  deposited  in 
running  water  if  possible  to  prevent  it. 

Where  piers  are  founded  on  rock,  the  tubes  are  to  be  anchored  to 
the  rock  and  then  filled  with  concrete.  Or  cribs  may  be  sunk  on  the 
rock  and  the  tube  set  in  a  pocket  in  the  crib  and  resting  on  the  rock. 
The  space  outside  the  tube  is  then  filled  with  concrete  and  the  tube  is 
filled  with  concrete  in  the  usual  manner. 


CHAPTER   XVI. 
Stresses  in  Solid  Masonry  Arches. 

Introduction. — An  arch  is  a  beam  or  framework  in  which  the  reac- 
tions are  not  vertical  for  vertical  loads.  Arches  are  divided,  according 
to  the  number  of  hinges,  into  three-hinged  arches,  two-hinged  arches, 
one-hinged  arches  and  arches  without  hinges  or  continuous  arches. 
Solid  two-hinged  and  continuous  arches  constructed  of  masonry  or 
concrete,  only,  will  be  considered  in  this  chapter.  For  the  analysis 
of  a  two-hinged  arch  with  spandrel  bracing,  see  the  author's  "The 
Design  of  Steel  Mill  Buildings,"  Chapter  XIV. 

The  vertical  reactions  in  arches  are  the  same  as  in  a  simple  beam 
having  the  same  loads  and  span.  The  horizontal  reactions,  however, 
depend  upon  the  deformation  of  the  arch,  and  are  not  statically  deter- 
minate. Two-hinged  masonry  or  concrete  arches  are  rarely  used,  but 
the  theory  of  this  type  will  be  deduced  as  preliminary  to  the  theory  of 
the  arch  with  fixed  abutments. 


STRESSES  IN  A  TWO-HINGED  ARCH.     Reactions.— The 
vertical  reactions  of  the  two-hinged  arch  in  (a)  Fig.  235,  are  the  same 


Fig.  235. 
3^3 
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as  for  a  simple  beam  having  the  same  loads  and  span.  The  horizontal 
reactions  will  he  H  =  H,  and  will  be  equal  to  the  pole  distance  of  the 
force  polygon  in  (b)  that  is  used  to  draw  the  true  equilibrium  polygon. 
The  value  of  H  depends  upon  the  elasticity  of  the  arch  and  is  not 
statically  determinate. 

Having  calculated  the  vertical  reactions  V^  and  V2  by  means  of 
moments  in  the  usual  manner,  and  the  horizontal  components  H,  as 
will  be  described  presently,  the  equilibrium  polygon  in  (a)  may  be 
drawn  using  the  force  polygon  in  ( b)  Fig.  235.  The  requirements  being 
that  the  equilibrium  polygon  must  pass  through  the  hinges,  and  that 
the  force  polygon  must  have  a  pole  distance  equal  H. 

The  bending  moment  at  any  point  in  the  arch  will  then  be  Ht, 
where  H  is  the  pole  distance  of  the  equilibrium  polygon,  and  t  is  the 
intercept  from  the  point  at  which  the  moment  is  to  be  determined  to 
the  string  P3P4.  The  shear  on  the  section  of  the  arch  m—n  will  be  S^ 
while  the  direct  axial  stress  will  be  P,  as  shown  in  (b)  Fig.  235. 

Calculation  of  Horizontal  Reaction,  H. — Now  for  equilibrium  in 
the  two-hinged  arch  in  Fig.  236,  the  following  conditions  must  be 
satisfied:  (i)  the  span  must  remain  constant;  and  (2)  the  abutments 
must  maintain  the  same  relative  positions.  These  relations  will  be 
expressed  in  the  form  of  equations  of  condition. 


Fig.  236. 


In  Fig.  236  assume  that  the  arch  ring  is  rigid  except  the  length  ds 
which  bends  under  the  action  of  some  external  loading.  Now  the 
point  C  will  move  to  /:  if  the  arch  be  not  constrained,  the  horizontal 
deformation  being  CD-—dx,  and  the  vertical  deformation  being 
ED  =  dy.     The  angle  CBE  =  d<t>. 


Then 


HORIZONTAL  REACTIONS. 


CE  =  BC'dif> 
BC  =  y'Seca 
dx  =  CE 'COS  a 
=  y.d<l> 


335 


(loi) 


Fig.  237. 

Now  in  a  beam,  as  in  Fig.  237,  the  stresses  at  any  point  in  the  beam 
will  vary  as  the  distance  from  the  neutral  axis,  and  from  similar  tri- 
angles we  have 

R:ds::c:  A, 
and 

R-A=C'ds  (102) 

Now  if  S  is  the  fiber  stress  on  the  extreme  fiber,  and  E  is  the  mod- 
ulus of  elasticity,  we  have  A:S::ds:E,  and 


A'E  =  S'ds 
and  solving  (102)  and  (103)  for  R,  we  have 


(103) 


R^S  =  E'C 


(104) 


But  from  the  common  theory  of  flexure  we  have  M'C  =  S'I,  and 
substituting  in  (104) 

R  =  E-r/M  (105) 

Also 

R.d4>  =  d5,  and  d(f>=^ds/R  (106) 
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Substituting  the  value  of  R  as  given  in  (105)  in  (106)  we  have 

d<l>/ds  =  M/E'I  (107) 

And  substituting  the  value  of  d<l>  as  given  in  (107)  in  (lOi) 

dx  =  M'y'ds/EJ  (108) 

Now  if  bending  takes  place  over  the  entire  length  of  the  span  of 
the  arch  the  total  horizontal  deformation  will  be 

In  the  two-hinged  arch  the  span  is  constant  and 

-^ My  ds  ,     . 

Now  in  Fig.  236 

CE  =  BC'd4> 

BC  =  X'Csca 

dy  =  CE '  sin  a 

=  X'd<l> 

and  in  the  same  manner  as  for  A-f  it  can  be  proved  that 

Now  either  equation  (no)  or  equation  (in)  will  be  sufficient  to 
determine  the  pole  distance  in  Fig.  235. 

Now  in  equation  (no)  the  vahie  of  M  at  any  point  in  the  arch 
will  be  M  =  M'  —  H-y,  where  71/'  is  the  bending  moment  as  calculated 
in  a  simple  beam,  H  is  the  horizontal  component  of  the  reaction  and  y 
is  the  ordinate  of  the  point  in  the  arch  as  in  Fig.  236. 

Inserting  the  value  of  M  in  equation  (no),  it  becomes 


r(i'^7,f:^^....-o. 


and 
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2^     17.  r         -"2^  £,/ 
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£'/ 


o, 


and 


H^ 


M'  -y '  ds 
ji^'ds 


(112) 


In  like  manner  by  inserting  the  value  ofMin  (iii),it  becomes 


H=^ 


AT  -x-ds 
EI~ 
x-y-ds 


("3) 


Graphic  Solution. — Now  in  Fig.  238  let  polygon  AEB  be  a  random 
polygon  drawn  with  an  assumed  pole  distance  //' ;  polygon  ADB  is  the 
true  equilibrium  polygon  drawn  with  the  true  pole  distance  H\  and 
ACB  is  the  linear  arch. 

Then  the  bending  moment  at  C  in  Fig.  238  will  be 


Fig.  238. 


M  =  M'  —  H^y 

=:H'CD 

=  H'DF  —  H-CF 
=  H-DF  —  H-v 


But  DP  is  not  yet  known.     However,  we  have  the  relation  that  the 
23 
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ordinates  to  the  two  equilibrium  polygons  are  inversely  prx>portioiial 
to  the  pole  distances ;  and 

EF:DF::H:H', 
and 

DF  =  EF'H'/H  =  EF:r, 

where  r  equals  the  ratio  of  the  assumed  pole  distance  to  the  true  pole 
distance. 
Then 

M  =  EF'H'r  —  H'y  (114) 

Now  substituting  the  value  of  M  given  in  (114)  in  (iio) 

^  EF'  H'  ryds      —,  H-^-  ds 

and 

^f'ds 


EI 
r  =  - 


^  ~~irr~ 

In  like  manner  equation  (iii)  becomes 

^    EI 
r=- 


(ns) 


_,  EF-  X  ■  ds 


(116) 


Now  in  equations  (115)  and  (116)  if  E-l  is  a  constant,  the  arch 
may  be  divided  into  segments  of  ecjual  length;  or  if  £•/  is  not  a  con- 
stant the  arch  may  be  divided  into  segments  for  which  ds/E-I  is  a 
constant,  and  we  may  write 

r  =  %yy%EF^y  (115') 

and 

r  =  Xx''y/^EF'X  (116O 

Graphic  Interpretation  of  Equations. — Referring  to  Fig.  238,  it 
will  be  seen  that  the  numerator  in   (115')  is  the  summation  of  the 
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products  of  the  ordinates  to  the  arch  taken  at  the  centers  of  the  seg- 
ments into  which  the  arch  ring  is  divided;  while  the  denominator  is 
the  summation  of  the  products  of  the  ordinates  to  the  random  equilib- 
rium polygon  taken  at  the  centers  of  the  segments  into  which  the  arch 
ring  is  divided,  and  the  distances  of  the  segment  from  the  line  AB, 

In  (ii6')  the  numerator  is  the  summation  of  the  products  of  the 
coordinates  of  the  centers  of  the  segments  into  which  the  arch  ring  is 
divided,  while  the  denominator  is  the  summation  of  the  products  of 
the  ordinates  to  the  random  equilibrium  polygon  taken  at  the  centers 
of  the  segments  into  which  the  arch  ring  is  divided,  and  the  distances 
of  these  ordinates  from  the  abutment  A, 

Graphic  Solution  of  the  Stresses  in  a  Two-hinged  Arch. — 
Divide  the  given  arch  ring  into  a  number  of  segments,  varying  from 
10  to  20  parts,  in  which  ds/E-I  equals  a  constant.  Assume  that  the 
external  loads  act  through  the  centers  of  the  segments.  Lay  off  the 
loads  and  construct  a  force  polygon  with  a  pole  distance  //',  and  draw 
the  equilibrium  polygon  so  that  it  will  pass  through  the  hinges  A  and  B 
of  the  arch.  Now  to  use  equation  (ii5')»  scale  off  the  ordinate  y  of 
each  point  in  the  arch  ring  at  which  the  loads  are  applied  and  assume 
that  these  ordinates  are  horizontal  loads  acting  at  the  points  in  the  arch 
ring  of  which  they  are  the  ordinates;  lay  off  these  ordinates  as  hori- 
zontal loads  and  with  the  assumed  pole  distance  //"  draw  an  equilib- 
rium polygon  with  the  force  polygon  thus  constructed.  In  like  manner 
assume  that  the  ordinates  to  the  random  equilibrium  polygon  at  the 
corresponding  points  in  the  arch  are  horizontal  forces;  construct  a 
force  polygon  with  a  pole  distance  //"  (use  the  same  pole  distance 
for  both  force  polygons)  and  draw  an  equilibrium  polygon  with  the 
force  polygon  thus  constructed.  The  bending  moments  at  the  right 
abutment  for  the  two  loadings  will  be  proportional  to  the  horizontal 
deformation  of  the  hinge  B  for  the  two  loadings,  and  r  will  be  equal 
to  the  ratio  of  the  two  bending  moments  as  given  by  equation  (115'). 

To  use  equation  (ii6')  graphically  the  loads  are  taken  as  acting 
vertically,  and  the  bending  moments  at  B  as  calculated  by  means  of  the 
two  equilibrium  polygons  will  be  proportional  to  the  vertical  de forma- 
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tion  at  B  under  the  influence  of  the  two  systems  of  loading,  and  r  will 
be  equal  to  the  ratio  of  the  two  bending  moments. 

Having  calculated  the  true  pole  distance,  H,  the  true  equilibrium 
polygon  is  drawn  as  in  Fig.  235. 

Temperature  Stresses. — With  an  increase  or  decrease  in  tempera- 
ture the  arch  will  expand  or  contract  uniformly  and  the  change  in  the 
span  will  be 

hx=zhe't'L  (117) 

where  e  is  the  coefficient  of  linear  expansion  of  the  material  {e  for 
steel  and  concrete  is  approximately  0.0000067  P^r  degree  Fahr.) :  /  is 
the  change  in  temperature  in  degrees  Fahr. ;  and  L  is  the  span  of  the 
arch  in  the  same  units  as  A^. 
Then  equation  (no)  becomes 

Now  if  Ht  is  the  horizontal  component  that  will  produce  the  same 
horizontal  movement  as  the  change  in  temperature  as  given  by  (no") 
then,  M  =^Ht'y,  and 

1/=^-''',^.-  (118) 

^  EI 

The  total  value  of  the  horizontal  component  of  the  reaction  will 
be  //  +  Ht, 

STRESSES  IN  AN  ARCH  WITHOUT  HINGES.  Introduc- 
tion.— In  an  arch  without  hinges  the  following  conditions  must  be  sat- 
isfied:  (i)  the  span  must  be  constant;  (2)  the  abutments  must  maintain 
the  same  relative  positions;  and  (3)  the  tangents  to  the  neutral  axis 01 
the  arch  at  the  abutments  must  remain  fixed. 

From  the  discussion  of  the  two-hinged  arch  we  have 

-^Myds  ,     . 
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Also  from  equation  (107)  d^  =  M-ds/EI,  and 
.—  Mds 

In  Fig,  239  at  the  left  abutment.  A,  the  vertical  reaction  is  F,, 
the  horizontal  reaction  is  H,  and  the  bending  moment  is  Mi=^Hy,. 


/.''f~-.N 


fff'ffy, 


F[c.  239. 


At  the  right  abutment,  B,  the  vertical  reaction  is  V^,  the  horizontal 
reaction  is  H,  and  the  bending  moment  is  M^^H-y^.  Now  if  the 
arch  were  hinged  at  A  and  B,  the  line  of  resistance  would  be  the 
equiHbrium  polygon  AEB  drawn  with  a  force  polygon  having  a  pole 
distance  equal  to  the  horizontal  reaction  H  for  a  two-hinged  arch. 
With  the  arch  with  fixed  ends  there  is  bending  moment  at  points 
A  and  B  and  the  equilibrium  polygon  will  pass  through  points  A'  .lud 
B'  and  will  take  the  position  A'DB\  the  points  a  and  b  being  points  of 
contra- flexure  (points  A'  and  B'  may  Ixith  be  below  the  abutments, 
both  above  the  abutments,  or  one  may  be  below  and  the  other  above, 
depending  upon  the  loading  anil  elastic  properties  of  the  arch). 
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Now  if  the  arch  ring  is  divided  into  segments  so  that  ds/E'I=g, 
a  constant,  equations  (no),  (in)  and  (119)  become 

5M.y  =  o  (lie/) 

:iM'X=o  (ill') 

SM  =  o  (119') 

The  bending  moment  M  at  the  point  C  will  be 

M  =  H-t=M'  —  H(y  —  FF') 

=  Ar-H[{y-y,)+x(y,-y,)/L]  (120) 

where  M'  is  the  bending  moment  due  to  the  vertical  loads  calculated 
as  in  a  beam ;  H  is  the  true  horizontal  reaction ;  y  is  the  ordinate  of 
the  point  in  question  in  the  arch  referred  to  the  line  AB ;  FF\  yi  and 
Va  are  as  shown ;  and  L  is  the  span  of  the  arch. 

Substituting  the  value  of  M  in  (120)  in  (no')  we  have 

XM.y--=^M'.y  —  H'%[(y  —  y,)+x(y,—y.J/L]y=zO 
and 

SJ/^'jK . 

^  2  [/  -jf'j^^  +  x  y{y,  —y^jL']  ^ 

In  like  manner  by  substituting  in  equation  (m') 

2  [x  -y-x  -y^  -f  ^( J^^  -  J^^)/^]  ^ 

and  by  substituting  in  ecjuation  (119') 

From  equations  (121),  (122)  and  (123)  it  will  be  seen  that  there 
are  three  equations  and  three  unknowns,  H,  y^^  and  y^,  so  that  the 
problem  can  be  solved  by  substituting  in  the  three  equations  of  condi- 
tion. In  solving  these  equations  the  arch  ring  must  be  divided  into 
sections  in  the  same  manner  as  for  the  graphic  solution. 
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Graphic  Solution. — In  Fig.  240  ACB  is  the  arch  ring  and  A'DB' 
is  the  true  equilibrium  polygon  drawn  with  a  force  polygon  having  a 
true  pole  distance,  H,  the  loads  being  applied  at  the  centers  of  the 


Fig.  240. 

s^ments  of  the  arch  determined  so  that  ds/E'I  =  2L  constant.  Now 
the  bending  moment  at  C  will  be  M  =  H'V,  and  the  equations  of  condi- 
tion are  found  by  substituting  in  (ii9')>  (iio')  and  (m')  to  be 


Sz;=o 
Sz;.;r=o 

^V'y=o 


(124) 

(125) 
(126) 


Now  draw  the  line  ab  in  Fig.  240  so  that  it  will  satisfy  the  conditions 


Sz^'  =  o 
5z;'..r  =  o 


(127) 
(128) 


in  which  7/  is  the  vertical  distance  of  any  point  C  from  the  line  ab,  x 
being  the  abscissa  of  the  point  C  referred  to  the  abutment  A,  Now  in 
Fig.  240,  z/=z/'  —  i/y  and  substituting  in  (124) 


but  from  (127) 


2z;  =  S(2/'  — z;')  =2^•"  — 2z/=0 


2z;'  =  o,  and  St'"  =  0 


(129) 


Substituting  in  (125) 


2z;.;r  =  2  {v*'  —  7''),r  =  S7'"-.r  —  ^z^-x  =  o 
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but  from  (128) 

5z/.jr  =  o,  and  2z/'-^  =  0  (130) 

Substituting  in  (126) 

^V'y  =  :i{v"  —  v')y  =  'i'i/''y  —  2t/-y=o 
from  which 

Equations  (129)  and  (130)  may  be  satisfied  by  an  infinite  number 
of  equilibrium  polygons  drawn  for  the  given  loading.  In  practice 
assume  a  pole  distance  and  draw  an  equilibrium  polygon.  Draw  the 
closing  line  ab  in  Fig.  240  so  that  2z/  =  o,  and  2t''-^  =  o,  and  then 
calculate  2z/'-T.  Also  calculate  Sz/'j?  for  the  arch  ring.  If  //'  is  the 
assumed  pole  distance  and  H  is  the  true  pole  distance,  then  if  Sz/')' is 
not  equal  to  Sr'-y  the  true  pole  distance  may  be  found  from  the 
proportion 

Problem  i. — Given  a  segmental  reinforced  concrete  highway  arch 
having  a  span  of  50'  o",  a  rise  of  15'  o",  and  a  thickness  of  2'  o"» 
carrying  a  spandrel  loading  as  shown  and  a  live  load  of  400  lbs.  per 
square  foot.  The  solution  will  be  made  for  a  live  load  over  one-half 
the  span.  This  loading  ordinarily  gives  maximum  bending  moments  in 
the  arch  ring.  The  arch  ring  will  be  divided  into  10  equal  segments, 
beginning  and  closing  with  a  half  segment  as  shown;  the  loads  were 
calculated  and  numbered  i,  2,  3,  4,  etc.,  as  shown  in  Fig.  241. 

Now  lay  off  the  loads  i,  2,  3,  etc.,  and  construct  a  force  polygon 
with  an  assumed  pole  distance  of  28,000  lbs.  as  in  (b).  With  force 
polygon  in  (b)  construct  equilibrium  polygon  F5F'  in  (c).  Now 
draw  nn'  parallel  to  VJ^\  nV  being  made  equal  to  the  arithmetical 
mean  of  the  ordinates  to  the  equilibrium  polygon  F5F',  at  the  points 
I,  2,  3,  etc.  The  sum  of  the  ordinates  i-i',  2-2',  3-3',  etc.,  between 
nn*  and  the  equilibrium  polygon  ['5^''  will  now  be  equal  to  zero,  and 
the  condition  2f"  =  o  will  be  satisfied. 

To  satisfy  equation   (130),  2z^"-,r  =  o,  the  center  of  gravity  of 
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the  positive  ordinates  at  i,  2,  3,  etc.,  to  the  equilibrium  polygon,  VsV 
must  be  in  the  same  vertical  line  with  the  center  of  gravity  of  the 
negative  ordinates  i,  2,  3,  etc.,  of  the  negative  polygon  Vnn'V, 

To  calculate  the  center  of  gravity  of  the  ordinates  to  the  equilib- 
rium polygon  V^V'y  lay  off  the  loads  i,  2,  3,  etc.,  in  (fi-^ proportional 
to  the  ordinates  i,  2,  3,  etc.,  to  the  equilibrium  polygon  F5F',  assunte. 
a  pole  distance  (for  convenience  the  pole  distance  was  taken  the  same 

as  in  (b)),  and  draw  the  equilibrium  polygon  in  (e).  The  line  0"&  in 
(d)   drawn  parallel  to  the  closing  line  ac  in  (e)  gives  the  reactions 

/?j  and  -Ro-     Now  for  a  symmetrical  arch  we  have  with  sufficient 

accuracy 

mV=2{2R^—R^)/n,  and  m'V  =  2{2R^  —  R^)/n 
Then 

mV  :nV  ::2R^  —  R^'.liR^-^  R^) 
and 

m'V :  n'F' : :  2/?,  —  /?, :  ^  (R,  +  R^) 

(These  relations  are  exact  for  equally  spaced  ordinates,  and  are 
sufficiently  exact  for  all  ordinary  cases.) 

Lay  off  m'V  and  mV  and  draw  mm'.  The  equation  2z^'--r  =  o  is 
now  satisfied. 

Equations  (129)  and  (130)  are  now  satisfied  and  intercepts  i-i', 
^-2',  3-3',  etc.,  are  proportional  to  the  true  moments  in  the  arch.  To 
determine  the  true  pole  distance  equation  ( 131 )  must  be  satisfied.  This 
requires  that  2z/-y  =  2z^"-y. 

In  (a)  draw  line  ab  parallel  to  AB,  by  making  aA  equal  to  the 
arithmetical  mean  of  the  ordinates  to  the  arch  ring  at  the  centers  of 
the  segments  i,  2,  3,  etc.  Then  if  the  intercepts  i-i',  2-2',  3-3',  etc., 
are  considered  as  horizontal  loads,  2z^'-v  may  be  calculated  as  follows:  i 
In  (f)  lay  oflf  the  ordinates  i-i',  2-2',  3-3'.  etc.,  to  the  arch  ring  as 
horizontal  loads  acting  at  points  in  the  arch  ring  (the  loads  in  (f)  are 
taken  twice  their  true  value),  assume  a  pole  distance,  in  this  case 
H=i2  feet,  and  draw  equilibrium  polygon  (f).  In  (g)  lay  off 
ordinates  i-i',  2-2',  etc.,  in  equilibrium  polygon  (c)  as  horizontal  loads 


itjr--:J^ 


?» 


i-^   ^. 
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acting  at  corresponding  points  in  the  arch  ring,  assume  a  pole  distance, 
for  convenience  the  same  pole  distance  should  be  assumed  as  in  (f), 
and  draw  equilibrium  polygon  (g').  The  true  pole  distance  will  then 
be  //=  15,1/19.5  X  28,000=21,900  lbs. 

To  determine  the  pole  0'  in  (b)  Fig,  241  draw  Ob  parallel  to  VV 
in  (c),  through  b  in  (b)  draw  bO"  parallel  to  the  line  gh  in  (a)  which 
is  located  by  laying  off  a^^imF  X 28,000/21,900  and  bk^m'V 
X  28,000/21,900.  The  pole  0"  will  be  on  the  line  bO"  at  a  distance 
H  =  2i,900  lbs.  from  the  load  line. 


To  draw  the  true  equilibrium  polygon  in  Fig.  242  lay  off 
I,  2,  3,  etc.,  and  take  the  pole  distance  //  =  2i,90o  lbs.  as  in 


the  loads 
(b)  Fig, 
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241  and  (b)  Fig.  242.  In  (a)  Fig.  242  lay  off  ay  =  ag  in  (a)  Fig. 
241  =mF  in  (c)  Fig.  242,  and  lay  off  bV'  =  bh  in  (a)  Fig.  241  ==  m'P 
in  (c)  in  Fig.  242.  Now  beginning  at  F  in  (a)  with  the  force  polygon 
in  (b)  construct  the  true  equilibrium  polygon,  the  line  VV  being  the 
closing  line. 

The  shear  at  the  section  gh  =  2yOO0  lbs.  The  direct  thrust  in 
the  arch  ring  at  the  section  gh  is  P  =  32,000  lbs.  The  eccentricity 
of  P  at  the  section  gh  is  /  =  4",  and  the  bending  moment  will  be 
M  =  32,000  X  4  =  128,000  in.-lbs. 

The  maximum  stress  on  the  section  gh  is 

S  =  P/A  ±M'C/I 

32,000       128,000x12 
""24x12      ^^gx  12x24* 

=  -f-m=t:III  =  +  222  or  o  lbs. 
For  the  design  of  a  reinforced  concrete  arch  ring,  see  Chapter  XVII. 

Temperature  Stresses. — With  an  increase  or  decrease  in  tempera- 
ture the  arch  will  expand  or  contract  uniformly  if  there  is  no  resistance. 
The  tangents  at  the  abutments  will  remain  fixed  which  requires  that 
^( M'ds/E'I )  =0.  The  abutments  will  remain  at  the  same  relative 
heights,  which  requires  that  ^{M -x-ds/E'I)  =0.  Now  if  there  be  no 
constraint  and  the  arch  is  free  to  move  under  the  load 

^x'=2L     -/f,/-  =  ^'^'^  (132) 

Now  if  the  movement  in  Fig.  243  is  prevented  by  the  horizontal 
reaction  H\  the  value  of  M  in  (132)  will  be  =  //'-z/,  where  v'  has 
values  as  will  now  be  described. 

In  Fig.  243  draw  the  line  ab  so  that  ^(v' -ds/E-I)  =0,  where  i^^  is 
the  distance  from  the  line  ab  to  the  arch  ring.  Now  the  horizontal 
reaction  H'  must  be  sufficient  to  bring  the  arch  back  to  its  original 
position.     Substituting  in  (icx)) 

.-^M'V'ds      1.H'  'v'  'yds 

.  A^  =  E-i:/-=      -p-j —  (133) 
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Now  make  ds/E'I=g,  a  constant,  and 


and 


H''g:S,7/'y  =  e't'L 
H'  =  ±:e't'L/{g':iz/'y) 


Now  for  a  change  of  50°  Fahr. 

^ •^L  =  o.ooooo67  X  50  X  600"  =  0.20" 
g  =  ds/E'I=  (6  X  12)/ (2,000,000  X  13,824)  =  1/384,000,000 

Sz^-3'  =  iX  19.3X12X144=16,680 


H^ 


0.20 


=  it  4,600  lbs. 


384,000,000 


X  16,680 


Stresses  Due  to  Rib  Shortening. — The  direct  thrust  will  cause 
a  shortening  of  the  arch  rib  in  addition  to  the  stresses  already  calcu- 


FiG.  243. 

lated.  If  the  direct  thrust  were  constant  for  all  sections  of  the  arch 
ring  the  effect  would  be  approximately  the  same  as  a  decrease  in  tem- 
perature. Now  li  e  \s  the  coefficient  of  linear  expansion  per  degree 
Fahr.,  the  change  in  temperature  that  will  have  the  same  shortening 
effect  as  the  direct  thrust  will  be 

t  =  P/{A'E-e) 
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where  P  is  the  direct  thrust,  A  is  the  area  of  the  section,  and  JS  is  tiie 
modulus  of  elasticity.  . 
In  this  arch 

/  =  32,000/ ( 12  X  24  X  2,000,000  X  0.0000067)  =8^.** 

The  value  of  //  for  this  decrease  in  temperature  will  be  84/50 
X  4,600  lbs.  =  —  750  lbs. 

Summary. — To  provide  for  the  stresses  due  to  direct  loads,  the 
temperature  and  the  direct  thrust  the  pole  distance  will  be 

H  =  +  21,900  ±:  4,600  q=  750  =  25,750  or  16,350  lbs. 

To  complete  the  analysis  of  the  stresses  in  the  arch,  the  stresses 
should  be  calculated  in  the  same  manner  as  in  Fig.  242  for  a  horizontal 
thrust  of  25,750  lbs.  and  16,350  lbs. 

For  further  information  on  the  calculation  of  stresses  in  solid 
arches,  see  Howe's  **  Symmetrical  Masonry  Arches,"  Tumeaure  and 
Maurer's  "  Principles  of  Reinforced  Concrete,"  and  Buel  and  Hill's 
"  Reinforced  Concrete." 


CHAPTER  XVII. 

Design  of  Masonry  Bridges  and  Culverts. 

Introduction. — When  properly  constructed,  concrete  or  stone  ma- 
sonry bridges  are  permanent,  and  this  type  of  structure  should  be  given 
the  preference  when  conditions  are  favorable  for  its  construction. 
Masonry  bridges  may  be  classed  under  (i)  arches,  (2)  beam  or  truss 
leg  spans,  (3)  culverts.  Masonry  arch  highway  bridges  may  be  built 
of  concrete  or  stone  masonry.  The  discussion  in  this  chapter  will  be 
confined  chiefly  to  concrete  construction.  The  principles  deduced  for 
concrete  arches  may  be  used  in  the  design  of  stone  masonry  arches. 
Before  taking  up  the  design  of  concrete  structures  it  will  be  necessary 
to  discuss  very  briefly  the  theory  of  reinforced  concrete.  For  a  more 
complete  discussion  of  reinforced  concrete  the  reader  is  referred  to 
"  Principles  of  Reinforced  Concrete  Construction  "  by  Turneaure  and 
Maurer,  published  by  John  Wiley  &  Sons. 

Theory  of  Reinforced  Concrete. 

.  CONCRETE. — Concrete  is  fabricated  by  thoroughly  mixing  hy- 
draulic cement,  sand  and  gravel  or  broken  stone,  together  with  sufficient 
water  to  produce  a  mixture  of  the  proper  consistency.  The  mixture  is 
immediately  deposited  in  molds  and  is  well  tamped.  When  concrete  is 
reinforced  with  steel  it  is  mixed  with  more  water  than  when  it  is  used 
plain.    For  standard  specifications  for  concrete,  see  Chapter  XV. 

Strength. — The  strength  of  concrete  varies  with  the  proportions  of 
the  mixture,  the  quality  of  the  cement  and  other  ingredients,  the  method 
of  mixing  and  depositing  and  the  age.  The  following  may  be  taken  as 
average  values.  The  cement  is  assumed  to  be  a  first-class  American 
Portland,  the  sand  a  clean,  moist,  bank  sand,  and  the  stone  is  equal  in 
quality  to  a  first-class  limestone  and  has  about  45  per  cent  voids. 
The  proi)ortions  were  determined  by  volume,  the  cement  being  packed 
in  the  barrel  or  sack.     Gravel  concrete  may  be  taken  as  from  75  to 

80  per  cent  of  the  strength  of  broken  stone  concrete. 

Compressive  Strength. — Average  values  for  the  compressive 
strength  of  first-class  Portland  cement  concrete  of  different  propor- 
tions are  given  in  Table  LVT. 
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TABLE  LVI. 

CoMPBESSiVE  Strength  of  Portland  Cement  Concrete  in  Pounds 

Inch. 


Squak 


PROPORTIOrfS. 

ACB,   X   MOMTH. 

Acs,  6  MOWTMS. 

I  cement.  2  sand.  4,  broken  stone 

2.440 
2.350 
2,030 

1.950 
1,800 

1,570 

3.300 
3.180 

2.740 
2.630 
2,400 

2,120 

I  cement.  2  sand,  r  broken  stone 

I  cement.  \  sand,  s  broken  stone..  

I  cement,  3  sand,  6  broken  stone 

I  cement,  3  sand,  8  broken  stone 

I  cement,  4  sand,  8  broken  stone 

Tensile  Strength. — The  tensile  strength  is  difficult  to  determine  bjr 
direct  experiment,  and  is  usually  taken  as  one-tenth  of  the  compressive 
strength.  With  factor  of  safety  of  4  to  6  the  safe  tensile  stresses  will 
vary  from  80  to  40  lbs.  per  sq.  in. 

Working  Stresses. — To  obtain  safe  working  stresses  use  a  factor 
of  safety  of  from  4  to  6.  Working  stresses  of  500  to  600  lbs.  per 
sq.  in.  for  compression,  and  50  lbs.  per  sq.  in.  for  tension  are  very 
commonly  used  for  good  1-3-6  Portland  cement  concrete  (tension  is 
neglected  in  the  calculation  of  reinforced  concrete  beams). 

Modulus  of  Elasticity. — The  modulus  of  elasticity  of  concrete  is 
not  a  constant  (juantity  as  is  the  modulus  of  elasticity  of  steel,  but  varies 
with  the  proportions  and  ingredients,  and  with  the  stress  in  the  concrete. 

The  following  values  have  been  j^roposed  for  use  in  reinforced  con- 
crete design  where  wet  Portland  cement  concrete  is  used. 

TABLE  LVII. 
Modulus  of  Elasticity  of  Portland  Cement  Concrete. 


PROPOKTIONS. 

Modulus  of  F.LASTicrnr, 
Pounds  per  Square  Inch. 

I  :  I  >2 

:3 

4,000,000 

I  :  2 
Broken  stone  or  gravel  concretes  i  :  2 

:4 
:5 

3,000,000 
2,500,000 

I  =3 

:6 

2,000,000 

I  :4 
Cinder  concrete i  :  2 

:8 
:5 

1,500,000 
508.000 

Shear. — \'ery  few  exj^eriments  have  been  made  to  determine  the 
shearing  strength  of  concrete.  Recent  tests  would  appear  to  show  that 
the  shearing  strength  of  concrete  is  from  60  to  80  per  cent  of  the  com- 
pressive strength. 
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Adhesion  to  Steel  Rods. — Where  the  yield  point  of  the  rod  is  not 
exceeded  the  adhesion  of  smooth  rods  to  concrete  varies  from  about 
^75  ^o  700  pounds  per  square  inch  of  surface  in  contact.  Deformed 
rods  have  a  greater  adhesion  than  plain  rods.  With  a  factor  of 
safety  of  6  to  4,  the  safe  adhesion  will  vary  from  50  to  80  lbs.  per 
sq.  in.  for  1-3-6  Portland  cement  concrete.  Experience  would  show 
that  deformed  rods  should  be  imbedded  in  concrete  not  less  than 
30  diameters  and  plain  rods  not  less  than  50  diameters  in  order  that 
the  tensile  strength  of  the  rod  be  developed. 

Tests  of  Reinforced  Concrete  Beams. — Many  tests  have  been  made 
to  determine  the  strength  and  behavior  of  reinforced  concrete  beams. 
The  tests  by  Professor  A.  N.  Talbot,  recorded  in  University  of  Illinois 
Engineering  Experiment  Station  Bulletin,  Nos.  i,  4,  8,  10,  12  and  14, 
are  very  valuable  and  instructive.* 

RESISTANCE  OF  REINFORCED  CONCRETE  BEAMS 
TO  FLEXURE. — Reinforced  concrete  beams  may  fail  by  (i)  tension 
of  steel;  (2)  compression  of  concrete;  (3)  shear  of  concrete;  (4)  bond 
or  slip  of  rods;  (5)  diagonal  tension  of  concrete;  (6)  miscellaneous 
methods,  like  the  splitting  of  concrete  away  from  the  rods,  crushing  of 
bearings,  etc.     A  given  beam  is  not  liable  to  fail  by  all  the  methods. 

A  careful  study  of  the  experiments  of  Professor  Talbot  and  others, 
shows  that  the  third  or  straight  line  stage  referred  to  by  Professor 
Talbot  gives  the  most  satisfactory  formulas  for  use  in  design. 

This  theory  assumes  the  following  principles : 

1.  A  plane  section  before  bending  remains  a  plane  section  after 
bending. 

2.  Tension  is  carried  entirely  by  the  steel. 

3.  No  initial  tension  or  compression  in  the  steel. 

4.  Perfect  adhesion  of  concrete  to  the  steel. 

5.  Constant  modulus  of  elasticity  of  concrete,  as  in  the  case  of 
simple  beams  of  steel. 

6.  The  unit  deformation  in  any  horizontal  fiber  varies  directly  as 
its  distance  from  the  neutral  axis. 

7.  In  any  cross-section  of  a  beam  the  sum  of  the  tensile  stresses 
equals  the  sum  of  the  compressive  stresses. 

*  A  summary  of  Professor  Talbot's  conclusions  are  given  in  the  author's 
book  "  The  Design  of  Walls,  Bins  and  Grain  Elevators,"  Chapter  IV.  Copies 
of  these  and  other  bulletins  may  be  obtained  by  addressing  the  director  of  the 
Station. 

24 
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8.  The  moment  of  the  stresses  in  any  section  must  equal  themomeDt 
of  the  applied  loads  on  either  side  of  the  section. 

The  maximum  stress  in  the  concrete  is  about  15  per  cent  less  when 
calculated  by  the  parabolic  theory  proposed  by  Professor  Talbot  than 
by  the  straight  line  theory  given  below. 

Notation.* — The  following  notation  will  be  used : 
b  =  breadth  of  rectangular  beam. 
d  =  distance  from  the  compression  face  to  the  center  of  the  metal 

reinforcement. 
d'  =  distance  from  the  center  of  the  reinforcement  to  center  of  gravity 

of  compressive  stresses. 
k  =  ratio  of  distance  between  compression  face  and  neutral  axis  to 

distance  d. 
j2f  =  distance  from  compression  face  to  center  of  gravity  of  compres- 
sive stresses. 
/i=area  of  cross-section  of  metal  reinforcement. 
p  =  A/b'd=r2Ltio  of  area  of  metal  reinforcement  to  area  of  concrete 

above  center  of  reinforcement. 
(?  =  circumference  or  periphery  of  one  reinforcing  bar. 
fn  =  number  of  reinforcing  bars. 
£,==  modulus  of  elasticity  of  steel. 
H^  =  modulus  of  elasticity  of  concrete  in  compression. 
;i  =:  Zr</Ec  =  ratio  of  two  moduli. 

y^==  tensile  stress  per  unit  of  area  in  the  metal  reinforcement. 
c=:  compressive   stress   ])cr   unit   of  area   in   most   remote  fiber  of 

concrete. 
€^=: deformation  per  unit  of  length  in  the  metal  reinforcement. 
€^  =  deformation  per  unit  of  length  in  most  remote  fiber  of  the  con- 
crete. 
il/  =  bending  moment  at  the  given  section  per  inch  of  width. 
^1/'=  total  bending  moment  at  the  given  section. 
^=:::  horizontal  tensile  stress  per  unit  of  area  in  the  concrete. 
/  =  diagonal  tensile  stress  per  unit  of  area  in  the  concrete. 
u  =  bond  stress  per  unit  of  area  on  the  surface  of  the  reinforcing  bars. 
7'==  vertical  shearing  stress  and  horizontal  shearing  stress  per  unit  of 
area  in  the  concrete. 

*  Notation  adopted  by  Professor  Talbot  in  University  of  Illinois  Engineering 

Experiment   Station   Bulletin,   No.  4. 
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Distribution  of  Stresses  in  Beams. — In  (c)  Fig.  244,  b  is  the 
readth,  d  is  the  depth  of  the  beam  above  the  center  of  the  steel,  and 
•  rf  is  the  distance  of  the  neutral  axis  below  the  top  of  the  beam,  k 
eing  a  ratio. 

In  (a)  the  deformations  are  shown  to  be  proportional  to  the  dis- 
mce  from  the  neutral  axis,  and  in  (b)  the  stress  in  the  steel  is  n  times 
hie  stress  in  concrete  at  the  same  distance  from  the  neutral  axis. 

Now  in  (b)  Fig.  244  we  have  summation  of  horizontal  compressive 
tresses  equal  to  horizontal  tensile  stress  in  steel,  and 


mce 
nd 


p  =  A/b'd 


(136) 


(137) 


We  also  have  from  (b)  that 


c:f/n::k'd:d(i — k) 

f'k'd  =  C'n'd(i  — k) 

f.k  =  C'n(i  — k) 


(138) 
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5ecfion  of  Beam 
(C) 


Fig.  244. 


And  substituting  the  value  of  /  from  (137) 
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iC'k''  =  C'p'n(l—k) 


Ar  =  _/>.„  + V2/^.n  +  />2.n«  (139) 

Since  the  bending  moment  eciuals  the  resisting  moment,  if  A/=thc 
bending  moment  per  inch  of  width,  then 

M  =  iC'k-dd'  =  A'fd'/b  (140) 

=  iC'k>d^(i—ik)=A'f'd(i—ik)/b  (141) 

Hence  the  formula  for  the  strength  of  a  rectangular  beam  per  inch 
of  width  in  terms  of  strength  of  steel,  /,  is 

M  =  A-f-d(i  —  ik)/b  (142) 

And  in  terms  of  compresive  strength  of  concrete,  c, 

M  =  iC'k-d^{i  —  ik)  (143) 

In  Fig.  245  values  of  k  have  been  plotted  for  values  of  p  from  0.002 
(0.2  per  cent)  to  0.024  (2.4  per  cent),  and  for  ♦f  =  io,  n=i5,  and 
n  =  20. 

The  allowable  bending  moments  for  /=  10,000  lbs.  per  sq.  in.*  for 
different  values  of  />  and  ;/  are  plotted  for  concrete  beams  1 2  inches  wide 
and  from  4  to  36  inches  deep,  varying  by  2  inches  in  depth.  Corre- 
sponding values  of  the  compression  in  the  concrete  are  given  on  the 
right  of  the  diagram.  The  use  of  the  diagram  will  be  illustrated  by 
solving  two  problems : 

Problem  i. — Required  the  safe  uniform  load  including  the  weight 
of  the  beam  for  a  reinforced  concrete  beam  12  inches  w-ide  and  24 
inches  deep  to  the  center  of  reinforcement,  and  20  feet  long,  for 
/=  10,000  lbs.  per  s(|.  in.,  />  =  o.oi   (i  per  cent),  concrete  1-3-6. 

Solution. — lH)r  1-3-6  concrete  Ti^  ^=  2,000,000  and  n=  15.  Enter- 
ing the  right  hand  table  on  the  lower  edge  with  />  =  o.oi  pass  up  to 
the  curve  n  =  15,  and  on  the  right  edge  the  stress  in  concrete,  c,  equals 
480  lbs.,  and  on  the  left  edge  A'  =  0.42  and  (i  —  ^k)  =0.86.  Then  on 
horizontal  line  (i  —  1  A*)  =0.86  pass  to  the  left  until  it  intersects  the 
inclined  line  "  Beam  24","  then  i)ass  down  on  the  vertical  line  passing 
through  the  intersection  of  the  horizontal  line  and  the  "Beam"  line 

*  Factor  of  safety  of  6  in  the  steel. 
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until  the  inclined  line  />  =  o.oi  is  cut;  then  on  the  horizontal  line 
passing  through  the  intersection  of  the  vertical  line  and  the  line  of 
^  =  o.oi  pass  to  the  left  edge  where  we  find 

M'  =  50,000  ft-lbs. 
To  find  the  safe  uniform  load  we  have 

and 

PF  =  20,000  lbs., 
or 

zr=  1,000  lbs.  per  lineal  foot. 

The  area  of  steel  reinforcement.  A,  is  given  by  the  intersection  of 
the  line  p=o.oi  and  "  Beam  "  line  and  is  a  little  less  than  3  sq.  in. 

The  entire  depth  of  beam  would  be  26",  and  the  safe  load  per  lineal 
foot  exclusive  of  weight  of  beam  would  be  w'  =  w  —  325  =  675  lbs. 

If  />  were  taken  equal  to  0.02  we  would  have  c  =  750  lbs. ;  ^  =  0.535 ; 
M'  =  95,000  ft.-lbs. ;  w=  1,900  lbs. ;  and  w'=  1,575  ^^s.  Which  gives 
a  much  greater  safe  load  but  a  much  larger  stress  in  the  concrete  than 
is  usually  allowed. 

For  a  fiber  stress  in  the  steel  /=  15,000  lbs.  per  sq.  in.  in  the  prob- 
lem above,  add  50  per  cent  to  the  stress  in  the  concrete  on  the  right  and 
50  per  cent  to  the  allowable  bending  moment  on  the  left. 

Problem  2. — Required  the  depth  of  a  reinforced  concrete  beam  12 
inches  wide  that  will  carry  a  bending  moment  of  80,000  ft.-lbs., 
/=  10,000  lbs.  per  sq.  in. ;  p  =  o.02  (2  per  cent),  using  1-2-4  concrete. 

Solution. — For  1-2-4  concrete  £c  =  3,000,000  and  n=io.  Now 
enter  the  table  on  the  right  with  p  =  o.02  and  pass  up  a  vertical  line 
to  curved  line  «=  10;  then  on  the  right  ^  =  870  lbs.;  and  on  the  left 
^  =  0.462.  Following  across  the  second  diagram  to  the  left  as  in 
Problem  i,  we  see  that  a  beam  22  inches  deep  will  carry  82,000  ft.-lbs., 
which  is  sufficient. 

This  beam  is  designed  for  a  factor  of  safety  of  about  4  for  the  con- 
crete and  about  6  for  the  steel.  The  reinforcement  should  be  />  =  o.oi, 
for  which  a  30"  beam  is  required.     In  this  beam  ^  =  555  lbs. 

Ratio  of  Reinforcement  and  Working  Stresses. — From  the  dia- 
gram in  Fig.  245  it  will  be  seen  that  to  obtain  the  same  factor  of  safety 
in  both  concrete  and  steel  the  reinforcement  should  be  as  follows:  For 
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1-2-4  concrete,  p  =  o.oi  (i  per  cent) ;  for  1-3-6  concrete,  ^=0^ 
(0.9  per  cent) ;  for  1-4-8  concrete,  p  =  0,007  (0-7  P^r  cent).  Exces- 
sive reinforcement  results  either  in  a  waste  of  steel  or  in  excessively 
high  compressive  stresses  in  the  concrete. 

Bond  or  Resistance  to  Slipping  of  Reinforcing  Bars. — Where 
there  is  no  web  reinforcement  the  shear  is  taken  by  the  concrete  and 
the  shear  increments  are  transferred  to  the  bars  by  the  adhesion  of  the 
concrete  to  the  bars.  The  solution  is  the  same  as  that  for  finding  the 
pitch  of  rivets  in  the  flanges  of  a  plate  girder. 

Now  in  (b)  Fig.  244  take  two  right  sections  at  a  distance  dx  apart. 
Equilibrium  of  these  two  sections  is  maintained  by  the  resisting  moment 
of  the  bond  which  is  equal  and  opposite  to  the  moment  of  the  vertical 
shear,  a  couple  with  an  arm  dx. 

Taking  moments  about  center  of  gravity  of  compressive  forces  we 
have 

V'dx=tn'0'U'dX'd'  (144) 

where  m  =  number  of  bars,  o  =  surface  of  bar  for  one  inch  in  length, 
M  =  bond  developed  per  square  inch  of  surface  of  bar,  and  V  is  the 
vertical  shear  in  the  beam. 
Solving  for  u,  we  have 

u  =  J\'(m'0'd')  (I4S) 

Equation  (145)  applies  to  the  case  of  horizontal  bars.  For  inclined 
bars  d'  will  be  a  variable  and  u  will  be  the  horizontal  component  of  the 
bond  resistance. 

Vertical  and  Horizontal  Shearing  Stresses. — At  any  point  in  a 
beam  the  vertical  unit  shearing  stress  is  e(|ual  to  the  horizontal  unit 
shearing  stress.  The  horizontal  shearing  stress  transmits  the  incre- 
ments of  tension  to  the  reinforcing  bars  by  bond  stresses,  as  explained 
in  the  j^rcccding  discussion. 

The  amount  of  this  horizontal  stress  transmitted  to  the  reinforcing 
bars  is  by  equation  (145) 

;//  .0'U  =  J  \'d' 

Now  if  the  horizontal  shear  just  above  the  plane  of  the  bars  is  ^'' 
the  t(>tal  h<.)riz(^ntal  shearing  stress  will  be  v-b,  and 

■-V/b'd'  (146) 


V 


As  no  tension  is  assumed  to  exist  in  the  concrete,  the  horizontal  sheaf 
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will  be  constant  up  to  the  neutral  axis,  above  which  point  it  decreases 
to  zero  at  the  top  of  the  beam.  It  will  be  seen  that  lean  or  poor  con- 
crete lacking  in  shearing  strength  should  not  be  placed  below  the  neutral 
axis  of  beams  with  the  idea  that  it  may  be  satisfactory  for  the  reason 
that  the  concrete  is  assumed  to  take  no  tension. 

Diagonal  Tension  in  Concrete. — In  Mechanics  of  Materials  (Mer- 
nman's  Mechanics  of  Materials,  p.  265,  1905  edition)  it  is  shown  that 
shear  and  tensile  stresses  combine  to  cause  diagonal  tensile  stresses 


t  =  is+y/is'  +  v'  (147) 

where  t  is  the  diagonal  tensile  unit  stress,  s  is  the  horizontal  tensile 
unit  stress,  and  v  is  the  horizontal  or  vertical  shearing  unit  stress. 
The  direction  that  stress  t  makes  with  the  horizontal  is. one-half  the 
angle  whose  cotangent  is  is /v.  If  there  is  no  tension  in  the  concrete 
this  reduces  to 

t  =  v  (148) 

and  t  makes  an  angle  of  45®  with  the  horizontal. 

Stresses  due  to  diagonal  tension  may  be  carried  ( i )  by  bending  the 
reinforcing  bars,  or  strips  sheared  from  them,  into  a  diagonal  position, 
or  (2)  by  means  of  stirrups  to  take  the  vertical  component  of  the 
diagonal  tension. 

Depth  of  Concrete  Below  Bars. — For  adequate  fire  protection  a 
thickness  of  2  inches  is  necessary.  Where  fire  protection  is  not  required 
Edwin  Thacher,  M.  Am.  Soc.  C.  E.,  uses  a  thickness  of  i"  for  beams 
4  inches  deep,  2"  for  beams  20  inches  and  over,  and  proportional  thick- 
ness for  the  depths  between  4  and  20  inches. 

Spacing  of  Bars. — An  arbitrary  rule  is  to  space  bars  no  nearer 
together  in  the  clear  than  two  diameters,  and  in  no  case  less  than  I^ 
inches  apart,  nor  nearer  than  i^  inches  to  either  side  of  the  beam. 

Length  of  Bar  to  Imbed  in  Concrete. — Experiments  show  that 
plain  bars  should  be  imbedded  for  a  length  of  not  less  than  50  diam- 
eters, and  deformed  bars  for  not  less  than  30  diameters.  Where  bars 
can  not  be  imbedded  for  this  length  they  should  be  bent  or  anchored. 

Shrinkage  and  Temperature  Stresses. — The  coefficient  of  expan- 
sion of  concrete  is  practically  the  same  as  for  steel,  and  is  about 
±  0.0000065.  The  shrinkage  in  hardening  causes  considerable  stress, 
but  this  stress  is  not  unduly  high  unless  the  ratio  of  the  steel  is  high. 
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If  the  Structure  is  not  free  to  expand  or  contract  cracks  will  form  at 
intervals.  If  plain  concrete  expands  and  contracts  the  same  as  rein- 
forced concrete,  as  is  usually  assumed,  it  will  not  be  possible  to  prevent 
cracks.  The  reinforcement,  however,  will  cause  the  cracks  to  take 
place  so  close  together  that  they  will  not  be  large,  and  may  be  invisible. 
The  cracks  will  not  become  large  until  after  the  steel  has  passed 
its  elastic  limit.  The  temperature  stress  in  the  steel  must  be  consid- 
ered. The  percentage  of  reinforcement,  />,  required  to  prevent  large 
cracks  in  concrete  will  be 

tensile  strength  of  concrete 
?  = 


elastic  limit  of  steel  minus  temperature  stress  in  steel 

For  a  change  of  50°  the  temperature  stress  in  the  steel  =  50 
X  .0000065  X  30,000.000  =  9.750  lbs.  per  sq.  in.  For  a  tensile  stress 
of  200  lbs.  per  sq.  in.  in  the  concrete,  and  an  elastic  limit  of  40,000  lbs. 
per  sq.  in.  in  the  steel 

p  =  200/30,250  =  .0066 

For  an  elastic  limit  of  60,000  lbs.  per  sq.  in.  in  the  steel 

p  =  200/50,250  =  .004 

It  will  be  seen  that  f<^r  reinforcement  against  temperature  stresses  a 
high  steel  with  mechanical  bond  is  desirable. 

Stresses  in  T-beams. — The  following  additional  notation  will  be 
used  : 

^  =  width  of  flange. 
b'  =  width  of  wcl). 
(/  =  depth  from  toj)  of  flange  to  center  of  steel  reinforcement. 

/  =  thickness  or  depth  (^f  flange. 

There  are  two  cases  to  consider:  (i )  where  the  neutral  axis  is  ^^ 
the  flange,  and  ^2)  where  the  neutral  axis  is  in  the  web. 

(i)  Xcntral  Axis  in  the  Flange. — Formulas  (136)  to  (143),  inclu- 
sive, apply  to  this  case,  h  in  tlie  formulas  representing  flange  width,  an<J 
p  =  A'h-d.  T-beams  for  case  (\^  may  he  designed  by  diagram,  Fig- 
245,  the  h  and  d  used  being  the  same  as  for  rectangular  beams. 

The  arm  of  the  couple,  consisting  of  the  compressive  and  tensile 
stresses,  will  always  be  greater  than  d'  =  d — It,  and  the  following 
approximate  fc^rmula  for  tension  in  the  steel  is  on  the  safe  side 
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M'  =  .4./(d-J0 


(149) 


where  M '  =  total  bending  moment  in  the  beam. 

(2)  Neutral  Axis  in  the  Web, — The  amount  of  the  compression  in 
the  web  is  small  as  compared  with  that  in  the  flange  and  will  be 
neglected.  The  arm  of  the  couple,  consisting  of  the  compressive  and 
tensile  stresses,  will  never  be  as  small  as  d'  =  d  —  y,  while  the  average 
compressive  stress  will  never  be  as  small  as  ic,  except  when  the  neutral 
axis  is  at  the  top  of  the  web.  The  approximate  formulas  for  case 
(2)  are 

M'==  A.  fid- it)  (150) 


M'  =  ic-b-t(d  —  it) 


(151) 


Shear. — The  shear  in  a  T-beam  will  be  practically  the  same  as  in  a 
rectangular  beam  having  a  width  b\  equal  to  the  thickness  of  the  web. 


-?.>' 


Fig.  246. 


A^'f' 


Stresses  in  Beams  with  Double  Reinforcement. — The  following 
additional  notation  will  be  used : 

^'  =  area  of  the  cross-section  of  the  metal  in  the  compressive  rein- 
forcement. 
/>'  =  /^'/&.J  =  ratio  of  steel  in  compression  to  the  area  of  concrete 

above  the  tensile  reinforcement. 
/'  =  compressive  stress  in  steel  reinforcement. 

y  =  distance  from  the  top  of  the  beam  to  the  resultant  of  the  com- 
pressive forces  in  the  beam. 
d"  =  distance  from  the  top  of  the  beam  to  the  center  of  the  steel  in 
compression. 
Now  from  (138) 

f  =  n'C'{i  —  k^/k  (138) 

and  also 

f  =  n^c^(k  —  d'yd)/k  (152) 

Now  the  compressive  stresses  are  equal  to  the  tensile  stresses  and 
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f-A  =  ic-k-b-d  +  f-A' 


(153) 


Now  inserting  values  of  /  and  /'  from  (138)  and  (152)  the  location 
of  the  neutral  axis  may  be  obtained  from  the  formula 


Now 


k^  +  2n(p  +  p')k  =  2n{p  +  p''d"/d) 


d'  =  d  —  z 


(154) 


For  approximate  calculations  we  may  take  d*=^oJ&^d,  4  =045,  and 


M'=  (0.19+  io.sP')C'b'd^ 


(iSS) 
(156) 


Flexure  and  Direct  Stress. — When  the  normal  resultant  of  the 
forces  acting  on  the  section  of  a  beam  does  not  act  through  the  neutral 
axis  of  the  section  there  will  be  both  flexural  and  direct  stresses. 


_1 


Fig.  248. 


In  concrete  beams  the  direct  stress  is  always  compression,  and  there 
arc  therefore  two  cases :  (i )  all  compressive  stresses,  and  (2)  part  com- 
pressive and  part  tensile  stresses. 

(i)  Stresses  all  Compressive. — The  maximum  compression  on  the 
concrete  will  be 
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N  Mkd 

'~  bh  +  An  +  A'n'^  I  +n^,  ^'57) 

and  the  maximum  compression  in  the  steel  on  the  side  in  which  the  con- 
crete is  stressed  highest  is 

and  the  maximum  tension  in  the  steel  on  the  other  side  is 


% 


n-N  nMjd-kd) 

^~dh  +  An  +  A'n  L  +  n-I  ^^^^' 

where 

N  =  the  direct  normal  stress. 
A'  =  the  area  of  the  steel  on  the  side  of  the  beam  having  maximtun 

compression. 
^  =  the  area  of  the  steel  on  the  other  side. 
h  =  entire  depth  of  beam. 

/c=  moment  of  inertia  of  the  concrete  about  the  neutral  axis  of  the  * 
transformed   beam;   if  the   reinforcement   is   symmetrical 
about  the  center  of  the  beam  then  I  =  ^b'd^, 
/^  =  moment  of  inertia  of  the  steel  about  the  neutral  axis  of  the 
transformed  section   (in  the  transformed  section  the  steel 
is  reduced  to  concrete  by  multiplying  the  area  of  the  steel 
by  n). 
d'  =  distance  from  maximum  compression  side  to  the  center  of  area 

of  steel  A\ 
(2)  Both  Tensile  and  Compressive  Stresses, — (a) If  the  tension  in 
the  concrete  is  so  small  as  to  be  permissible  the  unit  stresses  may  be 
calculated  as  in   Case   (i).     The  maximum  tension   in  the  concrete 
will  be 

^  ^  b-h  +  A^n  +  A'^n        /  +  ^-/  ^       ^ 

(&)  If  the  tension  in  the  concrete  is  too  large  to  be  carried  it  will 
be  on  the  safe  side  to  design  the  beam  so  that  the  compression  in  the 
concrete  due  to  the  force  A^,  and  the  bending  moment  as  given  by  equa- 
tion (156)  is  within  safe  limits,  and  that  the  combined  stress  in  the 
steel  is  within  safe  limits,  and  approximately 
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(0.19+  io,sp')d'£l^^  d'A  +  n{A  +  A') 

STRESSSES    IN    COLUMNS.— Concrete   columns   are  seldom 
made  with  a  length  of  more  than  12  to  15  times  the  least  width,  while 
experiments   show  that  there  is  little  difference  in  the   strength  of 
columns  up  to  ratios  of  20  to  25.     Columns  are  reinforced  by  means 
of   longitudinal   rods   extending  the    full   length   of   the   column;  by 
means  of  bands  either  in  the  form  of  hoops  or  a  continuous  spiral; 
or  with  both  longitudinal  and  hooped  reinforcement. 
The  following  notation  will  be  used : 
A  =  total  cross-section  of  a  plain  concrete  column. 
^c  =  cross-section  of  the  concrete  in  a  reinforced  concrete  column. 
^«=:  cross-section  of  the  steel. 
c  =  stress  in  the  concrete. 
y^=  stress  in  the  steel. 
p  =  A,/A, 
n  =  Eg/Ec. 

P  =  total  strength  of  a  plain  concrete  column  for  stress  c. 
P'  =  total  strength  of  reinforced  concrete  column  for  stress  c. 
Then 

P  =  C'A 
and 

r=^c-Ac  +  f'As  (163) 

=  c(A  —  p-A)  +C'n'p'A  (164) 

=^C'A[i  -f  (;/_i)/>]  (165) 

The  ratio  of  the  strength  of  the  reinforced  to  the  plain  concrete 
column  is 

P\/P=i-^  (n  —  i)p  (166) 

Xow  if  n  =  20  and  p=i  per  cent,  then  PyP=  1.19,  or  an  increase 
of  K)  i)cr  cent.  The  ultimate  strength  of  1-2-4  Portland  cement  con- 
crete in  columns  may  be  taken  at  1,600  lbs.  per  sq.  in. 

Columns  with  Hooped  Reinforcement. — Experiments  show  that 
hoo])ed  reinforcement  adds  considerably  to  the  ultimate  strength  of 
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reinforced  columns  but  that  very  little  stress  can  be  developed  in  the 
steel  for  ordinary  conditions.  Hooped  reinforcement  is,  however,  quite 
effective  in  preventing  sudden  failure  of  columns.  Considere  gives  the 
following  formula  for  the  strength  of  hooped  columns 

r  =  C'A+2Ap'f'A  (167) 

in  which  the  hooped  reinforcement  is  counted  as  worth  2.4  times  as 
much  as  longitudinal  reinforcement. 

In  calculating  the  strength  of  reinforced  concrete  columns  the  con- 
crete outside  the  reinforcement  is  neglected  in  calculating  the  strength 
of  the  column,  this  concrete  being  for  protection  only. 

From  an  extensive  series  of  experiments  Professor  A.  N.  Talbot 
found  that  the  ultimate  strengths  of  hooped  columns  were  given  by  the 
following  formulas: 

for  mild  steel,  P'=  1,600  +  65,000/^ 
for  high  steel,  P'=  1,600  +  ioo,ooo/> 

where  P'  =  strength  per  square  inch,  and  />==  percentage  of  steel  in 
terms  of  the  concrete  within  the  hoops.  The  strength  of  the  plain  con- 
crete is  taken  at  1,600  lbs.  per  sq.  in. 

Plain  or  Deformed  Bars. — For  ordinary  conditions  little  is  to  be 
gained  by  using  deformed  bars  in  the  place  of  plain  bars.  However, 
where  very  high  steel  is  used,  or  where  the  dynamic  effect  of  the  live 
load  requires  consideration,  it  gives  an  added  degree  of  safety  to  use 
deformed  bars.  Where  a  spandrel  filling  or  ballast  is  used  on  top  of 
the  arch  ring,  the  dynamic  effect  of  the  live  load  on  highway  and  elec- 
tric railway  bridges  is  a  very  small  percentage  of  the  live  load,  and  may 
ordinarily  be  neglected  altogether.  With  ordinary  unit  stresses  in  con- 
crete and  steel  little  is  to  be  gained  by  the  use  of  steel  with  a  high 
elastic  limit. 

Methods  of  Reinforcement. — Many  of  the  arches  which  have  so 
far  been  constructed  have  been  built  according  to  some  patented  system. 
In  the  Monier  system  the  reinforcement  consists  of  wire  netting,  one 
layer  being  placed  near  the  extrados  and  the  other  near  the  intrados 
of  the  arch.  The  wires  following  the  arch  ring  are  larger  than  the 
transverse  wires,  the  latter  being  intended  to  take  the  temperature  and 
setting  stresses. 

In  the  Melan  system  the  ste*^!  is  in  the  form  of  ribs  of  rolled 
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I-sections,  or  built  up  lattice  girders,  spaced  2  to  3  feet  apart  Mr. 
Edwin  Thacher,  M.  Am.  Soc.  C.  E.,  has  constructed  most  of  the  arches 
built  under  this  system  in  this  country. 

The  Kahn  system  is  shown  in  Fig.  254,  and  the  Luten  system  is 
.shown  in  Figs.  255  to  257. 

Many  arches  are  now  being  built  in  which  bars  of  any  satisfactory 
form  are  employed  in  a  manner  to  meet  the  requirements  of  the  prob- 
lem. The  principal  value  of  reinforcement  in  a  concrete  arch  is  in 
preventing  cracks  due  to  settlement  and  in  making  it  possible  to  use 
higher  working  stresses  in  the  concrete  than  would  be  permissible  with 
plain  concrete.  On  account  of  the  difficulty  in  exactly  locating  the 
line  of  resistance,  it  is  considered  the  best  practice  to  reinforce  both 
the  intradorsal  and  extradorsal  sides  of  the  arch  ring. 

REINFORCED  CONCRETE  BEAM  BRIDGES.— For  short 
spans  up  to  15  to  20  feet  beam  bridges  are  commonly  made  of  a 
single  slab  of  uniform  thickness  spanning  the  opening.  For  longer 
spans  the  floor  system  is  made  of  deeper  horizontal  girders  support- 
ing a  relatively  thin  floor  slab.  Ream  bridges  for  single  spans  are 
designed  as  simple  beams  and  should  be  investigated  for  shearing 
stresses.  The  rods  should  be  securely  fastened  to  the  end  walls.  The 
end  walls  should  be  designed  as  retaining  walls  to  take  the  thrust  of 
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ImcI.    240.      Fll TKEN-FT.    SpAN    REINFORCEn    CONCRKTE    BkAM    HiGHWAY    BRIDCE. 

the  earth  fill,  for  which  see  the  author's  book  *' The  Design  of  Walls, 
I>ins  and  drain  Elevators."  The  required  live  loads  for  highway  and 
electric  railway  bridges  are  given  in  Appendix  I. 
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Examples  of  Reinforced  Concrete  Beam  Bridges. — A  concrete 
bridge  with  15-ft.  span,  designed  by  the  Illinois  State  Highway  Com- 
mission, A,  N.  Johnson,  highway  engineer,  is  shown  in  Fig.  249.  The 
concrete  was  composed  of  one  part  Portland  cement,  2^  parts  sand, 
and  5  parts  broken  stone ;  the  rock  to  be  broken  so  that  all  would  be 
retained  on  a  J  in.  screen  and  all  pass  a  ij  in.  screen.  Bars  with 
mechanical  bond  were  used  in  this  bridge. 
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Fia  250.    Thirty-ft.  Span  Reinforced  Concrete  Beau  Highway  Bbidce. 


A  concrete  bridge  with  a  span  of  30  ft.,  as  designed  by  the  Illinois 
Highway  Commission,  is  shown  in  Fig.  250.  A  bridge  similar  to  this, 
built  for  Tazewell  County,  Illinois,  with  i6-fl.  clear  roadway  and  10  ft. 
from  floor  to  bed  of  stream,  contained  90  cu,  yds.  of  concrete  and  8,600 
lbs.  of  steel  reinforcement.  The  contract  price  for  this  bridge  was 
$1,125.00. 

A  Steel  Concrete  Viaduct. — The  steel  foot  viaduct  in  Fig.  251  and 
Fig.  252  was  erected  at  Cedar  Rapids,  Iowa.  The  structure  is  341 
ft.  long  and  has  the  steel  trusses  connected  by  floorbeams  and  the  lower 
lateral  system  encased  in  concrete,  and  a  reinforced  concrete  floor. 
There  is  no  provision  made  for  the  expansion  and  contraction  of  the 
structure.  The  bridge  is  designed  for  a  live  load  of  40  lbs.  per  sq.  ft. 
The  chords  of  the  trusses  are  composed  of  two  angles  6"  X  3i"i  the 
webs  are  single  angles  3"  X  2i",  while  the  posts  resting  on  the  piers 
are  two  angles  4"  X  3"-     The  trusses  are  encased  in  a  sheathing  of 
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J"  matched  planks,  6  ins.  wide.  This  sheathing  is  covered  with  vriit 
netting  made  of  K'o.  i8  wire,  2j"  mesh,  kept  about  f  in.  away  frocn 
the  sheathing  by  lathing.  The  plaster  coat  is  i  in.  thick  and  is  made 
of  one  part  Portland  cement  and  twrj  parts  sand,  and  is  then  given  two 
finishing  coats  of  grout.  The  reinforced  concrete  floor  is  12  in.  thidt, 
reinforced  by  wire  netting  and  by  the  lower  lateral  system.  The  con- 
crete in  the  floor  is  composed  of  1-2I-5  Portland  cement  concrete, 
with  a  wearing  coat  of  1-2  Portland  cement,  I  in.  thick.  This  bridge 
was  designed  by  Mr.  J.  W.  Schaub,  M.  Am.  Soc.  C.  E.,  and  cost 
complete  about  $7,500.00. 


FlC.  : 


Stef.i,  Concrete  Foot  Viaduct,  Csoss- Section. 


REINFORCED  CONCRETE  ARCH  BRIDGES.— The  dimen- 
sions of  a  masonry  arch  are  first  assumed,  and  the  arch  ring  is  thfl" 
investigated  for  the  given  loads.  Many  empirical  rules  have  been 
givt-n  for  calculating  the  thickness  of  the  crown  of  an  arch.  The 
following  formula  given  by  Mr.  Kmile  I,ow,  M.  Am.  Soc.  C.  E.,  in 
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Eng.  News,  Nov.  23,  1905,  gives  quite  satisfactory  trial  values  for  the 
thickness  of  reinforced  concrete  highway  bridges. 


d  =  i\/io{S  —  R)+2H 

where  5*  =  span  in  it;  R  =  radius  of  arch  in  ft. ;  H  =  surcharge  above 
crown  of  arch  in  ft. ;  d  =  crown  thickness  in  ft. 

In  calculating  the  stresses  in  the  arch  ring  due  to  live  loads,  it 
is  necessary  that  we  know  the  position  of  the  live  load  that  will  produce 
the  maximum  stresses.  For  a  uniform  live  load  the  maximum  stresses 
ordinarily  occur  with,  from  f  to  f  of  the  span  covered  with  live  load 
It  is  usual  to  assume  that  the  maximum  stresses  occur  with  half  of 
the  span  covered  with  the  live  load. 

Reinforced  Concrete  Arch  Bridge. — The  reinforced  concrete  high- 
way bridge  at  Grand  Rapids,  Mich.,  shown  in  Fig.  253  has  5  arch 
spans,  one  87  ft.,  two  83  ft.  and  one  79  ft.,  and  a  width  of  64 
ft.  out  to  out.  Details  of  the  79- ft.  arch,  the  thickness  of  arch 
ring  for  one  of  the  83-ft.  spans,  and  the  arrangement  of  the  false- 
work are  shown  in  Fig.  253.  The  concrete  was  assumed  to  weigh  150 
lbs.  per  cu.  ft.,  the  earth  filling  120  lbs.  per  cu.  ft.,  and  the  pavement 
150  l])s.  per  cu.  ft.  The  center  20  feet  of  the  bridge  was  designed  for 
a  live  load  of  250  lbs.  per  s(].  ft.,  the  remainder  of  the  roadway  for  a 
live  load  of  150  lbs.  per  scj.  ft.,  and  the  sidewalks  for  a  live  load  of  100 
lbs.  per  s(j.  ft.  The  concrete  in  the  arch  ring  was  1-2-4  Portland 
cement  concrete,  the  piers,  s])andrels  and  retaining  walls  were  made  of 
1-3A-7  Portland  cement  concrete,  while  the  lowest  part  of  the  abut- 
ments was  made  of  1-2-4  natural  cement  concrete. 

Allowable  Stresses. — The  following  data  were  used  in  the  design 
of  the  bridge:  Modulus  of  elasticity  of  concrete,  1,500,000  lbs.  per  sq. 
in.;  mochdus  of  elasticity  of  steel,  30,000,000  lbs.  per  sq.  in. 

Maximnin  Compression  on  Concrete. — Exclusive  of  temperature 
stresses,  allowable  compression  was  300  lbs.  per  sq.  in.  on  1-2-4  Port- 
land cement  concrete.  Inchuling  stresses  due  to  40°  variation  in  tem- 
perature, the  allowable  compression  was  600  lbs.  per  sq.  in.  on  1-2-4 
Pc^rtland  cement  concrete.  The  different  parts  of  the  bridge  were 
designed  to  have  a  factor  of  safety  of  4  in  one  month. 

Maximum  Tension  on  Concrete. — In  arches,  exclusive  of  tempera- 
ture stresses,  allowable  tension  was  50  lbs.  per  sq.  in.  for  1-2-4  Port- 
land cement  concrete.  In  arches,  including  stresses  due  to  variation 
of  40°  in  temperature,  allowable  tension  was  75  lbs.  per  sq.  in.  on 
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1—2^4  Portland  cement  concrete.  In  slabs,  girders,  beams,  Hoors,  walls 
and  posts,  allowable  tension  was  zero  lbs.  per  sq.  in. 

Maximum  Shear  Allowed  an  Concrete.— The  maximum  shear  on 
1-2-4  Portland  cement  concrete,  75  lbs.  per  sq.  in. 

Mojrimum  Stress  in  Steel.  In  Arches. — The  steel  ribs  under  a 
stress  not  exceeding  18,000  lbs.  per  sq.  in.  must  be  capable  of  taking  the 
entire  bending  moment  of  the  arch  without  aid  from  the  concrete,  and 
have  flange  areas  of  not  less  than  one  one-hundred  and  fiftieth  part 
of  the  total  area  of  the  arch  at  the  crown.  The  actual  stress  in  the 
steel  when  imbedded  in  and  acting  in  combination  with  the  concrete, 
shall  not  exceed  20  times  the  allowed  stress  on  the  concrete. 

In  slabs,  girders.  l>eam.s,  floors  and  walls,  subject  to  transverse 
stress,  the  steel  was  assumed  to  lake  the  entire  tensile  stress  without 
aid  from  the  concrete  and  was  to  have  an  area  sufficient  to  be  equal  to 
the  compressive  strength  of  1-3-6  Portland  cement  concrete  at  the  age 
of  six  months. 

In  walls  and  posts  subjected  to  compression  only,  no  allowance  was 
made  for  the  strength  of  imbedded  steel,  which  was  used  only  as  a 
precaution  against  cracks  due  to  shrinkage  or  changes  in  temperature. 

Reinforcement. — Each  arch  ring  was  reinforced  by  ij  in.  Thachcr 
rods  in  pairs,  consisting  of  an  intradorsal  and  an  extradorsal  rod  each. 
The  rods  are  placed  3  in,  from  the  surface  of  the  concrete,  and  the 
pairs  are  spaced  14  in.  centers.  At  the  abutment  and  pier  ends  the 
reinforcing  rods  are  fitted  with  3  in.  washers  and  nuts  as  shown,  while 
the  rods  are  made  continuous  through  each  arch  by  means  of  turn- 
buckles.  The  upper  and  lower  rods  of  each  pair  are  connected  by 
means  of  |  in.  rorb  with  hooked  ends,  spaced  4  ft.  centers. 

The  concrete  was  mixed  wet  and  was  worked  under  the  bars  with 
rammers.  The  arch  ring  was  built  in  transverse  sections,  and  each 
section  was  completed  in  a  continuons  operation  in  one  day.  The 
crown  section  was  built  first,  then  the  two  skewbacks,  and  then  the 
intermediate  section. 

The  bridge  was  designed  and  built  by  the  Concrete- St  eel  Company, 
New  York.  N.  Y. 

Parabolic  Reinforced  Concrete  Arch  Bridgc^The  reinforced 
mcrete  arch  bridge  across  Charley  Creek,  near  Wabash,  Indiana,  is 

3  ft.  long,  has  a  width  of  32  ft,  over  all  and  has  two  75-ft.  parabolic 
'arch  spans  with  i8-ft.  rise.  Fig.  254.  The  arch  ring  is  18  in.  thick  at 
the  crown  and  3  ft.  4  in.  thick  at  the  hannclies.     It  is  reinforced  with 
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^M     Luten  Arch. — Tlie  reinforced  cimcrete  highway  arcli  over  Gifty 

^fe«ck,  near  Green shorotigli,  Indiana,  shown  in  Tig.  255  wag  designed 

P^nd  bnilt  by  the  National  Bridge  Cnnipany  on  the  Lnten  system.     In 

tliis  system  plain  rods  are  placed  near  the  intrados  at  the  crown  and 
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near  the  extrados  at  the  haunches,  the  rods  being  bent  up  as  shown. 
The  abutments  are  tied  together  by  horizontal  rods  imbedded  in  a  con- 
crete pavement.  Transverse  rods  are  placed  in  the  arch  ring  to  take 
the  temperature  stresses.  The  arch  shown  in  Fig.  255  has  a  span  of 
80  ft.,  a  roadway  of  16  ft.,  contains  265  cu.  yds.  of  concrete,  4,500 
lbs.  of  reinforcement  steel  in  the  abutment  ties  and  4,800  lbs.  of  steel 
HI  the  arch  and  spandrels.  The  reinforcement  was  smooth  steel  rods 
and  cost  2  cts.  per  lb.  in  place.  The  total  contract  price  of  the  bridge 
was  $2,695. 

The  70- ft.  span  reinforced  concrete  arch  highway  bridge  at  Boulder, 
Colorado,  shown  in  Figs.  256  and  257  was  designed  and  built  by  the 
National  Bridge  Company  on  the  Luten  system.  It  has  a  roadway  of 
24  ft.  in  the  clear  and  a  rise  of  loj  ft.  The  contract  price  of  this 
bridge  was  $5,025.  For  a  description  of  the  construction  of  this  bridge, 
see  article  by  Professor  H.  C.  Ford,  in  University  of  Colorado  Journal 
of  Engineering,  No.  3. 
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Fig.  257.    Elkvation  of  Sf.venteenth  Street  Bridge,  Boulder,  Colorado. 


The  Pike  Street  bridge,  shown  in  Fig.  258,  was  designed  and  erected 
on  the  lAilcn  system  ])y  the  National  Bridge  Company.  The  span  ^s 
30  ft. ;  rise,  6  ft. :  height  from  pavement  to  crown  of  road,  7  ft.  6  in-> 
roadway,  60  ft.;  thickness  at  the  crown,  12  in.;  pavement  rods,  J  ^^" 
spaced  3  ft.  ^part  in  6  in.  of  concrete ;  arch  rods,  J  in.,  spaced  3  tt* 
apart.     Contract  price  was  82,280.00;  cost  to  the  contractor,  $2,073.00- 


^^f                DESIGN    Of   CULVERTS. 

al  cost  of  the  Boulder,  Colo.,  bridge  was  as 
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E  Street  Reinforced  Concrete  Bbidi;e.  Pontiac.  Mich.    Span 
FT.:  Else,  6  ft. 

and  information  the  author  is  under  obligations  to  t> 
uten.  Consulting  Engineer,  President  National  Bridge  1 

ESIGN  OF  CULVERTS.— The  required  size  of  a  culv 
icular  opening  is  difficult  to  determine  by  calcnlation,     1 
terway  will  depend  upon  the  size  of  the  drainage  area. 
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slope  of  the  surface  of  the  area,  the  character  of  the  soil,  and  upon  the 
design  of  the  culvert.  A  larger  opening  will  be  required  for  a  culvert 
in  a  low  embankment  than  in  a  high,  well-compacted  embankment 

Many  formulas  have  been  proposed  for  determining  the  waterway 
of  culverts.  The  best  formula  known  to  the  author  is  that  proposed  by 
Professor  A.  N.  Talbot.     It  is 

where  y4  =  area  of  the  required  opening  in  sq.  ft.; 
il/  =  area  of  drainage  basin  in  acres; 
c  =  a  coefficient  varying  with  the  slope  of  the  ground,  slope  of 
the  drainage  area,  character  of  tlie  soil  and  character  of 
vegetation. 

TABLE  LVIII. 
Approximate  Area  and  Size  of  Waterway  (Santa  Fe  RAn.WAY). 
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250 
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350 

24  0  X   8  6  Arch 

0.06 

10.5 

3  6  %   3  0  Box 

4.0 
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Professor  Talbot  gives  the  following  values  of  c:  c  =  f  to  I  fo^ 
steep  and  rocky  ground;  c  =  J  for  rolling  agricultural  country,  subject 
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to  floods  at  times  of  melting  snow,  and  with  the  length  of  valley  3  to  4 
times  its  width;  c  =  i  to  i  for  districts  not  affected  by  accumulated 
snow  and  where  the  length  of  the  valley  is  several  times  its  width. 

Quite  a  number  of  railroad  companies  have  prepared  tables  for  the 
use  of  their  engineers  in  designing  the  waterway  of  culverts  and 
bridges.  The  standards  for  waterways  of  culverts  on  the  Santa  Fe 
system  are  given  in  Table  LVIII. 


It  should  be  remembered  that  formulas  and  data  such  as  given  in 
Table  LVIII  are  to  be  used  only  as  aid  to  the  judgment  where  definite 
information  on  the  amount  of  water  passing  the  point  cannot  be 
obtained.  Before  determining  on  the  size  of  a  given  culvert  a  careful 
investigation  should  be  made  at  the  site  to  determine  high  water  marks 
and  other  data  to  be  used  in  this  connection. 

STRESSES  IN  CULVERTS.— The  loads  coming  on  the  struc- 
ture cannot  be  accurately  calculated  and  an  exact  analysis  is  therefore 
impossible.  Arch  culverts  are  designed  in  the  same  manner  as  arch 
bridges.  The  design  of  pipe  and  box  culverts  will  be  considered  briefly, 
the  details  of  the  analysis  being  omitted.  The  following  analysis  is 
essentially  the  same  as  given  in  Chapter  X,  "  Principles  of  Reinforced 
Concrete  "  by  Turneaure  and  Maurer.  For  a  discussion  of  an  extensive 
series  of  tests  of  culvert  pipe  by  Professor  A.  N.  Talbot,  see  Uni- 
versity of  Illinois  Engineering  Experiment  Station  Bulletin,  No.  22, 

Pipe  Culverts. — There  will  be  two  cases:  (i)  a  uniform  load,  and 
(2)  a  concentrated  load. 

(i)  Uniform  Load. — It  is  assumed  that  the  pressure  acts  in  par- 
allel lines.  Fig.  259. 

Let  d  =  diameter  of  the  pipe  in  inches; 

p  =  the  load  on  the  pipe  in  lbs.  per  sq.  in. ; 
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il/  =  bending  moment  in  the  pipe  in  the  length  of  one  inch  in 
in.-lbs. 
Then 

M3  =  M,=-^/>.rf«  (169) 

If  the  lateral  pressure  be  q  per  unit  of  area,  then 

M,'  =  M,'=^-^q^d^  (i;o) 

M,'  =  M:=^-hq.d-  (171) 

\i  pz=q  the  bending  moments  are  zero.     The  relation  between  the 
vertical  and  lateral  pressure  is  given  by  the  equation 

q  =  p.{i  —  sin«^)/(i  +  sin«^) 

where  «^  is  the  angle  of  internal  friction  of  the  filling.     For  ^  =  30*, 
q  =  ^p.     For  this  case  the  bending  moments  will  be 

M^  =  M,  =  -iS,P'd'  —  y48p-d'  =  rhP'd^  (172) 

M,  =  M,  =  —  ^P'd'  +  %sP'd'  =  —  ^P'd^  (173) 

(2)  Concentrated  Loads. — In  this  case,  Fig.  260, 

M^  =  M^  =  o.i6P'd  (174) 

il/3  =  A/^=:_o.09P.d  (17s) 


Box  Culverts.     Ci)   Uniform  Loads. — Let 
7c;  =  width  of  culvert; 

h  =  height  of  culvert ; 

/j  =  niomcnt  of  inertia  of  top  or  bottom  slab; 
/o  =  moment  of  inertia  of  each  side  slab; 

p  =  vertical  load,  assumed  as  the  same  on  the  top  and  bottom,  (a) 

Fig.  261. 
Then 

M^  =  M,  =  ip-zi'^-  (w/(3/,)  +  h/L)/(w/I,  +  h/I,)         (176) 

M^  =  M^=:M,  —  lp-7i'^  (177) 

The  moments  at  a  and  b  are  equal  to  M,. 
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For  a  square  culvert  with  uniform  section 

For  equal  lateral  and  vertical  loads  on  a  square  culvert 
M^=M»  =  +  ^p-w^,  and  Ma=—^p-w' 
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Fig.  261. 


(178) 
(179) 


(i8o) 


(2)  Concentrated  Loads. — For  vertical  loads  applied  at  the  center 
of  the  top  and  bottom,  (b)  Fig.  261. 


M^  =  M^  =  M^  —  \P-xv 


(181) 
(182) 


To  provide  for  the  negative  moments  at  the  corners  proper  rein- 
forcement must  be  used. 

TYPES  OF  CULVERTS.— Culverts  are  made  of  timber,  vitrified 
clay  pipe,  cast  iron  pipe,  riveted  steel  pipe,  brick,  stone,  concrete  and 
reinforced  concrete. 


Fig.  262.    Timber  Box  Culvekt. 


Timber. — For  temporary  culverts  the  timber  box  culvert,  as  shown 
in  Fig.  262,  or  the  timber  culvert,  as  shown  in  Fig.  263,  may  be  used. 
The  bottom  of  the  culvert  in  Fig.  263  should  be  paved  to  prevent  scour. 
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Unless  care  is  used  to  carefully  tamp  the  filling,  the  water  will  flow 
along  the  sides  of  both  of  the  culverts  shown.  Timber  culverts  are 
very  unsatisfactory  and  in  the  long  run  are  very  expensive. 


Fig,  263.    TiMBES  Culvekt, 

Pipe  Culverts. — Vitrified  clay,  cast  iron,  steel  plate  and  concrete 
pipes  are  used  for  culverts.  Pipe  culverts  should  be  laid  on  a  firm 
foundation  to  a  careful  grade.  The  center  should  be  raised  so  that 
there  will  be  no  hollows  in  the  pipe.  Head  walls,  preferably  of  masonry 
or  concrete  should  extend  high  enough  to  carry  the  fill,  and  should  be 
carried  down  far  ouougii  to  prevent  the  water  from  following  along 
the  outside  of  the  pipe.     The  pipe  should  preferably  be  laid  in  concrete. 


-60--'^, 


--/•^h- 


Fic.  264.    End  W'a 


Filrificd  Clay  Pipe  Cuh-erts. — \'itrified  clay  pipe  is  made  in  single 
and  double  strength  or  culvert  pipe.  The  double  strength  pipe  should 
preferably  be  used  for  culverts.     The  pipe  should  be  laid  in  a  trench 
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rounded  off  to  fit  the  pipe  with  the  bells  up  stream.  The  joints  should 
be  calked  with  1-3  Portland  cement  mortar.  The  earth  should  be  well 
tamped  around  and  over  the  pipe,  and  in  no  case  should  the  wheels  of 
wagons  be  permitted  to  come  nearer  to  the  top  than  the  diameter  of  the 
pipe.  Both  ends  of  the  pipe  should  be  protected  by  masonry  or  con- 
crete head  walls  as  shown  in  Fig.  264. 

The  common  sizes,  weights  and  list  prices  of  vitrified  clay  pipe  are 
given  in  Table  LIX.  The  discounts  from  this  list  will  vary  with  the 
location  and  the  weight  of  the  pipe.  In  the  middle  west  the  discounts 
from  the  list,  delivered  in  car  load  lots,  are  approximately  75  per  cent 
for  single  strength  and  50  per  cent  for  culvert  pipe. 


TABLE  LIX. 
Size,  Weight  and  List  Price  of  Vitrified  Clay  Pipe. 
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Diameter, 
Ins. 
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Single  Strength. 
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1. 00 
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Double  Strength. 


height 

List  Price 

er  ft. 

per  ft. 

50 

fo.75 

70 

1. 00 

100 

1.50 

125 

1.75 

180 

2.50 

240 

3.25 

300 

4.00 

340 

5.00 

390 

6.00 

Cast  Iron  Pipe  Culverts, — Cast  iron  pipe  for  use  in  culverts  can  be 
obtained  in  12  ft.  lengths,  in  3  ft.  lengths,  or  in  sectional  form,  the 
sections  being  bolted  together  in  place.  Cast  iron  pipe  can  be  laid 
nearer  the  surface  than  vitrified  clay  pipe  and  is  not  damaged  by 
freezing  water.  Cast  iron  pipe  should  be  laid  in  the  same  manner  as 
clay  pipe  and  should  have  substantial  end  walls.  Cast  iron  pipe  is 
made  with  different  weights  per  foot,  the  lighter  weights  being  ordi- 
narily used  for  culverts.  The  weight  per  foot  for  cast  iron  pipe  is 
given  in  Table  LX. 

The  price  of  cast  iron  pipe  changes  with  the  market  conditions,  but 
varies  from  1.25  to  1.50  cts.  per  lb.  at  the  factory,  and  from  2.00  to  3.00 
cts.  per  lb.  delivered. 

Steel  Plate  Pipe  Culverts. — Culverts  are  made  of  steel  plates  riveted 
in  a  circular  or  semicircular  form.     Plate  pipe  culverts  should  be  laid 
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TABLE  LX. 
Sizes,  Thickness  and  Weights  op  Cast  Ikon  Pipe. 
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Foot  S.ctioh. 

Stahdaud  J  Foot  Sacnoin. 

oJ™"- 

U.ht. 

um. 

5S 

Thickaa 

*1& 

'^^^' 

W'^ 

Thiekna*. 

lDCb«. 

11 

J4 

70 

j 

75 

H 

60 

ii 

135 

167 

loS 

150 

1 

4 

34 

230 

250 
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36 

?i 

334 
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X 
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with  care  and  should  have  masonry  head  walls.  The  plates  should  It 
not  less  than  1^"  thick  for  small  sizes,  and  up  to  |"  for  culverts  4  fwt 
in  diameter  and  over.  The  fill  should  extend  above  the  top  of  the 
pipe  a  distance  equal  to  at  least  one-half  of  the  diameter  of  the  pip*F 
and  should  be  well  tamped  around  the  sides.  Corrugated  galvanized 
culverts  are  now  on  the  market.  The  galvanized  sheets  in  these  cul- 
verts are  so  thin  that  the  metal  will  soon  corrode.  In  estimating  the 
cost  of  steel  pipe  culverts  add  10  to  15  per  cent  to  the  weight  of  the 
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Fig,  265.    Rkinforcri  Concbete  Culvert  Pipe,  C.  B.  &  Q.  R.  R. 

plates  to  cover  the  laps  and  the  rivets.  The  shop  costs  of  steel  plate 
culvert  pipe  are  given  in  Chapter  XIX.  The  freight  rates  on  culvert 
pipe  arc  liable  to  be  high,  due  to  the  fact  that  it  is  difficult  to  get  suffi- 
cient weight  on  a  car  to  give  a  minimum  car  load  unless  the  pipes  are 
of  different  sizes  am!  can  be  nested. 
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Reinforced  Concrete  Pipe  Culverts. — Details  of  a  reinforced  con- 
crete pipe  for  culverts,  as  designed  by  C.  H.  Cartlidge  for  the  C.  B.  & 
Q.  R.  R,  are  shown  in  Fig.  265,  while  the  forms  for  molding  a  similar 
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TABLE  LXI. 
F  Cast  Iron  and  Reinforced  Concrete  Pipe. 
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pipe  are  shown  in  Fig.  266.  The  relative  costs  of  cast  iron  and  rein- 
forced concrete  pipe,  as  given  by  Mr.  O.  P.  Chamberlain  in  Eng.  News, 
Dec.  20,  1906,  are  shown  in  Table  LXI, 


Ml 


Ei»^non  of  Imqr  Form. 


.>x/V//t^ 


Hortiontol  5«cfion, 

Fic.  266.    Forms  for  Molding  Reinforced  Concrete  Culvert  Pipe. 


The  costs  for  reinforced  concrete  pipe  are  low  and  should  probably 
be  increased  50  to  roo  per  cent  for  single  culverts  in  addition  to  the  cost 
of  making  the  forms. 
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Plain  Concrete  Culverts. — The  Missouri  Pacific  R.  R.  standard 
culverts  are  shown  in  Fig.  267.  These  culverts  are  built  of  plain  con- 
crete and  contain  quantities  as  shown.  It  will  be  seen  that  straight 
walls  are  used  on  the  small  culverts  and  wing  walls  on  the  large  culverts. 

Plans  for  an  8-ft.  plain  concrete  culvert,  as  designed  by  Edwin 
Thacher  for  the  highways  in  Porto  Rico,  are  shown  in  Fig,  268. 


^tmdi      H — 6'--^ 


Fig.  268.    Plans  of  Eight-foot  Plain  Q)ncbete  Hichwav  Culvert,  Porto  Rico. 


Relative  Costs  of  Small  Culverts. — The  relative  costs  of  small  cul- 
verts,  as  calculated  by  A.  R.  Hurst,  highway  engineer,  Wisconsin 
Geolc^cal  and  Natural  History  Survey,  are  given  in  Table  LXII, 

Reinfotxed  Concrete  Culverts. — The  plans  of  a  reinforced  con- 
crete box  culvert  4'  o"  X  4'  o"  are  given  in  Fig.  269 ;  of  a  reinforced 
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Relative  Cost  of  Sm 


TABLE  LXII. 
L  Culverts  of  Approximately  the  Same  Wateewav, 
Standard  Sizes.* 
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concrete  arch  culvert  8'  o"  X  8'  o"  are  given  in  Fig.  270 ;  and  of  1 
reinforced  concrete  arch  culvert  of  20'  o"  span  are  given  in  Fig.  271. 


Fig.  269.    Reinforced  Co: 


Great  Northern  Rah-way. 


These  culverts  were  tiesigned  by  Mr.  C.  F.  Graff  for  the  Great  Northern 
Railway,  and  arc  strong  enough  to  carry  from  20  to  40  ft.  of  railroad 
emhankment.     The  quantities  for  one  pair  of  wing  walls  and  one  foot 

*A.  R.  Hurst,  highway  engineeri  Wisconsin  Geological  and  Natural  History 
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f  barrel  of  culvert  are  given  in  Table  LXIII.     These  culverts  are 
lade  heavier  than  is  necessary  for  ordinary  highway  culverts. 


ftirt    Plan. 

Fic  270.    Reinforced  0)ncbete  Arch  Culvert,  Great  Ni 

Cost  of  Reinforced  Concrete  Culverts. — The  cost  of  reinforced 
oncrete  culverts  should  be  estimated  in  the  same  manner  as  reinforced 


Concrete  Abch  Culvebt,  Great  Northern  Railway. 


concrete  arches.     For  details  for  estimating  the  cost  of  forms,  etc.,  see 
Chapter  XIX. 
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TABLE   LXIII. 
Quantities  in  Reinforced  Concrete  Culverts;  Figs.  269  to  271. 
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793 
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2,143 

CHAPTER   XVIII. 

The  Design  of  Timber  and  Combination  Bridges. 

Introduction. — Timber  was  formerly  quite  generally  used  in  the 
construction  of  highway  bridges,  and  is  still  used  for  temporary  struc- 
tures in  locations  where  timber  is  cheap  and  iron  and  steel  are  rela- 
tively expensive.  The  subject  will  be  taken  up  under  the  following 
heads:  (i)  Timber  trestles;  (2)  timber  bridges,  and  (3)  combination 
bridges. 

TIMBER  TRESTLES.— The  following  definitions  have  been 
adopted  by  the  American  Railway  Engineering  and  Maintenance  of 
Way  Associtaion : 

Wooden  Trestle. — ^A  wooden  structure  composed  of  upright  members  sup- 
porting simple  horizontal  members  or  beams,  the  whole  forming  a  support  for 
loads  applied  to  the  horizontal  members. 

Frame  Trestle, — ^A  structure  in  which  the  upright  members  or  supports  are 
framed  timbers. 

Pile  Trestle. — A  structure  in  which  the  upright  members  or  supports  are 
piles. 

Bent. — The  group  of  members  forming  a  single  vertical  support  of  a  trestle ; 
designed  as  pile  bent  where  the  principal  members  are  piles,  and  as  framed  bent 
where  of  framed  timbers. 

Post. — The  vertical  members  of  the  bent  of  a  framed  trestle. 

Pile. — Timber  driven  in  the  ground,  and  intended  generally  to  support  a 
structure. 

Batter. — A  deviation  from  the  vertical  in  upright  members  of  a  bent. 

Cap. — A  horizontal  member  upon  the  top  of  piles  or  posts,  connecting  them 
in  the  form  of  a  bent. 

Sill. — A  lower  horizontal  member  of  a  framed  bent. 

Sub-sill. — Timber  bedded  in  the  ground  to  support  framed  bents. 

Intermediate  Sill. — A  horizontal  member  in  the  plane  of  the  bent  between 
the  cap  and  sill  to  which  posts  are  framed. 

Sway  Brace. — A  member  bolted  or  spiked  to  the  bent  and  extending  diag- 
onally across  its  face. 

Longitudinal  Strut  or  Girt. — A  stiff  member  running  horizontally,  or  nearly 
so,  from  bent  to  bent. 

Longitudinal  X  Brace. — A  member  extending  diagonally  from  bent  to  bent 
in  a  vertical  or  battered  plane. 
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Sash  Brace. — A  horizontal  member  secured  to  the  posts  or  piles  of  a  bent 

Stringer. — A  longitudinal  member  extending  from  bent  to  bent  and  sup- 
porting the  ties. 

Jack  Stringer. — A  single  line  of  stringers  placed  outside  of  the  main 
stringers. 

Tie. — A  transverse  timber  resting  on  the  stringers  and  supporting  the  rails. 

Guard  Kail. — A  longitudinal  member,  either  iron  or  wood,  secured  on  top 
of  ties. 

Packing  Block. — A  small  member,  usually  wood,  used  to  secure  the  parts  of 
a  composite  member  in  their  proper  relative  positions. 

Packing  Spool  or  Separator, — A  small  casting  used  in  connection  with 
packing  bolts  to  secure  the  several  parts  of  a  composite  member  in  their  proper 
relative  positions. 

Drift  Bolt. — A  piece  of  round  or  square  iron  of  specified  length,  with  or 
without  head  or  point,  driven  as  a  spike. 

Dowel. — An  iron  or  wood  pin,  extending  into,  but  not  through,  two  members 
of  the  structure  to  connect  them. 

Shim. — A  small  piece  of  wood  or  metal  placed  between  two  members  of  a 
structure  to  bring  them  to  a  desired  relative  position. 

Fish-Plate. — A  short  piece  lapping  a  joint,  secured  to  the  side  of  several 
members,  which  are  butt-jointed. 

Bulkhead. — Timber  placed  against  the  side  of  an  end  bent  for  the  purpose 
of  retaining  the  embankment. 

Defects  of  Structural  Timber. — The  standard  defects  included  in 
tiie  following  list  are  most  such  as  may  be  termed  natural  defects,  as 
distinguished  from  defects  of  manufacture.  The  latter  have  usually 
been  omitted,  because  the  defects  oi  manufacture  are  of  verj'  minor 
significance  in  the  grading  of  structural  timber: 

Souttd  Knot. — .\  sound  knot  is  one  which  is  solid  across  its  face  and  i?  ^^ 
hard  as  the  wood  surrounding  it.  It  may  be  either  red  or  black,  and  is  so  fixed 
by  growth  or  v>osition  that  it  will  retain  its  place  in  the  piece. 

Loose  Kt'.i^t. — A  loose  knot  is  one  not  linnly  held  in  place  by  growth  or 
position. 

Pith  Knot. — .\  piih  knv»t  is  a  sound  knot  with  a  pith  hole  not  more  than  i 
in.  in  dianu-tor  in  ihe  center. 

I'i\\:soJ  Kn.r — .\n  er.cased  knot  is  one  which  is  surrounded  wholly  or  m 
]\^tX  by  bark  or  piicli.  Wbiere  the  er.case!r.eni  is  less  than  J  of  an  inch  in  width 
on  e.ich  si«.ie.  nor  exceeJii^^;  vM'.e-hal:  the  circumference  oi  the  knot,  it  shall  he 
c^'.>iv:erovi  a  Sv^ur.vl  ki^ot. 

K.tton  Knot — .\  rotter,  ktiot  is  one  not  as  hard  as  the  wood  surrounding'^* 

::ti  \nr:. — .-\  jmh  k::v^:  is  a  s.^im^i  kr.ot  rot  over  *  in.  in  diameter. 

y:.:»:J.:'U    Kh.  .'. — A    stanv'.ard    kr.ot    is    a    sound   knot    not    over    li  in.  m 

/..:\:.'  .\»:.^'. — .\  lar>:e  krot  is  a  sov.nd  knot,  more  than  I*  in.  in  diameter. 
K.u'iJ  K'l.t — .\  rov.r.vl  ki^ot  is  ore  w::ich  is  oval  or  circular  in  form. 
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Spike  Knot. — ^A  spike  knot  is  one  sawn  in  a  lengthwise  direction.  The 
mean  or  average  diameter  shall  be  taken  as  the  size  of  these  knots. 

Pitch  Pockets. — Pitch  pockets  are  openings  between  the  grain  of  the  wood, 
containing  more  or  less  pitch  or  bark.  These  shall  be  classified  as  small,  stan- 
dard and  large  pitch  pockets. 

Small  Pitch  Pockets. — A  small  pitch  pocket  is  one  not  over  h  of  an  inch  wide. 

Standard  Pitch  Pocket. — A  standard  pitch  pocket  is  one  not  over  i  of  an 
inch  wide  nor  over  3  in.  in  length. 

Large  Pitch  Pocket. — A  large  pitch  pocket  is  one  over  i  of  an  inch  wide,  or 
over  3  in.  in  length. 

Pitch  Streak. — A  pitch  streak  is  a  well-defined  accumulation  of  pitch  at  one 
point  in  the  piece.  When  not  sufficient  to  develop  a  well-defined  streak,  or 
where  the  fiber  between  grains,  that  is  the  coarse  grained  fiber,  usually  termed 
"  spring  wood  "  is  not  saturated  with  pitch,  it  shall  not  be  considered  a  defect. 

Wane. — Wane  is  bark,  or  the  lack  of  wood  from  any  cause,  on  edges  of 
timbers. 

Shakes. — Shakes  are  splits  or  checks  in  timbers  which  usually  cause  a  sepa- 
ration of  the  wood  between  annual  rings. 

Rot,  Dote  and  Red  Heart. — Any  form  of  decay  which  may  be  evident 
either  as  a  dark  red  discoloration  not  found  in  the  sound  wood,  or  the  presence 
of  white  or  red  rotten  spots,  shall  be  considered  as  a  defect. 

Specifications  for  Timber.* — The  following  specifications  have  been 
adopted  by  the  American  Society  for  Testing  Materials,  and  represent 
the  latest  practice.  (To  be  applied  to  solid  members  and  not  to  com- 
posite members.) 

General  Requirements. — Except  as  noted  all  timber  shall  be  cut  from  sound 
trees  and  sawed  standard  size;  close  grained  and  solid;  free  from  defects  such 
as  injurious  ring  shakes  and  crooked  grain;  unsound  knots;  knots  in  groups; 
decay;  large  pitch  pockets,  or  other  defects  that  will  materially  impair  its 
strength. 

Standard  Sisse  of  Sawed  Timber. — Rough  timbers  when  sawed  to  standard 
size,  shall  mean  that  they  shall  not  be  over  I  in.  scant  from  actual  size  specified. 
For  instance,  a  12  in.  x  12  in.  shall  measure  not  less  than  iil  in.  x  ill  in. 

Standard  Dressing  of  Sawed  Timbers. — Standard  dressing  means  that  not 
more  than  i  in.  shall  be  allowed  for  dressing  each  surface.  For  instance,  a 
12  in.  x  12  in.  shall  after  dressing  four  sides,  not  measure  less  than  11 J  in.  x  iii  in. 

Stringers.  No.  i.  Longleaf  Yellow  Pine  and  Douglas  Fir. — Shall  show  not 
less  than  80  per  cent  of  heart  on  each  of  the  four  sides,  measured  across  the 
sides  anywhere  in  the  length  of  the  piece;  loose  knots,  or  knots  greater  than 
i\  in.  in  diameter,  will  not  be  permitted  at  points  within  4  inches  of  the  edges 
of  the  piece. 

No.  2.  Longleaf  Yellow  Pine^  Shorileaf  Pine,  Douglas  Fir  and  Western 
Hemlock. — Shall  be  square  edged,  except  it  may  have  i  in.  wane  on  one  corner. 

*  For  rules  and  specifications  for  grading  timber,  see  U.  S.  Dept.  of  Agri- 
culture, Forest  Service,  Bulletin  71,  "  Rules  and  Specifications  for  the  Grading 
of  Lumber";  Supt.  of  Documents,  Washington,  D.  C.    Price,  15  cents. 
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Knots  must  not  exceed  in  their  largest  diameter  i  the  width  of  the  face  of  the 
stick  in  which  they  occur.  Ring  shakes  extending  not  over  i  of  the  length  of 
the  piece  are  admissible. 

Caps  and  Sills.  No.  i.  Longleaf  Yellow  Pine  and  Douglas  Fir. — Shall  show 
85  per  cent  heart  on  each  of  the  four  sides,  measured  across  the  sides  anywhere 
in  the  length  of  the  piece;  to  be  free  from  knots  over  2i  in.  in  diameter;  knots 
must  not  be  in  groups. 

No.  2.  Longleaf  and  Shortleaf  Yellow  Pine,  Douglas  Fir  and  Western  Hem- 
lock.— Shall  be  square  edged,  except  it  may  have  i  in.  wane  on  one  corner,  or  \ 
in.  wane  on  two  corners.  Knots  must  not  exceed  in  their  largest  diameter  \ 
the  width  of  the  face  of  the  stick  in  which  they  occur.  Ring  shakes  extending 
not  over  i  the  length  of  the  piece  are  admissible. 

Posts.  No.  I.  Longleaf  Yellow  Pine  and  Douglas  Fir. — Shall  show  not  less 
than  75  per  cent  heart,  measured  across  the  face  anywhere  on  the  length  of  the 
piece ;  to  be  free  from  knots  over  2i  in.  in  diameter,  and  must  not  be  in  groups. 

No.  2.  Longleaf  and  Shortleaf  Yellow  Pine,  Douglas  Fir  and  H'estcr* 
Hemlock. — Shall  be  square  edged,  except  it  may  have  i  in.  wane  on  one  comer, 
or  i  in.  wane  on  two  corners.  Knots  must  not  exceed,  in  their  largest  diameter, 
I  the  width  of  the  face  of  the  stick  in  which  they  occur.  Ring  shakes  shall  not 
extend  over  I  of  the  length  of  the  piece. 

Longitudinal  Struts  or  Girts.  No.  i.  Longleaf  Yellow  Pine  and  Douglas 
Fir. — Shall  show  one  face  all  heart ;  the  other  face  and  two  sides  shall  show  not 
less  than  85  per  cent  heart,  measured  across  the  face  or  side  anywhere  in  the 
piece;  to  be  free  from  knots  li  in.  in  diameter  and  over. 

Xo.  2.  Longleaf  and  Shortleaf  Ycllozv  Pine,  Douglas  Fir  and  jyestcrn  Hem- 
lock.— Shall  be  square  edged  and  sound;  to  be  free  from  knots  li  in.  in  diameter 
and  over. 

Longitudinal  X  Braces,  Sash  Braces  and  Sway  Braces.  No.  i.  Longlcof 
Yellow  Pine  and  Douijlas  fir. — Shall  show  not  less  than  80  per  cent  heart  on 
two  faces  and  four  square  edj;!:cs ;  to  be  free  from  knots  over  ih  in.  in  diameter. 

No.  2.  Longleaf  and  Shortleaf  Yellow  Piue,  Douglas  Fir  and  IVestern  Hem- 
lock.— Shall  be  square  edged  and  sound ;  to  be  free  from  knots  2*  in.  in  diameter 
and  over. 

Names  for  Timber.* — The  following  description  of  strnctural 
timbers  has  been  adopted  by  the  American  Society  for  Testing  Materials: 

I.  Southern  Yelloiv  Pine. — Under  this  heading  two  classes  of  timber  are 
used,  ((/)  Longleaf  Pine,  (^)  Shortleaf  Pine. 

It  is  understood  that  those  two  terms  are  descriptive  of  quality,  rather  than 
of  botanical  species.  Thus,  shortleaf  pine  would  cover  such  species  as  are  now 
known  as  North  Carolina  pine,  loblolly  pine  and  shortleaf  pine.  "  Longleaf 
Pine "   is   descriptive  of   quality,   and   if   Cuban,   shortleaf,   or  loblolly  pine  is 

*  For  a  key  to  woods  and  a  valuable  discussion  of  the  properties  of  timber, 
see  U.  S.  Dept.  of  Agriculture,  Division  of  Forestry,  Bulletin  10,  "Timber"; 
Supt.  of  Documents,  Washington,  D.  C.     Price,  10  cents. 
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S^own  under  such  conditions  that  it  produces  a  large  percentage  of  hard  summer 
wood,  so  as  to  be  equivalent  to  the  wood  produced  by  the  true  longleaf,  it  would 
be  covered  by  the  term  "  Longleaf  Pine." 

2.  Douglas  Fir. — The  term  "  Douglas  Fir  "  to  cover  the  timber  known  like- 
wise as  yellow  fir,  red  fir,  western  fir,  Washington  fir,  Oregon  or  Puget  Sound 
fir  or  pine,  northwest  and  west  coast  fir. 

3.  Norway  Pine,  to  cover  what  is  known  also  as  "  Red  Pine." 

4.  Hemlock,  to  cover  southern  or  eastern  hemlock;  that  is,  hemlock  from 
all  States  east  of  and  including  Minnesota. 

5.  Western  Hemlock,  to  cover  hemlock  from  the  Pacific  coast. 

6.  Spruce,  to  cover  eastern  spruce;  that  is,  the  spruce  timber  coming  from 
points  east  of  Minnesota. 

7.  Western  Spruce,  to  cover  the  spruce  timber  from  .the  Pacific  coast. 

8.  White  Pine,  to  cover  the  timber  which  has  hitherto  been  known  as  white 
pine,  from  Maine,  Michigan,  Wisconsin  and  Minnesota. 

9.  Idaho  White  Pine,  the  variety  of  white  pine  from  western  Montana, 
northern  Idaho,  and  eastern  Washington. 

10.  Western  Pine,  to  cover  the  timber  sold  as  white  pine  coming  from 
Arizona,  California,  New  Mexico,  Colorado,  Oregon  and  Washington.  This  is 
the  timber  sometimes  known  as  "  Western  Yellow  Pine,"  or  "  Ponderosa  Pine," 
or  "  California  White  Pine,"  or  "  Western  White  Pine." 

11.  Western  Larch,  to  cover  the  species  of  larch  or  tamarack  from  the 
Rocky  Mountain  and  Pacific  coast  regions. 

12.  Tamarack,  to  cover  the  timber  known  as  "  Tamarack,"  or  "  Eastern 
Tamarack,"  from  States  east  of  and  including  Minnesota. 

13.  Redwood,  to  include  the  California  wood  usually  known  by  that  name. 

PILING. — The  following  specifications  for  oak  piles  have  been 
adopted  by  the  American  Railway  Engineering  and  Maintenance  of 
Way  Association  and  represent  the  best  practice  for  railway  purposes. 
Piling  for  highway  bridges  may  be  of  smaller  size,  as  specified. 

Piling.  General  Requirements. — All  piling  shall  be  cut  from  sound  live 
trees  of  slow  growth,  firm  grain,  free  from  ring  shakes,  decay,  large,  unsound 
knots,  or  other  defects  that  will  impair  their  strength  and  durability.  They  shall 
be  butt  cut,  above  the  ground  swell,  and  be  uniformly  tapering  from  the  butt 
to  the  tip.  They  shall  be  so  straight  that  a  line  stretched  from  the  center  of 
the  pile  at  the  butt  to  the  center  of  the  pile  at  the  tip  will  not  leave  the  center 
of  the  pile  at  any  point  more  than  two  (2)  in.  for  piles  20  ft.,  four  (4)  in.  for 
piles  30  ft.,  six  (6)  in.  for  piles  40  ft.,  and  eight  (8)  in.  for  piles  50  ft.  in 
length.  No  short  bends  shall  be  allowed.  All  knots  shall  be  trimmed  close  to 
the  body  o'f  the  pile,  and  the  bark  peeled. 

White,  Post  or  Burr  Oak. — Round  piles  shall  be  not  less  than  12  in.  diam- 
eter, 6  ft.  from  the  butt,  and  not  less  than  10  in.  diameter  at  the  tip  for  piles 
under  30  ft,  long,  nor  less  than  9  in.  diameter  at  the  tip  for  piles  30  to  39  ft. 
long,  and  not  less  than  8  in.  diameter  at  the  tip  for  piles  40  ft.  long  and  over. 

Square  piles  shall  be  of  timber  squared  throughout  the  entire  length, 
smoothly  hewed;  they  shall  be  not  less  tlian  14  in.  nor  more  than  16  in.  square 
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at  the  butt  and  not  less  than  lo  in.  square  at  the  tip  for  piles  under  30  ft.  long, 
9  in.  square  for  piles  30  to  39  ft.  long,  and  not  less  than  8  in.  square  for  piles 
40  ft.  long  and  over.    They  shall  show  not  less  than  75  per  cent  heart 

SPECIFICATIONS  FOR  IRON  AND  STEEL.— For  specifica- 
tions for  wrought  iron,  steel  and  cast  iron,  see  Appendix  I.  The  speci- 
fications for  details  adopted  by  the  American  Railway  Engineering  and 
Maintenance  of  Way  Association  are  as  follows: 

Specifications  for  Details.  Bolts. — Bolts  shall  be  of  wrought  iron  or  steel, 
made  with  square  heads,  standard  size,  the  length  of  thread  to  be  2i  times  the 
diameter  of  bolt.  The  nuts  shall  be  made  square,  standard  size,  with  thread 
fitting  closely  the  thread  of  bolt.  All  threads  shall  be  cut  according  to  U.  S. 
standards. 

Drift  Bolts. — Drift  bolts  shall  be  of  wrought  iron  or  steel,  with  or  without 
square  head,  pointed  or  without  point,  as  may  be  called  for  on  the  plans. 

Spikes. — Spikes  shall  be  of  wrought  iron  or  steel,  square  or  round,  as  called 
for  on  the  plans ;  steel  wire  spikes,  when  used  for  spiking  planking,  shall  not  be 
used  in  length  more  than  6  in. ;  if  greater  lengths  are  required,  wrought  or  sted 
spikes  shall  be  used. 

Packing  Spools  or  Separators. — Packing  spools  or  separators  shall  be  of 
cast  iron,  made  to  size  and  shape  called  for  on  plans ;  the  diameter  of  hole  shall 
be  i  in.  larger  than  diameter  of  packing  bolts. 

Cast  Washers. — Cast  washers  shall  be  of  cast  iron.  The  diameter  shall  be 
not  less  than  3i  times  the  diameter  of  bolt  for  which  it  is  used,  and  its  thickness 
equal  to  the  diameter  of  bolt ;  the  diameter  of  hole  shall  be  i  in.  larger  than 
the  diameter  of  the  bolt. 

Wrought  Washers. — Wrought  washers  shall  be  of  wrought  iron  or  steel; 
the  diameter  shall  be  not  less  than  3J  times  the  diameter  of  bolt  for  which  it  is 
used,  and  not  less  than  i  in.  thick.  The  hole  shall  be  i  in.  larger  than  the 
diameter  of  the  bolt. 

Special  Castings. — Special  castings  shall  be  made  true  to  pattern,  without  wind, 
free  from  flaws  and  excessive  shrinkage;  size  and  shape  to  be  as  called  for  by 
the  plans. 

ALLOWABLE  STRESSES  IN  TIMBER.— The  timber  for 
highway  bridges  should  be  proportioned  for  the  following  unit  stresses, 
given  in  pounds  per  square  inch.  Impact  stresses  are  to  be  include^ 
as  s])ecified  in  §  36,  Appendix  I. 

TABLE  LXIV. 


Kind  of  Timber. 


Transverse 
Loading. 


White  Oak 

Long  Leaf  Yellow  Pine  ., 
White  Pine  and  Spruce.., 
Hemlock 


End 
Bearing 


Columns 

Under  lo 

Diameters. 

C 


I,2CX) 

1,500 

1,000 

800 


Bearing 
Across 
Fiber. 


Shear  A1^°« 
Fiber- 


20a 
100 
100 
100 


TIMBER  TRESTLE. 
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Columns  may  be  used  with  a  length  not  exceeding  45  times  the  least 
dimension.     The  unit  stress  for  lengths  of  more  than   10  times  the 
least  dimension  shall  be  reduced  by  the  following  formula : 
CI 
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where  r^uiiit  stress,  as  siven  above  for  short  columns; 
/■  ^=  allowable  unit  stress,  in  lbs.  per  sq.  in.; 
/  =  length  of  colnmn,  in  inches; 
rf^ieast  sifie  of  column,  in  inches. 
In  applying  compression  formulas  to  columns  made  up  of  several 
pieces  boiled  together  at  intervals,  each  piece  shall  be  assumed  as  an 
independent  column. 


Examples  of  Timber  Trestles. — A  standard   frame  bent  trestle 
rossing  for  a  double  track  railroad,  as  designed  by  the  Illinois  Central 
R,  is  shown  in  Fig.  272  and  in  Fig.  273.     The  floor  system  is  heavier 
1  is  required  for  ordinary  loads. 
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A  standard  pile  trest!e,  designed  by  the  Pennsylvania  Lines  West  of 
Pittsburg,  is  shown  in  Fig.  274,  while  a  standard  framed  trestle,  designed 
by  the  same  company,  is  shown  in  Fig.  275. 

TIMBER  KING  POST  BRIDGE.— A  timber  King  post  bridge 
of  34-ft.  span  is  shown  in  Fig.  272,  and  the  details  of  the  joints  are 
shown  in  Fig.  273.  The  chords  are  12"  X  12"  with  Joints  as  at  A  and 
B  in  Fig.  273.  A  bent  plate  is  used  at  joint  B.  The  floorbeani  consists 
of  2-7"  X  r6"  limbers  and  is  supported  on  the  hanger  casting. 

TIMBER  HOWE  TRUSS  BRIDGES.— The  Howe  truss  is  built 
with  timber  top  and  bottom  clinnis  and  inclined  webs,  iron  or  steel  ver- 
tical rods,  and  cast  iron  angle  blocks,  as  shown  in  Fig.  276.  The  design 
of  a  Howe  truss  is  principally  the  design  of  the  joints  and  the  splices. 
Care  should  be  used  to  give  adequate  bearing  area  at  right  angles  to  the 
grain,  and  to  provide  against  shearing  along  the  grain  of  the  wood. 
Tlie  allowable  stresses  for  timber  as  given  in  Table  LXIV  shoidd  be 
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used.  The  allowable  tensile  stress  in  iron  should  be  taken  at  i2jxo 
lbs.  per  sciiiare  inch,  while  the  allowable  tensile  stress  in  steel  should 
be  taken  at  15,000  lbs.  per  sq.  in. 


Howe  Truss. 


A  timber  Howe  deck  electric  railway  bridge  is  shown  in  Fig.  277. 
Timljer  packing  blocks  were  used,  and  bard  wood  keys  were  used  in 
sjilicing  tlic  Imver  cliords.  The  upper  and  lower  lateral  systems  are  of 
t!ie  Howe  truss  type. 


COMBINATION  BRIDGES.— In  a  combination  bridge  the  top 
chords  and.tbe  intermediate  [losts  arc  made  of  timber,  wliile  the  tension 
members  are  made  of  iron  or  steel.  Combination  bridges  are  usually 
made  of  the  Pratt  type.     There  are  numerous  tj'pes  of  combination 
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bridges,  depending  on  the  details  of  the  joints.  Fig.  278  and  Fig.  271). 
A  three-panel  combination  bridge,  as  designed  by  the  Gillette-Herzog 
Mfg.  Co.,  is  shown  in  Fig.  280.  A  hip  casting  was  used  as  shown. 
:  shoe  is  made  of  a  12"  X  12"  X^"  plate  to  which  is  riveted  a 
"  X  5"  X  J"  angle  12"  long.     The  other  details  are  clearly  shown. 
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278.    Cast  Iron  Details  1 


I  Bridges.     (Peppard  Details.) 


The  working  plans  of  a  loo-ft.  combination  highway  bridge  art 
shown  in  Fig,  281.  Castings  are  used  for  the  shoe,  hip  and  upper  chord 
joints,  while  steel  shoes  are  used  for  the  intermediate  posts.    TTiis 
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bridge  may  also  be  built  with  steel  fioorbeams.  Details  of  standard 
shoe,  hip  and  top  chord  castings  are  shown  in  Fig.  278.  The  Gillette- 
Herzog  Mfg.  Co.  standard  details  for  combination  bridges  are  shown 
in  Fig.  279.  It  will  be  seen  that  these  details  give  true  pin  joints,  but 
they  are  materially  heavier  than  the  details  shown  in  Fig.  278. 

Weight  of  Combination  Bridges. — Tlie  weight  of  the  steel  and 
iron  in  a  combination  briilge  varies  with  the  style  of  details.  The 
weight  of  the  steel  and  cast  iron  in  bridges  of  the  "  Peppard  "  type  are 
approximately  40  per  cent  of  the  weight  of  steel  bridges  of  the  same 
span,  loading  and  dimensions.  The  weight  of  the  steel  and  cast  iron 
in  bridges  of  the  Gillette- Herzog  Mfg.  Co.  type  are  approximately  45 
to  50  per  cent  of  the  weight  of  steel  bridges  of  the  same  span,  loading 
and  dimensions. 
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CHAPTER  XIX. 

Erection,  Estimates  of  Weights  and  Costs  of  Highway  Bridges. 

ERECTION  OF  STEEL  HIGHWAY  BRIDGES.— The  details 
of  the  operation  of  erecting  steel  highway  bridges  will  depend  upon  the 
type  of  bridge,  length  of  span  and  character  of  the  crossing.  Short 
span  plate  girder  and  riveted  truss  bridges  may  be  riveted  or  bolted 
up  on  the  bank,  and  then  swung  in  place  by  means  of  a  gin  pole  (a  long 
pole  held  solidly  at  the  bottom  and  held  in  place  at  the  top  by  guy 
ropes;  the  load  is  lifted  by  blocks  and  falls  fastened  to  the  top  and 
bottom  of  the  pole,  while  the  load  is  swung  into  place  by  manipulating 
the  guy  ropes).  Pin-connected  bridges  of  all  spans  and  long  span 
riveted  truss  bridges  are  erected  on  falsework,  usually  constructed  of 
timber.  The  erection  of  a  long  span  pin-connected  truss  highway 
bridge  will  now  be  described. 


Erection  of  Petit  Truss  Bridge. — The  falsework  used  in  erecting 
a  406-ft.  span  Petit  truss  highway  bridge,  shown  in  Fig.  167  and  Fig. 
168,  is  given  in  Fig.  282 ;  while  the  traveler  used  in  erecting  the  bridge 
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is  shown  in  Fig,  283.  The  falsework  was  constructed  by  driving  5 
Unes  of  piles  to  a  good  refusal.  Tlie  piles  were  sawed  oS  and  capped 
with  12"  X  12"  timbers,  as  shown.  The  longitudinal  sills  for  the  trav- 
eler were  10"  X  12"  timbers,  while  3"  X  10"  timbers  were  used  for 


Bridoe. 


myitmliiial  bracing.     The  pile  bents  were  spaced  M  ft 

iis  the  Gallic  ;is  the  ixincl  length  of  the  bridge.    The 

i   clear  the  bridge  when  it  w^s 

the  falsework  was  completed  ihe 

[1  ninvcd  <nit  nn  the  track  to  the  center  of  the 


transverse  and 

center?,  which  was  the  same  ;i 
travHci-   was   hiiilt    so  that    it 
crectcil.  an<l  was  58  ft.  long.     Aft< 
traveler  was  erected 


bridge.  l"he  llonrlK'anis  and  lower  chord  bars  were  then  put  in  phe* 
oti  the  falsework,  care  being  used  to  see  that  the  pedestals  would  come 
in  their  proper  places. 
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The  four  vertical  posts  forming  the  middle  double  panels  were 
then  lifted  into  place  by  means  of  a  hoisting  engine  and  were  bolted 
to  the  floorbeams.  The  diagonals  were  then  put  in  place  and  the  posts, 
diagonal  and  lower  chords  were  connected  up.  The  middle  sections 
of  the  top  chord  were  then  put  in  place  and  the  diagonals,  top  struts, 
sway  and  lateral  bracing  were  put  in  place.  The  middle  panel  of  the 
bridge  was  now  self-supporting.  The  traveler  was  then  moved  58  ft. 
toward  one  end  of  the  bridge  and  the  next  double  panel  was  erected, 
and  so  on  until  finally  the  end-posts  were  erected.  The  traveler  was 
then  taken  back  past  the  center  of  the  bridge  and  the  other  end  was 
erected  in  the  same  manner.  The  blocking  was  then  knocked  from 
under  the  panel  points  and  the  span  was  swung  free.  After  this  the 
riveting  was  completed,  the  floor  joists  and  floor  covering  were  put  in 
place  and  the  bridge  was  painted. 

Pilot  points  and  driving  nuts,  as  shown  in  Fig.  183,  are  used  in 
driving  chord  pins  to  protect  the  threads. 

In  erecting  deck  bridges  the  traveler  is  often  run  on  the  completed 
part  of  the  span.  Steel  trestles  may  be  erected  from  a  traveler  run  on 
top  of  the  completed  structure ;  or  the  bents  may  be  riveted  up  on  the 
ground  and  then  erected  by  using  a  gin  pole,  and  after  the  towers  have 
been  erected  the  girders  are  raised  in  place  by  means  of  gin  poles 
fastened  to  the  tops  of  the  towers. 

In  erecting  small  highway  bridges  of,  say,  100- ft.  span,  a  traveler 
IS  not  ordinarily  used.  After  building  the  falsework,  as  previously 
described,  the  four  vertical  posts  near  the  center,  together  with  the 
middle  sections  of  the  top  chord,  are  raised  by  means  of  gin  poles,  a 
hand  crab  being  used  in  place  of  a  hoisting  engine. 

The  top  chords  of  bridges  should  be  designed  with  special  refer- 
ence to  the  methods  used  in  erecting  the  bridge.  In  bridges  with  par- 
allel chords,  the  middle  section  of  the  top  chord  should  be  detailed  so 
that  the  middle  panel  of  both  chords  may  be  erected  and  made  self- 
supporting.  Splices  in  top  chords  should  be  placed  as  near  panel  points 
as  practical,  and  between  the  panel  point  and  the  nearest  end  of  the 
bridge.  In  bridges  with  inclined  chords  no  splices  are  required,  the 
stresses  in  the  chords  being  transferred  directly  through  the  pin. 

ESTIMATE  OF  WEIGHT  OF  STEEL  HIGHWAY 
BRIDGES. — The  methods  of  calculating  the  weights  of  bridges  are: 
(i)  estimate  from  finished  shop  drawings;  (2)  estimate  from  detail 
drawing;  (3)  estimate  from  stress  sheet. 
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(i)  Estimate  from  Shop   Drawings. — The  weight  of  a   i6o-ft 
span  steel  highway  bridge  is  calculated  from  shop  drawings  in  Table 
LXXII,  Chapter  XXI.     The  weights  of  the  members  in  the  order, 
end-posts,  top  chords,  etc.,  are  calculated  in  detail.     The  "  main  mem- 
bers *'  are  those  that  are  given  on  the  stress  sheet  and  are  either  mem- 
bers in  which  stresses  occur  or  which  are  specified  by  the  designing 
engineer ;  while  the  "  details  "  are  plates,  angles,  rivets,  etc.,  which  are 
necessary  to  develop  the  strength  of  the  main  members.     The  values 
given  in  column  8  are  the  weights  of  "  details  "  in  per  cent  of  weights 
of  "  main  members."     The  weights  per  foot  given  in  column  6  were 
obtained  from  the  Cambria,  Carnegie  or  other  handbook.     The  weights 
of  rivet  heads  were  taken  from  Cambria  Steel,  and  are  larger  than 
given  by  Carnegie.     The  actual  shipping  weight  is  desired,  and  the 
weights  of  rivet  heads,  only,  are  calculated,  it  being  assumed  that  the 
remainder  of  the  rivets  fill  the  holes  punched  in  the  members.    The 
total  weights  of  the  different  parts  of  the  bridge  and  the  percentage  of 
details  are  shown  in  Table  LXXIII.     The  total  weight  of  details  in 
per  cent  of  main  members,  exclusive  of  fence,  joists,  wall  plates,  bolts 
for  lumber  and  spikes,  is  28.7  per  cent.     The  total  weight  of  rivet 
heads  in  per  cent  of  total  weight  of  bridge,  exclusive  of  fence,  joists, 
etc.,  for  three  bridges  are  given  in  Table  LXXV.     The  weights  of 
lateral  systems,  lumber  and  other  data  are  also  given  in  Table  LXXV. 

The  weight  of  pins  in  highway  bridges  varies  from  2  to  3  per  cent 
of  the  total  weight  of  the  metal,  exclusive  of  joists,  fence,  etc.  The 
weight  of  rivet  heads  in  pin-connected  bridges  varies  from  2  to  4J  per 
cent  of  the  total  weight  of  the  metal,  exclusive  of  joists,  fence,  etc. 
The  weight  of  rivet  heads  in  riveted  highway  bridges  varies  from  2.5 
to  5  per  cent  of  the  total  weight  of  the  metal,  exclusive  of  fence,  joists, 
etc.  The  total  weight  of  the  rivet  heads  in  the  11 1  ft.  6  in.  riveted 
Pratt  truss  highway  bridge,  shown  in  Figs.  162  and  163,  was  2.8  per 
cent  of  the  total  weight  of  the  metal,  exclusive  of  the  fence,  joists,  etc. 

The  details  in  per  cent  of  total  weight  of  main  members,  exclusive 
of  joists,  fence,  etc.,  will  vary  from  25  to  35  per  cent  for  pin-connected 
and  riveted  highway  bridges  in  which  the  top  chords  are  made  of  two 
channels  and  one  plate,  of  two  angles  placed  back  to  back,  or  two  angles 
and  a  plate ;  while  for  bridges  with  open  chords  composed  of  two 
channels  laced,  or  two  angles  laced,  the  details  will  vary  from  30  to 
45  per  cent  of  the  weight  of  the  main  members.  The  details  of  low 
truss  riveted  highway  bridges  of  the  types  shown  in  Figs.  146  and  147. 
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will  weigh  from  25  to  30  per  cent  of  the  total  weight  of  main  members, 
exclusive  of  fence,  joists,  etc. 

The  weight  of  pedestals  in  terms  of  the  total  weight  of  metal, 
exclusive  of  joists,  fence,  etc.,  will  vary  from  i  to  3  per  cent.  The^ 
weights  of  the  details  in  6  pin-connected  highway  bridges  are  given  in 
Table  LXV,  while  the  weight  of  the  details  of  the  members  of  a  11 1  ft. 

TABLE   LXV. 
Details  of  Steel  Highway  Bridges. 


Parts  op  Bridgb. 


Weight  of  pins  in  per 
cent  of  total  weight  of 
metal  exclusive  offence, 
joists,  etc 

Weight  of  rivet  heads  in 
per  cent  of  total  weight 
of  metal  exclusive  of 
fence,  joists,  etc. 

Total  weight  of  details  in ' 
per  cent  of  total  weight 
of  metal   exclusive   of 
fence,  joists,  etc. 

Weight  of  pedestals  in 
per  cent  of  total  weight 
of  metal  exclusive  of 
fence,  joists,  etc. 
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6  in.  riveted  Pratt  highway  bridge  are  given  in  Table  I.  The  shop 
drawings  of  this  bridge  are  shown  in  Figs.  162  and  163.  This  bridge 
has  exceptionally  heavy  details.  As  a  rule,  highway  bridges  do  not 
have  sufficient  details  to  properly  develop  the  strengths  of  the  members. 
In  this  connection  it  should  be  remembered  that  the  per  cent  of  details 
should  be  larger  for  light  country  highway  bridges  than  for  heavy  city 
or  electric  railway  bridges  designed  under  similar  specifications. 

The  per  cent  of  the  details  for  different  individual  members  of  a 
bridge  can  be  seen  by  the  study  of  Table  I  and  the  estimate  in  Chapter 
XXI.  It  will  be  seen  that  there  is  a  great  variation  in  the  details 
depending  upon  the  make-up  of  the  member  and  other  conditions. 
The  estimater  should  work  out  numerous  problems  and  in  this  manner 
develop  his  estimating  sense. 
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(2)  Estimate  from  Detail  Drawings. — Detail  drawings  show  the 
main  members  partially  detailed.  The  drawings  give  the  number  and 
approximate  sizes  of  plates,  the  sizes  of  lacing  bars,  rivets,  etc.,  and 
the  approximate  rivet  spacing.  In  making  an  estimate  from  detail 
drawings  the  main  members  are  taken  from  the  drawings,  while  part 
of  the  details  are  supplied  by  the  estimater.  In  order  that  the  estimate 
be  accurate  the  estimater  must  be  familiar  with  the  shop  standards  of 
the  company  that  will  fabricate  the  structure. 

(3)  Estimate  from  the  Stress  Sheet. — In  this  method  the  weights 
of  the  main  members  are  calculated  directly  from  the  stress  sheet, 
while  the  weights  of  the  details  are  supplied  by  the  estimater.  The 
weight  of  the  details  may  be  estimated  (a)  by  adding  a  percentage  to 
each  member — end-post,  top  chord,  etc.,  or  (b)  by  adding  a  percentage 
to  the  total  weight  of  main  members,  exclusive  of  fence,  joists,  etc 
The  second  method  is  very  satisfactory  where  a  standard  type  of  bridge 
is  used,  while  the  first  method  should  always  be  used  for  new  types 
of  construction. 

Approximate  estimates  may  be  obtained  from  calculated  wei^ts, 
as  shown  in  Chapter  II.  This  method  is  quite  accurate  when  the  tables 
or  diagrams  have  been  calculated  for  the  standards  in  use. 

Accuracy   of   Estimates. — The   rolls   used   in   rolling  sections  are 
designed  to  give  a  section  of  the  required  weight  when  the  rolls  are 
new,  so  that  sections  are  usually  slightly  heavier  than  the  figured 
weights  due  to  the  wear  or  the  spreading  of  the  rolls.     The  allowable 
overweights  of  sections  and  plates  are  given  in  the  Specifications  in 
Appendix  I.     It  is  commonly  specified  that  the  actual  weight  of  fabri- 
cated steel  work  may  vary  not  more  than  2i  per  cent  from  the  figured 
weight.     This  means  that  where  fabricated  structural  steel  is  bought 
at  a  pound  i)rice,  tlie  purchaser  will  have  to  pay  for  the  actual  weight, 
providing  it  does  not  exceeil  the  calculated  weight  by  more  than  2J 
per  cent.     Where  fabricated  structural  steel  work  is  more  than  2i  p^r 
cent  lij[(liter  than  the  calculated  weight,  the  purchaser  may  refuse  to 
accept  the  material.     This  latter  case  never  occurs  unless  sections  lighter 
than  those  shown  on  the  drawings  are  substituted.     The  estimate  made 
from  sliop  (Irawiiigs  should  be  used  as  a  basis  for  comparison.    'Hie 
results  obtained  from  the  detail  drawings  or  from  stress  sheets  should 
not  vary  from  shipping  weight  by  more  than  ij  to  2  per  cent,  and 
should  be  a  little  heavy  rather  than  light.     Estimates  from  stress  sheets 
should  be  made  onlv  bv  a  skilled  estimater. 
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Shop  Waste, — The  shipping  weight  of  fabricated  structural  steel 
will  be  less  than  the  weight  of  the  rolled  steel,  due  to  the  loss  in  rivet 
slugs,  clippings,  beveled  cuts,  milling,  etc.  This  loss  will  vary  from 
3  to  5  per  cent  for  highway  bridges. 

Estimate  of  Lumber. — Lumber  is  estimated  in  board  feet,  a  board 
foot  being  a  piece  12  in.  square  and  i  in.  thick.  Commercial  sizes  of 
lumber  are  less  than  the  stated  dimensions,  so  that  where  full  sized 
timbers  are  desired  it  is  necessary  to  specify  this  explicitly.  Specifi- 
cations for  bridge  timbers  are  given  in  Chapter  XVIII. 

Weight  of  Floor. — The  weight  of  oak  is  commonly  taken  as  4^ 
and  pine  3^  lbs.  per  foot  B.  M.  The  actual  weights  of  other  materials 
should  be  calculated,  see  Chapter  II  and  Appendix  I. 

Miscellaneous  Data. — The  American  Bridge  Company's  standards 
contain  the  following  data:  For  low  spans  the  center  to  center  length 
should  equal  the  clear  span  plus  i  ft.  6  in. ;  while  the  length  over  all 
is  equal  to  the  c  to  c  length  plus  i  ft.  For  high  trusses  the  center  to 
center  length  should  equal  the  clear  span  plus  2  ft. ;  while  the  length 
over  all  is  equal  to  the  c  Xo  c  length  plus  i  ft.  6  in. 

Standard  lattice  rail  is  made  of  two  angles  2^"  X  2"  X  A">  18" 
back  to  back,  with  double  lacing  made  of  i^"  X  t%",  12"  center  to 
center.  Total  weight  of  this  rail  is  9^  lbs.  per  lineal  foot,  plus  25  lbs. 
for  each  end.  This  weight  does  not  include  the  posts.  Posts  for  gas 
pipe  rail  weigh  25  lbs.  each  and  should  be  placed  at  each  panel  point 
and  midway  point. 

Anchor  bolts  for  high  spans  may  be  estimated  at  20  lbs.  per  span. 
Anchor  bolts  for  low  truss  spans  may  be  estimated  at  16  lbs.  per  span. 
Floor  bolts  through  wheel  guard  weigh  i  lb.  per  lineal  foot  of  span. 

In  estimating  the  weight  of  sidewalk  brackets  run  the  floorbeam  out 
a  distance  equal  to  the  clear  width  of  the  sidewalk  and  add  100  lbs.  for 
the  weight  of  the  railing  post. 

ESTIMATE  OF  COST.— The  cost  of  a  steel  highway  bridge  may 
be  divided  into  (i)  cost  of  material,  (2)  cost  of  fabrication,  (3)  cost 
of  transportation,  (4)  cost  of  erection,  (5)  cost  of  substructure,  and 
(6)  profit.  The  subject  of  costs  is  a  very  difficult  matter  to  handle, 
and  the  author  would  caution  the  reader  to  use  the  data  given  on  the 
following  pages  with  great  care,  for  the  reason  that  costs  are  always 
relative  and  what  may  be  a  fair  cost  in  one  case  may  be  sadly  in  error 
in  another  case,  which  appears  to  be  an  exact  parallel.  The  price  of 
labor  will  be  given  in  each  case  or  the  cost  will  be  charged  on  the  basis 
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of  40  cents  per  hour,  which  includes  labor,  cost  of  management,  tools. 
The  costs  given  below  are  the  average  costs  for  a  shop  with  a  capacity 
of  about  1,000  tons  per  month  that  has  made  a  specialty  of  highway 
bridge  work.     The  costs  given  are  based  on  a  charge  of  40  cents  per 
hour  for  the  number  of  hours  actually  consumed  in  getting  out  the  con- 
tract.    This  charge  is  assumed  to  cover  the  cost  of  management,  cost 
of  operation  and  maintenance,  as  well  as  the  cost  of  labor.     The  cost 
of  management  in  a  small  shop  is  very  low,  but  in  a  large  concern  it 
may  amount  to  as  much  as  35  to  40  per  cent  of  all  the  other  charges 
combined.     For  this  reason  small  shops  can  often  fabricate  light  high- 
way bridge  steel  for  a  less  cost  than  the  large  shops.     The  prices  given 
are  about  an  average  of  those  used  by  the  agents  of  the  company  above, 
and  have  been  checked  against  actual  costs  for  the  greater  part    For 
additional  data  on  the  costs  of  structural  steel,  see  the  author's  "  The 
Design  of  Steel  Mill  Buildings  "  and  "  The  Design  of  Walls,  Bins  and 
Grain  Elevators." 

Cost  of  Material. — The  price  of  structural  steel  is  quoted  in  cents 
per  pound  delivered  free  on  board  cars  (f.  o.  b.)  at  the  point  at  which 
quotation  is  made.  Current  prices  may  be  obtained  from  the  Engi- 
neering News,  Iron  Age,  or  other  technical  papers.  Present  prices 
(1908)  f.  o.  b.  Pittsburg,  Pa.,  are  as  follows: 

TABLE   LXVI. 

Prices  of  Structural  Stefx  (1908).  F.  O.  B.  Pittsbukg,  Pa.,  in  Cents  Pa 

Pound. 

Price  in  Ctt- 
Material.  Per  Lb. 

I  beams  18"  and  over 1.70 

I  beams  and  channels  3"  to  15" 1.60 

Angles  3"  to  6"  inclusive 1.70 

Angles  over  6" 1.80 

Tees  3"  and  over  1.80 

Zees  3"  and  over   1.70 

Channels,  angles,  T's  and  Z's  under  3" 1.60 

Plates,  structural,  base   I.60 

Plates,  flange,  base I.70 

Bars  and  rivet  rods 1.60 

Deck  beams  and  bulb  angles 1.90 

Checkered  plates  2.25 

Forged  rounds  5"  to  1 1"  diameter 2.75 

Eye-bar  flats  8"  to  12"  inclusive 2.10 

Eye-bars  over  6"  and  under  8" i.QO 

Eye-bars  6"  and  under 1.60 


« 
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Eye-bars  over  12"  wide  subject  to  special  arrangement. 

Rolled  rounds  over  3"  diameter,  18"  long  or  over,  0.35  cents  per  lb.  extra. 

Rolled  rounds  over  3"  diameter,  under  18"  long,  0.65  cents  per  Jb.  extra. 

The  prices  above  are  net  with  the  exception  of  those  for  plates  and 
bars  which  are  subject  to  standard  extras  as  follows : 

Extras. — Shapes,  Plates  and  Bars: 

(Cutting  to  length.) 

Under  3'  to  2',  inclusive 0.25  cts.  per  lb. 

Under  2'  to  i',  inclusive 0.50        " 

Under  i'  -T^ 1.55 

Extras — Plates   (Card  of  January  y,  1902): 

Base  i"  thick,  100"  wide  and  under,  rectangular   (see  sketches). 
Weights — see  Mfgr's.  Standard  Specifications,  Carnegie  or  Cambria  Hand- 
Books. 

Per  100  Lbs. 

Widths— 100"  to  no'' $  .05 

no"  to  115" ID 

115"  to  120'' 15 

120"  to  125" .25 

125"  to  130" 50 

Over  130"  ..  •. i.oo 

Gages  under  i"  to  and  including  A" 10 

Gages  under  A"  to  and  including  No.  8 15 

Gages  under  No.  8  to  and  including  No.  9 .25 

Gages  under  No.  9  to  and  including  No.  10 30 

Gages  under  No.  10  to  and  including  No.  12 40 

Complete  circles .20 

Boiler  and  flange  steel 10 

Marine  and  fire  box 20 

Ordinary  sketches    10 

(Except  straight  taper  plates,  varying  not  more  than  4"  in  width  at  ends, 
narrowest  end  not  less  than  30",  which  can  be  supplied  at  base  prices.) 

TABLE  LXVII. 
Standard  Classification  of  Extras  on  Iron  and  Steel  Bars.* 

Rounds  and  Squares. 
Squares  up  to  4I  inches  only.    Intermediate  sizes  take  the  next  higher  extra. 

Per  xoo  Lbs. 

I   to  3      inches  Rates. 

I   to    H       "  $0.10  extra. 

i  to    A       "  20 

A  "  40 

I  "  50 

♦Adopted  August,  1902. 
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A  inches jfo  extra. 

i  and  /n       -       JO      - 

^  "      ix»     • 

A  "         2J0O        - 

3t*<  to  3i  **  15  " 

3Ato4  *  ^S  " 

4i*«to4i  "  ^W  ** 

4ic  to  5  "  -JO  " 

5*  to  si  "  50  " 

5i  to6  -  rs  • 

61  to  6i  "  IX»  - 

6i  tori  "  1^5  • 

Flat  Bars  and  Heavy  Bands, 

PcTMoUtL 

I       to     6  inches  x  i  to  i  inch  Rates. 

I      to     6  *  X  I  and  A  "  $0-2o  extra. 

M  to       \l  "  X  I  to  I  -•  40  " 

H  to       ii  "  X  i  and  A  "  50  - 

A  and    i  "  X  i  to  \  "  50  - 

A  and    i  "  x  i  and  A  **  70  - 

h  "  X  i  and  A  *•  .90  " 

i  -  X  i  and  A  "  i.io  - 

A  "     X  i  "     1.00     - 

A  "  X  i  and  A  "  i-»  ** 

I  •  X  i  and  A  **  i.fo  " 

\k  to     6  *•  X  I  '/r;  to  I A  "  10  " 

li  to     6  ••  X  li    to  i;  -  .20  " 

1 2      to      6  ••        X    K     to  2I  "        ^:80       " 

^t     to     6  '•       x3      to  4  **       «to      - 

COST  OF  FABRICATION.— The  cost  of  fabricati.^  of  steel 
bridges  may  be  divided  intr»  ia»  c-'St  uf  drafting.  ib<  cost  of  mill 
detaih,  and  '  c  »  cost  of  sh«jp  lalx»r. 

I  a  »  Cost  of  Drafting. — Tlie  cost  m  drafting  \*aine5  w*!th  the  char- 
acter of  tlie  Ijrid^'e  and  the  <h« 'p  niethcMls  oi  the  bridge  conipa^y- 
Ti.ere  are  two  methods  in  c-mmon  ii<e  for  detailing  bridges.  Thenr?t 
irctr.'  d  is  to  make  the  (irawings  so  complete  that  templates  can  be 
r:a!e  f^r  each,  individual  piece,  separately  on  the  bench.  The  second 
r::cth''!  is  to  give  on  the  drawings  only  siifiicient  dimensions  to  locate 
t!:e  ::ner-ecti'»n-  "f  the  members  and  the  positions  of  the  pieces,  lean"? 
the  temi'late  maker  to  \v'»rk  out  the  details  on  the  la\-in£r-out-fl'>^^- 
The  fir^t  metl:'-!  is  illustrated  in  i'v^>.  102  and  2^^  and  the  seconu  m 
Figs.  I'^h  and  159.  Most  small  bridge  companies  use  the  secc-na 
method,  while  the  .\merican  liridge  Company  and  other  large  briog* 
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companies  use  the  first  method.  The  cost  of  making  details  by  the 
second  method  will  vary  from  $i.oo  to  $2.00  per  ton;  while  the  cost 
of  making  details  by  the  first  method  varies  from  $2.00  to  $4.00  per  ton. 

(b)  Cost  of  Mill  Details. — The  American  Bridge  Co.'s  card  for 
cost  of  mill  details  differs  somewhat  from  the  standard  card  of  cost  of 
mill  details  given  in  the  author's  book  on  "  The  Design  of  Steel  Mill 
Buildings/'  Chapter  XXVIII. 

American  Bridge  Co/s  card  of  cost  of  mill  details: 

Mill  rates : 

"a"— 0.15  cts.  per  lb. 

This  covers: 

Plain  punching  i  size  hole  in  web  only. 

Plain  punching  I  size  hole  in  one  or  both  flanges. 

"fr"— 0.25  cts.  per  lb. 

This  covers  plain  punching  one  size  hole  in  either  web  and  one  flange  or 
web  and  both  flanges.  (The  holes  in  the  web  and  flange  must  be  of  the  same 
size.) 

"c" — 0.30  cts.  per  lb. 

This  covers: 

Punching  of  2  size  holes  in  the  web  only. 

Punching  of  2  size  holes  in  one  or  both  flanges. 

"d"—o.3S  cts.  per  lb. 

This  covers  punching  and  assembling  into  girders.  Coping,  ordinary 
beveling,  including  riveting  and  bolting  of  standard  connection  angles  (this 
class  includes  beams  shipped  with  connection  angles  bolted). 

"  e  " — 0.40  cts.  per  lb. 

This  covers  the  punching  of  one  size  hole  in  the  web  and  another  size  hole 
in  the  flanges. 

"/"— 0.15  cts.  per  lb. 

This  covers  cutting  to  length  with  less  variation  than  plus  or  minus  I". 

"r" — 0.50  cts.  per  lb. 

This  covers  beams  with  cover  plates,  shelf  angles  and  ordinary  riveted 
beam  work,  unless  they  are  charged  under  class  "  d." 

If  this  work  consists  of  bending  or  any  unusual  work,  the  beams  should  not 
be  included  in  the  beam  classification  but  estimated  the  same  as  riveted  work. 
On  all  material  estimated  for  cost  at  mill  rates,  10  cts.  per  100  lbs.  is  to  be 
allowed  for  painting  and  5  cts.  per  100  lbs.  is  to  be  allowed  for  drawings. 

Fittings. — All  fittings,  whether  loose  or  attached,  such  as  angle  connections, 
bolts,  separators,  tie  rods,  etc.,  whenever  they  are  estimated  on  in  connection 
with  beams  or  channels,  to  be  charged  at  1.55  cts.  per  lb.  over  and  above  the 
base  price.  The  extra  charge  for  painting  is  to  be  added  to  the  price  for  fittings 
also.  The  base  price  on  which  fittings  are  based  is  not  the  base  price  of  the 
beams  to  which  they  are  attached,  but  is  in  all  cases  the  base  price  of  beams  15" 
and  under.  The  above  rates  will  not  include  painting  or  oiling,  which  should  be 
charged  at  the  rate  of  o.to  cts.  per  11).  for  one  coat,  over  and  above  the  base 
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price  plus  the  extra  specified  above.  For  plain  punched  beams,  where  hoies  of 
more  than  two  sizes  are  used,  0.15  cts.  per  lb.  should  be  added  for  each  addi- 
tional size  hole;  for  example — Plain  punched  beams,  where  three  size  holes 
occur,  would  be  indicated  as  "' e"  plus  0.15  cts.;  four  size  holes  as  "e"  plus 
0.30  cts.;  for  example — A  beam  with  i"  and  }"  holes  in  the  flanges  and 
i"  and  3"  holes  in  the  web  should  be  included  in  class  **  e." 

Cutting  to  length  can  be  combined  with  any  of  the  other  rates  except  "rf' 
and  would  have  to  be  indicated,  for  example — Plain  punching  one  size  hole  io 
cither  web  and  one  flange,  or  web  and  both  flanges,  and  cutting  to  length  would 
be  marked  "  hf"  which  would  establish  a  total  charge  of  040  cts.  per  Ih. 

Note,  to  class  "  c/  " : 

Xo  extra  charge  can  be  rendered  to  this  class  for  punching  various  size 
holes  or  cutting  to  length ;  in  other  words,  if  a  beam  is  coped,  or  has  connec- 
tion angles  riveted  or  bolted  to  it,  it  makes  no  difference  how  many  size  hdcs 
are  punched  in  this  beam — the  extra  will  always  be  the  same,  namely.  0.35  cts. 

Beams  with  shelf  angles,  short  scat  angles  or  cover  plates  are  strictly  not 
covered  by  card  rates.  They  can  be  charged  either  under  class  **  d*'  this  rate 
covering  only  the  beam  proper,  in  which  case  all  other  material  ought  to  be 
rated  as  fittings  with  the  charge  of  1.55  cts.  per.  lb.  over  and  above  the  base 
price,  or  they  can  be  classified  under  a  special  shop  rate,  "r,"— 0.50  cts.  per  lb. 
This  rate  applies  to  all  material  forming  the  piece.  It  is  the  intention  to  charge 
whatever  figures  are  the  lowest,  in  order  to  give  the  customer  the  benefit  of  the 
doubt.  In  preparing  the  estimate,  beam  material  should  be  marked  with  the 
letter  "  h"  and  to  this  should  be  added  the  letter  giving  the  classification,  thus: 
A  beam  punched  with  one  size  hole  in  one  or  both  flanges  will  be  marked 
"  b  a,"  etc. 

Tn  onlcrin^'  material  from  tlic  mill  the  following  items  should  be 
borne  in  mind:  \\1icre  beams  bntt  at  each  end  against  some  other 
member,  order  the  beams  \  inch  shorter  than  the  figured  lengths;  this 
will  allow  a  clearance  of  .[  inch  if  all  beams  come  f  of  an  inch  too 
long.  Where  beams  are  to  be  built  into  the  wall,  order  them  in  full 
len^'ths,  making  no  allowance  for  clearance.  Order  small  plates  in  mul- 
tiple lengths.  Irregular  ])lates  on  which  there  will  be  considerable 
waste  should  be  ordered  cut  to  template.  Mills  will  not  make  reentrant 
cuts  in  plates.  Allow  .{  of  an  inch  for  each  milling  for  members  that 
have  to  be  faced.  Order  web  plates  for  girders  J  to  i  inch  narrower 
than  the  distance  back  to  back  of  angles.  Order  as  nearly  as  possible 
every  thing  cut  to  rccjuired  length,  except  where  there  are  liable  to  be 
changes  made,  in  which  case  order  long  lengths. 

ft  is  often  ])ossible  to  reduce  the  cost  of  mill  details  by  having  the 
mills  do  only  j)art  of  the  work,  the  rest  being  done  in  the  field,  or  by 
sending  out  from  the  sho])  to  be  riveted  on  in  the  field  connection  angles 
and  other  small  details  that  would  cause  the  work  to  take  a  verv  much 
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higher  price.  Standard  connections  should  be  used  wherever  possible, 
and  special  work  should  be  avoided. 

The  classification  of  iron  and  steel  bars  is  given  in  Table  LXVII. 
The  full  extra  charges  for  sizes  other  than  those  taking  the  base  rate 
are  seldom  enforced;  one-half  card  extras  being  very  common. 

In  estimating  the  cost  of  plain  material  in  a  finished  structure  the 
shipping  weight  from  the  structural  shop  is  wanted.  The  cost  of 
material  f.  o.  b.  the  shop  must  therefore  include  the  cost  of  waste, 
paint  material,  and  the  freight  from  the  mill  to  the  shop.  The  waste  is 
variable  but  as  an  average  may  be  taken  at  4  per  cent.  Paint  material 
may  be  taken  as  one  dollar  per  ton.  The  cost  of  pldin  material  at  the 
shop  would  be 

Average  cost  per  pound  f.  o.  b.  mill,  say 1.75    cts. 

Add  4  per  cent  for  waste 07 

Add  $1.00  per  ton  for  paint  material 005 

Add  freight  from  mill  to  shop  (Pittsburg  to  Chicago) 165 

Total  cost  per  pound  f.  o.  b.  shop 1.990    " 

To  obtain  the  average  cost  of  steel  per  pound  multiply  the  pound 
price  of  each  kind  of  material  by  the  percentage  that  this  kind  of 
material  is  of  the  whole  weight,  the  sum  of  the  products  will  be  the 
average  pound  price,  see  pp.  424  and  449. 

(c)  Cost  of  Shop  Labor. — The  cost  of  shop  labor  may  be  calcu- 
lated for  the  diflferent  parts  of  the  bridge  or  the  cost  may  be  calculated 
for  the  bridge  as  a  whole. 

Cost  of  Individual  Parts  of  Bridges. — The  cost  of  fabricating 
joists  and  other  similar  members  should  be  estimated  on  the  basis  of 
mill  details,  which  see. 

Eye-bars. — The  shop  cost  of  eye-bars  varies  with  the  size  and 
length  of  the  bars  and  the  number  made  alike.  The  following  costs 
are  a  fair  average:  Average  shop  costs  of  bars  3  inches  and  less  in 
width  and  f  inch  and  less  in  thickness  is  from  1.20  to  1.80  cts.  per  lb., 
depending  upon  the  length  and  size.  A  good  order  of  bars  running 
2^"  X  f "  to  3"  X  3"»  and  from  16  to  20  ft.  long,  with  few  variations 
in  size,  will  cost  about  1.20  cts.  per  lb.  Large  bars  in  long  lengths 
ordered  in  large  quantities  can  be  fabricated  at  from  0.55  to  0.75  cts. 
per  lb.  To  get  the  total  cost  of  eye-bars  the  cost  of  bar  steel  must  be 
added  to  the  shop  cost.  Half  card  extras  given  in  Table  LXVII 
should  ordinarily  be  added  to  the  base  price  of  plain  steel  bars. 
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Chords,  Posts  and  Tozccrs. — In  lots  of  at  least  four,  the  shop  cost 
is  about  as  follows:  Members  made  of  two  channels  and  a  top  plate 
with  lacing  on  the  bottom  side,  or  two  channels  laced  on  both  sides 
cost  about  i.oo  to  0.85  cts.  per  lb.  for  pin-connected  members  we^^hiqg 
from  600  to  1 ,500  lbs. ;  and  about  0.80  to  0.70  cts.  per  lb.  for  members 
with  riveted  end  connections.  Members  made  of  four  angles  laced  cost 
from  0.80  to  1. 10  cts.  per  lb.  for  members  with  riveted  ends.  Members 
made  of  two  angles  battened  will  cost  about  0.50  cts.  per  lb.  Angles 
used  without  end  connections  should  have  their  cost  estimated  on  the 
basis  of  mill  details,  which  see. 

Pins. — The  cost  of  chord  pins  will  var}'  with  the  size,  number  and 
other  requirements.  The  shop  cost  of  chord  pins  and  nuts  may  be 
estimated  at  from  2.00  to  3.00  cts.  per  lb.  Rollers  will  cost  practically 
the  same  as  pins.  Rolled  rounds  (pin  rounds)  are  used  for  making 
pins  and  rollers. 

Latticed  Fence. — The  shop  cost  of  light  simple  latticed  fence  made 
of  two  2"  X  2"  angles,  wilh  double  lacing  and  about  18"  deep,  will  be 
al)out  2.00  cts.  per  lb. ;  while  the  shop  cost  of  latticed  fence,  with  orna- 
mental rosettes  or  ornamental  plates,  may  be  as  much  as  4.00  or  5.00 
cts.  per  lb. 

Floorbeams. — Plate  girders  used  for  floorbeams  will  cost  from  0.60 
to  1.25  cts.  per  11)..  depending  upon  the  weight,  details  and  number 
iimde  at  one  time,  inoorbeanis  made  of  rolled  I-beams  will  cost  from 
0.50  to  0.75  cts.  per  lb. 

Shop  Costs  of  Structures  as  a  Whole. — The  cost  will  be  taken  up 

iiinler  the  head  of  pin-cunnected  bridges,  riveted  bridges,  plate  girder 
hridi^'es,  cnnihination  bridge  metal,  and  Howe  truss  metal. 

Shop  Cost  of  Pin-conncctcd  Bridges. — The  shop  costs  of  pin- 
connected  hit^Iiway  bridges,  exclusive  of  fence  and  joists,  are  about 

as  follo\v> : 

Bridges  weigliing  5.000  lbs.  and  less 1. 30  cts.  per  lb. 

*'        ;.ooc)  to     10.000  lbs 1.20 

"  "      10.000  to    20,000  lbs I.oo 

20.000  to     40,000  lbs 0.90 

40.000  to     60.000  lbs 0.80 

60.000  to  100,000  lbs 0.75 

The<e  costs  include  detailing  and  one  coat  of  shop  paint  F<^^ 
reaming  add  0.15  cts.  per  lb. 
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Shop  Cost  of  Riveted  Truss  Bridges. — The  shop  costs  of  riveted 
truss  bridges,  exclusive  of  fence  and  joists,  are  about  as  follows: 

Bridges  weighing  5,000  lbs.  and  less 1.15  cts.  per  lb. 

"  "       5,000  to     10,000  lbs i.oo        " 

"  "      10,000  to    20,000  lbs 0.90        " 

"  "     20,000  to     40,000  lbs 0.85 

"  "     40,000  to     60,000  lbs 0.75 , 

"  "     60,000  to  100,000  lbs 0.70 


« 

ft 
it 


"  "         10,000  to    20,000  lbs 0.85  "      " 


These  costs  include  detailing  and  one  coat  of  shop  paint.  For 
reaming  add  0.15  cts.  per  lb. 

Shop  Cost  of  Plate  Girder  Bridges. — The  shop  costs  of  plate  girder 
highway  bridges,  exclusive  of  fence  and  joists,  are  about  as  follows: 

Spans  weighing  10,000  lbs.  and  less 0.90  cts.  per  lb. 

10,000  to    20,000  lbs 0.85 

20,000  to    40,000  lbs 0.75 

"  "        40,000  to    60,000  lbs 0.70  "      " 

"  "        60,000  to  100,000  lbs 0.50-0.60        "      " 

The  above  costs  include  detailing  and  one  coat  of  shop  paint.  For 
reaming  add  0.15  cts.  per  lb. 

Shop  Cost  of  Tubular  Piers  and  Culverts. — The  shop  costs  of  steel 
tubular  pier  shells  and  steel  culvert  pipe  are  about  as  follows : 

Tubes  18"  to 24"  diameter,  J"  metal i.oo  cts.  per  lb. 

"      24"  to  30"  diameter,  J"  to  f "  metal 0.75  to  0.65      "      " 

"      30"  to  48"  diameter,  i"  to  f "  metal 0.70  to  0.60      "      " 

"      48"  to  72"  diameter,  J"  to  J"  metal 0.65  to  0.50      "      " 


The  above  shop  costs  include  detailing  and  one  coat  of  shop  paint. 
The  necessary  bracing  and  rods  for  tubular  piers  are  included. 

The  Cost  of  Combination  Bridge  Metal. — Where  the  bars  and  rods 
are  standard  and  the  castings  are  made  from  standard  patterns,  the 
metal  for  combination  bridges  can  be  fabricated  at  about  the  same  cost 
per  lb.  as  for  pin-connected  spans  weighing  the  same  as  the  weight  of 
the  metal  in  the  combination  bridges. 

The  Shop  Cost  of  Howe  Truss  Bridge  Metal. — The  shop  cost  of 
highway  bridge  castings  made  from  standard  patterns  is  from  1.50  to 
2.00  cts.  per  lb.  The  shop  cost  of  the  plates,  rods  and  other  miscella- 
neous iron  work  will  cost  2.00  to  2.50  cts.  per  lb. 
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TRANSPORTATION.— Fabricated  bridge  steel  commonly  takes 
a  "  fifth-class  rate  "  when  shipped  in  car  load  lots,  and  a  "  fourth-class 
rate"  when  shipped  "local"  (in  less  than  car  load  lots).  The  mini- 
mum car  load  depends  upon  the  railroad  and  varies  from  20,000  to 
30,000  lbs.  Tariff  sheets  giving  tailroad  rates  may  be  obtained  from 
any  railroad  company.  The  shipping  clerk  should  be  provided  with 
the  clearances  of  all  tunnels  and  bridges  on  different  lines  so  that  the 
car  may  be  properly  loaded. 

ERECTION. — The  cost  of  erection  ordinarily  includes:  (i)  tbc 
cost  of  hauling  the  bridge  to  the  bridge  site;  (2)  the  building  of  the 
falsework  and  the  placing  of  the  steel  in  position;  (,3)  the  riveting  up 
of  the  bridge,  and  (4)  painting  the  steel  and  the  woodwork. 

Hauling. — Transportation  over  country  roads  will  ordinarily  cost 
about  25  cts.  per  ton  mile,  in  addition  to  the  cost  of  loading  and  unload- 
ing. In  estimating  the  cost  of  hauling  on  any  particular  job  the  length 
of  haul,  kind  of  roads,  price  of  teams  and  labor,  and  the  character  of 
the  teams  should  be  considered.  The  cost  of  loading  on  the  wagons 
and  unloading  will  depend  upon  the  local  conditions,  but  will  ordinarily 
be  from  25  to  50  cts.  per  ton. 

Falsework. — If  piles  are  to  be  used  the  cost  should  be  carefully 
estimated.  The  cost  of  the  piles  in  place  will  vary  with  the  cost  of 
piles  and  local  coiulitions.  Under  ordinary  conditions  piles  in  false- 
work will  cost  from  25  to  50  cts.  per  lineal  foot  in  place.  The  cost  of 
the  timber  will  depend  u])on  local  conditions  and  upon  what  use  is  made 
of  it  after  erection.  The  flooring  plank  can  often  be  used  in  the  false- 
work without  serious  injury.  The  cost  of  erecting  the  timber  in  the 
falsework  will  ordinarily  be  from  $6.00  to  $8.00  per  thousand  ft.  B.  M. 

Erection  of  Tubular  Piers. — The  cost  of  setting  tubular  piers  will 
depend  upon  the  conditions.  Tubes  36  inches  in  diameter  and  20  ft. 
ionc^  have  been  set  in  favorable  locations  for  $25.00  per  pair,  not  includ- 
ing the  driving  of  the  ])iles  or  the  placing  of  the  concrete.  It  is,  how- 
ever, not  safe  to  estimate  the  cost  of  setting  tubes  from  36  to  48  inches 
in  diameter  under  even  favorable  conditions  at  less  than  $2.00  per  lineal 
foot  of  tube.  When  the  cost  of  setting  tubes  is  estimated  by  weight,  it 
should  be  figured  at  from  5^ro.oo  to  $20.00  per  ton,  for  ordinary  con- 
ditions. Tt  will  commonly  cost  from  25  to  50  cts.  per  lineal  ft.  to  drive 
piles  in  tubes,  in  addition  to  the  cost  of  the  piles,  which  will  vary  from 
ro  to  20  cts.  per  lineal  foot.  For  methods  of  erecting  steel  tubular 
piers,  see  Chapter  XV. 
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Placing  and  Bolting. — The  cost  of  placing  and  bolting  up  riveted 
spans,  and  erecting  pin-connected  spans,  no  rivets  being  driven,  is  about 
as  follows: 

Spans  from  30  to    60  ft $12.00  to  $15.00  per  ton. 

"  60  to  100  ft 10.00  to     12.00       " 

"  100  to  150  ft 9.00  to     10.00       " 

"  150  ft.  and  up 8.00  " 

The  cost  of  driving  field  rivets  in  pin-connected  spans  will  vary 
from  7  to  12  cts.  per  rivet,  while  the  cost  of  driving  rivets  in  riveted 
trusses  will  vary  from  6  to  10  cts.  per  rivet.  The  number  of  rivets  in 
riveted  low  trusses  depends  upon  the  number  of  panels  and  the  style  of 
details,  and  will  be  about  155  to  200  for  a  three-panel  bridge,  and  400 
to  500  for  a  six-panel  bridge.  The  number  of  rivets  in  a  through 
riveted  highway  bridge  will  be  about  250  to  300  for  a  four-panel  bridge 
and  1,300  to  1,500  for  a  nine-panel  bridge.  Pin-connected  bridges  ordi- 
narily have  about  i  as  many  field  rivets  as  a  riveted  bridge  of  similar 
dimensions. 

Cost  of  Erecting  Combination  Bridges. — Mr.  O.  E.  Peppard,  Mis- 
soula, Montana,  who  has  had  a  wide  experience,  gives  the  following  as 
average  costs  for  erecting  combination  bridges  of  100-  to  200-ft.  span, 
labor  being  estimated  at  $3.00  per  day  of  10  hours :  Falsework,  30  to 
50  cts.  per  lineal  foot  of  span ;  erecting  the  lumber  in  the  span,  $10.00 
per  thousand  ft.  B.  M. ;  erecting  iron  and  steel  in  the  span,  $10.00  per 
ton;  erecting  timber  joist,  $3.00  per  thousand  ft.  B.  M. ;  painting  the 
timber,  $2.00  per  thousand  ft.  B.  M. ;  painting  the  iron  and  steel,  $2.00 
per  ton. 

Mr.  Peppard  gives  the  cost  of  erecting  a  200-ft.  span  combination 
highway  bridge  with  16- ft.  roadway,  designed  for  a  live  load  of  800 
lbs.  per  lineal  foot  of  span,  as  follows : 

Placing  the  falsework,  200  lineal  foot  @  50  cts $100.00 

Erecting  the  timber  in  the  span,  16,200  ft.  B.  M.  @  $10.00 162.0a 

Erecting  the  iron  and  steel  in  span,  14.65  tons  @  $10.00 146.5a 

Erecting  joists  and  flooring,  16,500  ft.  B.  M.  @  $3.00 49-SO 

Painting  timber  in  trusses  and  fence,  16,200  ft.  B.  M.  @  $2.00  32.4a 

Painting  steel  and  iron,  14.65  tons  @  $2.00 29.30 

Transportation  of  men  and  tools 50.00 

Depreciation  and  interest  on  tools 30.0a 

Total  cost  of  erection $S997o 
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COST  OF  PAINTING.— The  amount  of  materials  required  to 
make  a  gallon  of  paint  and  the  surface  of  steel  work  covered  by  one 
gallon  are  given  in  Table  LXVIII.  Steel  bridges  should  be  painted 
with  one  coat  of  linseed  oil,  linseed  oil  with  lampblack  filler,  or  red 
lead  paint  at  the  shop;  and  two  coats  of  first-class  paint  after  erection. 
The  two  field  coats  should  be  of  different  colors ;  care  being  used  to 
see  that  first  coat  is  thoroughly  dry  before  applying  the  second  coat 
Steel  bridges  ordinarily  need  repainting  every  three  or  four  years. 

TABLE  LXVIII. 
Average  Surface  Covered  per  Gallon  of  Paint. 


Paint. 


Iron  oxide  (powdered).... 
Iron  oxide  (ground  in  oil). 

Red  lead  (powdered) 

White  lead  (ground  in  oil). 
Graphite  (ground  in  oil)... 

Black  asphalt 

Linseed  oil  (no  pigment). 


VoLUMB  OF  Oil. 


]  I 

Pounds  op  j      Volume  and 
Pigment.  ,  Wbight  op  Paint. 


Squari  Fikt. 


I  Coat 


sCoau. 


gal. 


t* 


it 


(turp. ) 


Gals. 

Lbt. 

8.00 

1.2  = 

16.00 

600 

,VJo 

24.75 

2.6  = 

^  32.75 

630 

375 

22.40 

14  = 

=  3040 

630 

375 

25.00 

1.7  = 

=  33.00 

500 

300 

12.50 

2.0  = 

:  20.50 

630 

350 

17.50 

4.0  — 

:  30.00 

515 
875 

310 



Light  structural  work  will  average  about  250  square  feet,  and  heavy 
structural  work  about  150  square  feet  of  surface  per  net  ton  of  metal, 
while  No.  20  corrugated  steel  has  2,400  square  feet  of  surface. 

It  is  the  common  i)ractice  to  estimate  ^  gallon  of  paint  for  the  first 
coat  and  ^  gallon  for  the  second  coat  per  ton  of  structural  steel,  for 
average  conditions. 

The  price  of  ])aint  materials  in  small  quantities  in  Chicago  are 
(1908)  about  as  follows:  Linseed  oil,  50  to  60  cents  per  gal.;  iron 
oxide,  I  to  2  cents  per  lb. ;  red  lead,  7  to  8  cents  per  lb. ;  white  lead,  6  to 
7  cents  ])er  lb. ;  graphite,  6  to  10  cents  per  lb. 

A  good  painter  should  paint  1,200  to  1,500  square  feet  of  plate  sur- 
face or  corrugated  steel  or  300  to  500  square  feet  of  structural  steel 
w^ork  in  a  day  of  8  hours;  the  amount  covered  depending  upon  the 
amount  of  staging  and  the  ])aint.  A  thick  red  lead  paint  mixed  with 
30  lbs.  of  lead  to  the  gallon  of  oil  will  take  fully  twice  as  long  to  appb' 
as  a  graphite  paint  or  linseed  oil. 

The  amount  of  ])aint  and  the  cost  of  labor  in  painting  highway 
bridges,  as  computed  by  the  Youngstown  Bridge  Co.,  are  given  in  Table 
LXIX.  A  common  rule  has  been  to  ship  one  gallon  of  paint  for  each 
10  feet  of  bridge  for  each  field  coat. 


COST  OF   ABUTMENTS  i 


For  additional  information  on  paints  and  painting,  see  "  The  Design 
of  Steel  Mill  Buildings,"  Chapter  XXVII. 


Amount  of  Paint  i 


TABLE  LXIX. 
[  Gallons  and  Cost  of  Labor  i 


Painting  Highway 
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COST   OF   MASONRY   ABUTMENTS  AND   PIERS.— The 

cost  of  masonry  abutments  and  piers  varies  between  wide  limits, 
depending  upon  the  cost  of  stone,  cost  of  quarrying,  cost  of  dressing, 
cost  of  laying,  cost  of  mortar,  cost  of  superintendence,  cost  of  tools, 
cost  of  maintenance  and  depreciation  of  plant.  Space  will  not  permit 
a  discussion  of  all  the  above  items. 

Cost  of  Stone.— Tht  price  of  stone  is  usually  quoted  f.  o.  b.  at  the 
quarry,  and  varies  with  the  stone  and  location. 

Cost  of  Quarrying. — After  the  quarry  has  been  opened  in  limestone, 
two-man  stone  for  rubble  wall  can  usually  be  quarried  for  from  J  to  J 
the  cost  of  the  daily  wages  of  a  quarry  laborer  per  cu.  yd.  Stones 
ranging  from  ^  to  i  cu.  yd.,  that  have  to  be  blasted,  will  cost  per  cu. 
yd.  from  i  to  2  times  the  cost  of  the  daily  wages  of  one  man.  Dimen- 
sion stones  that  have  to  be  wedged  out  will  cost  twice  as  much  as  the 
large  stones  that  can  be  blasted.  This  estimate  is  high  for  sandstone 
and  low  for  granite. 

Cost  of  Dressing. — Rubble  is  roughly  scabbled  when  it  is  laid  and 
there  is  no  special  charge  for  dressing.     Dimension  stones,  if  dressed 
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to  lay  with  quarry  finish  and  fairly  close  joints,  will  cost  from  $1.00  to 
$3.00  per  cu.  yd.     Bush-hammering  costs  about  25  cents  per  sq.  ft 

Cost  of  Laying, — One  mason  and  a  helper  can  lay  from  4  to  5  cu. 
yds.  of  small  rubble  in  a  day  of  8  hours.  If  a  derrick  is  necessary  and 
some  dressing  required,  one  mason  and  a  helper  will  lay  only  from  2 
to  3  cu.  yds.  of  heavy  rubble  or  i^  to  2  cu.  yds.  of  dimension  stone  in 
a  day  of  8  hours. 

Cost  of  Mortar. — The  amount  of  mortar  required  varies  with  the 
specifications  and  the  stone  used.  Rubble  masonry  is  from  20  to  35 
per  cent  mortar.  Dimension  stone  masonry  is  from  10  to  15  per  cent 
mortar.  Knowing  the  cost  of  cement  and  sand,  the  cost  of  the  mortar 
can  be  estimated. 

Miscellaneous  Costs. — The  cost  of  superintendence,  tools,  mainte- 
nance and  depreciation  of  plant,  etc.,  can  only  be  estimated  on  the 
particular  work.  These  costs  may  vary  from  5  to  20  per  cent  of  the 
cost  above. 

COST  OF  REINFORCED  CONCRETE  ABUTMENTS  AND 
PIERS. — The  cost  of  reinforced  concrete  may  be  divided  into  cost  of 
cement,  cost  of  sand,  cost  of  broken  stone,  cost  of  forms,  cost  of  laying, 
cost  of  reinforcement,  cost  of  superintending,  etc. 

TABLE   LXX* 

Tncredients  IX  I  Cubic  Yard  of  Concrete:  Sand  Voids,  40  Per  Cent:  Stoxe 
Voids,  45  Per  Cent:  Portland  Cement,  Barrel  Yielding  3.65 
Cu.  Vt.  Paste.     Barrel  Specified  to  be  3.8  Cu.  Ft. 


Proportions  by  Volume 


Barrels    Cement    per  cuhic  yard   Concrete 
Cubic  yards  Sand    ** 
Cubic  yards  Stone  ** 


Proportions  by  Volume 


Barrels   Cement   per  cubic  yard    Concrete 
Cubic  yards  Sand    ** 
Cubic  vards  Stone  ** 


Proportions  by  Vou'Me. 


Barn'ls   Cement   per  cubic  yard    Concrete j       0.96 

Cubic  yards  Sand    "         "         **  "       0.40 

Cubic  vards  Stone  " 


Cement  is  to  be  measured  packed  in  tlic  barrel. 
*  From  Gillette's  "  Cost  Data,"  p.  255. 
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Ingredients  in  Concrete. — With  sand  voids  40  per  cent,  stone  voids 
45  per  cent,  and  a  Portland  cement  barrel  holding  3.8  cu.  ft.,  Gillette 
gives  relative  quantities  of  cement,  sand  and  broken  stone  as  in  Table 
LXX.  The  cement  is  measured  packed  in  the  barrel.  The  quantities 
for  other  percentages  of  voids  differ  considerably.  If  the  cement  is 
measured  loose  the  quantities  of  sand  and  stone  are  practically  the  same, 
but  the  amount  of  cement  is  reduced  from  10  to  15  per  cent. 

Cost  of  Materials, — The  cost  of  concrete  materials  varies  with  the 
location  and  must  be  obtained  before  preparing  an  estimate  of  cost. 
Portland  cement  (1908)  costs  about  $1.25  per  barrel  f.  o.  b.  works; 
sand  can  usually  be  obtained  delivered  on  wagons  at  $0.75  to  $1.00  per 
cu.  yd.;  broken  stone  can  usually  be  obtained  at  $1.00  to  $1.50  per 
cu.  yd.  f.  o.  b.  crusher. 

Cost  of  Forms. — The  cost  of  the  timber  for  forms  should  be  obtained 
locally.  Lumber  can  be  used  several  times,  commonly  from  3  to  5  times 
where  forms  are  torn  down  each  time,  and  almost  indefinitely  where 
forms  can  be  used  without  change;  so  that  the  first  cost  of  lumber 
should  be  distributed  over  all  the  concrete  laid  with  the  forms.  The 
amount  of  lumber  per  cubic  yard  varies  with  the  type  of  wall,  being 
very  much  greater  for  reinforced  than  for  plain  walls.  A  carpenter 
and  a  helper  should  be  able  to  place  one  M  ft.  B.  M.  in  two  days  of  8 
hours  each,  making  the  cost  from  $6  to  $8  per  M  ft.  B.  M. 

Cost  of  Mixing  and  Placing. — With  men  at  $1.50  per  day  and  a 
foreman  at  $3.00  per  day,  concrete  should  be  mixed  and  rammed  into 
place  for  from  $0.75  to  $1.25  per  cu.  yd.  If  the  reinforcement  is  trou- 
blesome or  the  wall  narrow  the  cost  may  be  higher.  This  does  not 
include  facing  which  will  cost  more.  If  machine  mixers  are  used  the 
cost  is  less  on  large  work. 

The  following  is  an  approximate  estimate  for  concrete  abutments 
containing  300  cu.  yds.,  the  concrete  being  mixed  by  hand : 

1.05  bbls.  Portland  cement  @  $2.50 $2,625 

0.40  cu.  yd.  sand  @  $1.00 0.40 

0.90  cu.  yd.  stone  @  $1.25 1.125 

Labor  mixing  and  placing  concrete i.oo 

Lumber  for  forms  @  $20.00  per  M 80 

Labor  on  forms  @  $8.00  per  M 28 

Total  per  cu.  yd $6,230 
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TABLE  LXXI. 

Cost  of  Concrete  Abutments  for  i8  Steel  Highway  Bridges  on  the  Illzxob 

AND  Mississippi  Canal. 


Excavation. 


Back- 


PILUNG. 


Natvkal 

Cemknt 

concrbtb. 


Portland 

Cbmbnt 
concrbtb. 


Cubic   c^j^ 
Yards. 


Highest  cost.  1 117.0 


Lowest  cost.. 
Average  cost 


574.3 
550.0 


36 
21 
26 


Cubic  C^n  -Cubic  'Dollar. 
Yards.  I  lards.  1 


200   I  26 


979 
600 


252 


^^H\  947 


20 


200 


6.54 

4.98 
6.00 


SLorB 
Paviicc. 


Pms 
DKnmL 


Cubic   Dollars  Cubic  .ijoH^IiDearlcatt. 


Yards. 


248 
248 
248 


0.86 
6.96 
8.00 


Yards 

340 
340 
320 


FecL 


2.39      768  '   63 

1.82      768  I   42 

2.10  !  768 1 50 


The  highest,  lowest  and  average  costs  for  building  the  concrete 
abutments  on  the  Hlinois  and  Mississippi  Canal  are  given  in  TaMe 
LXXL 

ESTIMATED  COST  OF  A  RIVETED  TRUSS  HIGHWAY 
BRIDGE.— A  detailed  estimate  will  be  made  of  a  11 1'  6"  riveted  Pratt 
steel  highway  bridge  over  the  Hlinois  and  Mississippi  Canal,  the  detail 
shop  plans  of  which  are  given  in  Figs.  162  and  163. 

Cost  of  Material. — The  cost  of  the  steel  will  be  estimated  at  the 
mill  at  Pittsburg,  Pa.  * 

Bridge,  EA-clusive  of  Joists  and  Fence, — The  bridge  is  composed  of 
beams,  angles,  bars,  plates  and  pin  rounds  as  given  in  the  following 
table : 


Shapb. 


Beams  and  Channels . 
Antics  y^  and  under. 

Anp;les  over  3'^ 

IJars  

Platen 

Fin  Koun<ls 


Total. 


Weic.ht, 
Pounds. 


22,27s 

15,779 
1.021 

11.5^5 
6,222 

506 


Pkr  Cknt  of 

Cost  Per 

Total  Wright. 

Found,  Cbnts. 

39 

1.70 

27 

1.70 

2 

1.60 

20 

1.60 

II 

1.60 

I 

2.00 

57.393 


100 


Pbrcbstagb  op 

Pound  Cost, 

Cbnts. 


0.663 

0.459 
0.032 

0.320 

0.176 

0.020 

1.670 


'llie  average  cost  of  the  steel  at  the  mill 1.670  cts.  per  lb. 

Wa^te  in  fabrication,  4  per  cent O.067 

Pniiit  material O.OIO 

l^>eight,  Pittslnirg  to  Chicago O.165 


it    (' 


Average  cost  of  the  steel  at  the  shop 1.912 


i( 


<i 


(( 


«        (t 


«         (( 

€€ 
(€  (t 
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Joists, — The  joists,  end  struts  and  hub  guards  (fence)  will  take  the 
rate  of  1.70  cts.  per  lb.  at  the  mill. 

The  average  cost  of  the  steel  at  the  mill 1.700  cts.  per  lb. 

Waste  in  fabrication,  2  per  cent 0.034        "     " 

Paint  material o.oio        "     " 

Freight,  Pittsburg  to  Chicago 0.165        " 

Average  cost  of  the  steel  at  the  shop 1.909 

Shop   Cost  of  the   Steel  in  the  Bridge,   Exclusive  of  Fence, 
Joists,  etc. — 

Average  cost  of  steel  at  the  shop 1.912  cts.  per  lb. 

Shop  cost,  including  drafting 0.750 

Total  shop  cost 2.662        " 

Freight,  shop  to  railroad  station  near  site o.ioo 

Total  cost  at  railroad  station 2.762 

Shop  Costs  of  Joists,  Pence  and  End  Struts. — 

Average  cost  of  the  steel  at  the  shop 1.909  cts.  per  lb. 

Shop  cost,  including  drafting 0.250 

Total  shop  cost 2.159 

Freight,  shop  to  railroad  station  near  site o.ioo        "     " 

Total  cost  at  railroad  station 2.259        "     " 

Erection. — 
Hauling  43  tons  4  miles,  @  25  cts.  per  ton  mile  for  hauling  and 

50  cts.  per  ton  for  loading  and  unloading $  64.50 

Falsework. — Twenty  piles  35  ft.  long  @  15  cts.  per  ft 105.00 

Driving  525  lin.  ft.  piling  @  25  cts 131-25 

Timber,  6,000  ft.  B.  M. — ^  price — @  $12.00 72.00 

Placing  timber,  6,000  ft.  B.  M.  @  $8.00 48.00 

Labor  erecting  and  bolting  the  steel,  30  days,  labor  @  $4.00. . .  120.00 

Transportation  of  men  and  tools 60.00 

Driving  1,500  field  rivets  @  10  cts 150.00 

Labor,  painting  bridge  2  coats,  10  days  @  $4.00 40.00 

Labor,  erecting  floor  lumber,  12,000  ft.  B.  M.  @  $4.00 48.00 

Total  cost  of  erection $838.75 

Summary  of  Cost  of  Superstructure. — 

Steel,  57,393  lbs.  @  2.762  cts.  per  lb $1,685.10 

Joists,  fence,  etc.,  26,713  lbs.  @  2.259  ^^s 603.45 


«      <( 


«      « 
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Luml>er — yellow  pine,  5,715  ft.  B.  M.  @  $25.00 $   142.87 

Lumber — oak  plank,  6,540  ft.  B.  M.  @  $32.00 209.28 

Paint,  20  gallons  @  $1.25  per  gallon 25.00 

Bolts  for  the  floor,  400  lbs.  @  3  cts 12.00 

Spikes  for  the  floor,  400  lbs.  @  3  cts 12.00 

Cost  of  erection 838.75 

Total  cost  of  the  superstructure $3,52845 

Contract  Price. — 

Steel  in  place.  84,106  lbs.  @  4  cts.  per  lb ^.  $3,364.24 

Yellow  pine  in  place,  5,715  ft.  B.  M.  @  $36.00 205.74 

Oak  timber  in  place,  6,540  ft.  B.  M.  @  $46.00 300.84 

Total  contract  price $3,870.82 

Profit   $  342.37 


CHAPTER   XX. 
General  Principles  of  Design  of  Highway  Bridges. 

The  Economic  Bridge. — The  most  economic  bridge  for  any  cross- 
ing is  that  one  which  in  the  long  run  will  give  the  best  service  and  cost 
the  least  money.  As  a  measure  of  the  cost  we  may  take  the  amount 
of  money  which  it  will  be  necessary  to  capitalize  in  order  that  the 
interest  will  pay  for  the  maintenance  and  repairs,  the  interest  on  the 
first  cost,  and  provide  a  sinking  fund  for  depreciation  so  that  the  bridge 
may  be  replaced  when  it  is  no  longer  fit  for  the  service  demanded.  The 
possible  life  of  any  particular  bridge  is  difficult  to  estimate.  Steel 
bridges,  if  properly  constructed,  should  last  from  25  to  40  years;  com- 
bination bridges  from  12  to  15  years;  timber  bridges  from  10  to  15 
years  (covered  Howe  truss  bridges  have  given  good  service  for  40  to 
50  years)  ;  while  masonry  and  reinforced  concrete  bridges  are  ordi- 
narily considered  as  permanent  structures.  Timber  floors  must  be 
replaced  in  from  3  to  5  years,  and  steel  bridges  should  be  painted  every 
3  to  4  years.  Many  steel  bridges  have  proved  to  be  too  light  for  electric 
railways  and  other  service  and  have  had  to  be  replaced  before  the 
bridge  was  worn  out. 

From  the  foregoing  discussion  it  will  be  seen  that  the  first  cost  of 
a  bridge  is  not  a  safe  criterion  upon  which  to  base  economy.  Much 
money  is  wasted  by  putting  in  cheap,  flimsy  bridges  which  are  short- 
lived, unsatisfactory  and  are  continually  in  need  of  repairs.  The  fol- 
lowing discussion  will  be  of  assistance  in  determining  the  most  economic 
number  of  spans  for  a  given  crossing. 

Experience  and  theoretical  investigations  have  shown  that  the  most 
economical  number  of  spans  for  a  given  crossing  occurs  where  the  cost 
of  the  superstructure  is  equal  to  the  cost  of  the  substructure.  Where 
the  bridge  is  built  across  a  shallow  stream  in  which  the  piers  can  be 
placed  at  any  point  with  equal  ease,  this  will  give  all  spans  of  equal 
length.  This  case  does  not  often  occur  in  practice.  With  a  deep  channel 
in  which  the  piers  are  relatively  expensive,  the  channel  spans  are  made 
longer  than  the  shore  spans.  Where  there  is  a  single  span  there  will 
be  two  abutments ;  where  there  are  two  spans  there  will  be  two  abut- 
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ments  and  one  pier;  where  there  are  three  spans  there  will  be  two 
abutments  and  two  piers,  etc.  It  will  be  seen  that  where  two  or  three 
spans  are  used  in  a  crossing  the  spans  should  be  shorter  than  where  a 
single  span  is  used. 

The  author  has  solved  this  problem  in  practice  by  trial,  using  tables 
of  weights  of  bridges  and  estimated  costs  of  substructure.  It  should 
l)e  remembered  in  this  connection  that  local  conditions  often  determine 
the  number  and  lengths  of  the  spans  so  that  the  criterion  is  not  always 
applicable ;  for  example,  the  bottoms  of  the  streams  flowing  into  the 
Missouri  River  wash  so  that  it  is  very  risky  to  put  a  pier  in  the  stream; 
the  main  span  must  then  entirely  clear  the  channel. 

As  an  example  it  is  required  to  determine  the  most  economic  number 
of  spans  for  a  Pratt  pin-connected  highway  bridge  on  masonry  abut- 
ments and  piers,  to  cross  a  shallow  stream  300  feet  wide,  requiring 
abutments  and  piers  30  feet  high.  The  bridge  is  to  be  designed  for  a 
live  load  of  1,200  lbs.  per  lineal  foot  of  bridge,  the  roadway  is  to  be 
20  ft.  in  the  clear.  It  will  be  assumed  that  masonry  costs  $10.00  per 
cu.  yd.  in  place,  lumber  $30.00  per  M  in  place,  and  the  steel  in  the 
bridge  costs  4  cts.  per  lb. 

An  estimate  of  the  cost  of  three  loo-ft.  spans,  two  150-ft.  spans, 
and  one  300- ft.  span  will  be  calculated.  From  Table  XL VI  the  abut- 
ments for  a  1 00- ft.  span  will  contain  206  cu.  yds.,  while  the  wings  will 
be  estimated  at  94  cu.  yds.  per  abutment,  or  a  total  of  300  cu.  yds.  per 
abutment.  The  abutnicMits  for  the  300-ft.  span  will  contain  330  cu. 
yds.,  and  the  abutments  for  the  150-ft.  span  may  be  directly  inter- 
polated. From  Table  L  the  piers  for  loo-ft.  spans  will  contain  136  cu. 
yds.,  while  the  piers  for  the  150-ft.  spans  will  contain  157  cu  yds. 

The  steel  in  a  100- ft.  span  with  6  panels,  from  Fig.  40,  will  weigh: 
trusses-- 13,000  lbs.;  l^^ig.  35,  floorbeams=  1. 300  X  7  =  9,100  lbs.; 
Fig.  36.  laterals -- 250  X  20  =  5,000  lbs.  The  total  weight  of  steel  in 
the  bridge  exclusive  of  joists  =^27,100  lbs.  The  weight  of  the  joists 
from  Table  \'IlI=n  15.350  lbs.  The  total  weight  of  the  steel  in  one 
span  =  42,450  lbs. 

The  steel  in  a  150- ft.  truss  with  0  panels,  from  Fig.  40,  will  weigh: 
trusses  =:  32,000  lbs.;  V\^.  35,  floorbeams=  1,300  X  9=  ii»700  lbs.; 
^''^^'  3^>»  laterals-  -550X20=11,000  lbs.  The  total  weight  of  the 
steel  in  the  bridi^e  exclusive  of  joists  — =  54,700  lbs.  The  weight  of  the 
joists  from  Table  \TII  =23,025  lbs.  The  total  weight  of  the  steel  in 
one  span  =  77.725  lbs. 

The  steel  in  a  300-ft.  span  Petit  truss  bridge  with  14  panels  is: 
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trusses,  from  Fig.  4i  =  i30,0(X)  lbs.;  from  Fig.  35,  floorbeams=  1,600 
X  15=^24,000  lbs.;  from  Fig.  36,  laterals  =  1,400  X  20  =  28,000  lbs. 
The  total  weight  of  the  steel  in  the  span  exclusive  of  the  joists  =  182,000 
lbs.  The  weight  of  the  joists  from  Table  VIII  =46,500  lbs.  The 
total  weight  of  the  steel  in  one  span  =  228,500  lbs. 

With  3  inch  plank  in  the  floor,  three  4"  X  6"  spiking  pieces,  two 
4"  X  6"  felloe  guards  and  a  wooden  fence  there  will  be  80  ft.  B.  M. 
per  lineal  foot  of  bridge,  or  24,000  ft.  B.  M.  in  the  bridge. 

Cost  of  three  100- ft.  spans: 

Two  abutments,  600  cu.  yds,  @  $10.00 $6,000.00 

Two  piers,  272  cu.  yds.  @  $10.00 2,720.00 

Total  cost  of  substructure $  8,720.00 

Cost  of  steel,  3  X  42450  lbs.  @  4  cts 5,094.00 

Cost  of  lumber,  24,000  ft.  B.  M.  @  $30.00 720.00 

Total  cost  of  superstructure 5,814.00 

Total  cost  of  bridge $14,534.00 

Cost  of  two  1 50- ft.  spans : 

Two  abutments,  620  cu.  yds.  @  $10.00 $6,200.00 

One  pier,  157  cu.  yds.  @  $10.00 1,570.00 

Total  cost  of  substructure $  7,770.00 

Cost  of  steel,  2  X  JT^T^S  lbs.  @  4  cts 6,218.00 

Cost  of  lumber,  24,000  ft.  B.  M.  @  $30.00 720.00 

Total  cost  of  superstructure 6,938.00 

Total  cost  of  the  bridge $14,708.00 

Cost  of  one  300- ft.  span : 

Two  abutments,  660  cu.  yds.  @  $10.00 $6,600.00 

Cost  of  steel,  228,500  lbs.  @  4  cts 9,140.00 

Cost  of  lumber,  24,000  ft.  B.  M.  @  $30.00 720.00 

Total  cost  of  bridge $16,360.00 

It  will  be  seen  that  for  the  given  conditions  the  most  economical 
crossing  is  with  the  three  100  ft.  spans.  With  masonry  at  $15.00  per 
cu.  yd.  in  place,  the  costs  will  be:  three  100- ft.  spans,  $18,994.00;  two 
150-ft.  spans,  $18,593.00;  one  300- ft.  span,  $19,760.00. 

Riveted  vs.  Pin-connected  Truss  Bridges. — Riveted  bridges  should 
be  used  for  all  low  truss  bridges  and  preferably  for  high  truss  spans 
up  to  spans  of,  say,  150  feet.     Spans  longer  than  150  feet  should  be 
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pin-connected  and  all  high  truss  spans  may  be  pin-connected.  Pin- 
connected  high  truss  bridges  should  never  be  built  with  less  than  5 
panels,  for  the  reason  that  it  is  practically  impossible  to  counter-brace 
Pratt  trusses  with  less  than  this  number  of  panels.  Riveted  low  trusses 
cost  practically  the  same  as  pin-connected  low  truss  bridges,  while 
riveted  high  truss  bridges  usually  cost  slightly  more  than  pin-connected 
bridges  having  the  same  capacity  and  dimensions.  Riveted  bridges  are 
usually  more  rigid  than  pin-connected  bridges. 

Preliminary  Plans. — The  preliminary  plans  of  bridges  may  consist 
(i)  of  a  stress  diagram  showing  the  stresses,  dimensions  and  sizes 
of  the  principal  members  of  the  bridge,  and  also  standard  specifications 
as  given  in  Appendix  I;  (2)  of  detail  plans  which  show  the  make-up 
of  all  the  members  together  with  the  maximum  and  minimum  spacing 
of  the  rivets,  thickness  and  sizes  of  plates,  lacing  bars,  etc.,  and  also 
standard  specifications;  and  (3)  of  completely  detailed  shop  plans  and 
specifications.     When  properly  carried  out  all  of  the  methods  will  give 
satisfactory  results.     Ordinarily  the  customer  cannot  understand  the 
details  of  the  bridge  from  a  study  of  the  stress  diagram  and  finds  the 
second  and  third  methods  much  more  satisfactory.     It  is  seldom  profi- 
table to  prepare  shop  plans  until  after  the  order  for  the  bridge  has  been 
placed  in  the  shop,  and  requisitions  have  been  made  for  the  material. 
On   the   whole,   the   method   of  preparing  the   preliminary  plans,  as 
described  in  (2),  is  the  most  satisfactory.     This  makes  it  possible  to 
specify  exactly  the  details  of  the  sections  and  at  the  same  time  permits 
the  bridge  shop  to  follow  its  own  methods  wherever  possible.    The 
shop  practice  in  dilTcTent  shops  differs  so  much  that  it  is  ordinarily 
clicapcr  for  the  bridj^^e  company  t(^  prepare  its  own  shop  plans  than 
to  follow  shop  plans  that  have  been  prepared  by  engineers  that  are  not 
familiar  with  the  particular  shop. 

Bridge  Lettings. — The  contracts  for  building  highway  bridges  are 
ordinarily  let  by  ccninty  commissioners,  county  surveyors  or  other 
county  officers.  Tn  a  few  states  contracts  for  building  bridges  are  let 
hy  state  or  lii<;lnvay  engineers.  The  common  method  of  awarding 
contracts  for  hi<diwav  bridc^cs  has  been  about  as  follows:  Three  or  four 
weeks  before  the  dale  set  for  the  bridge  letting  the  county  clerk  or  other 
officer  advertise^  that  bids  will  be  received  up  to  a  certain  hour  for 
building  a  corlain  bridge  or  bridges,  and  that  the  bids  will  then  be 
pul)licly  opened  and  the  contract  awarded.  The  main  dimensions  and 
the  capacity  oidy  are  ordinarily  specified  and  the  bidders  are  asked  to 
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submit  their  own  plans  and  specifications.  When  the  various  bids  and 
plans  are  received  the  commissioners  are  entirely  at  a  loss  as  to  what 
is  the  best  thing  to  do,  and  the  result  is  that  either  the  contract  is  given 
to  the  lowest  bidder  on  a  very  poor  plan  or  is  given  to  a  favorite  bidder 
on  a  plan  that  results  in  a  worse  bridge.  This  loose  method  of  con- 
tracting for  bridges  makes  it  practically  impossible  for  even  honest 
officials  to  procure  a  satisfactory  structure  and  opens  up  the  way  for 
dishonest  officials  and  contractors  to  arrange  a  deal  whereby  the  public 
comes  out  second  best.  It  also  makes  it  possible  for  the  contractors 
to  "  pool "  so  that  the  bridge  contract  will  go  to  a  member  of  the  pool 
at  an  agreed  price.  The  county  surveyor  or  local  engineer  is  ordinarily 
not  much  better  posted  on  the  merits  of  the  bids  and  plans  than  the 
commissioners  and  their  participation  in  the  letting  does  not  ordinarily 
improve  matters. 

The  practice  of  "bridge  pooling"  is  disreputable  and  has  worked 
to  the  disadvantage  of  both  the  public  and  of  reputable  bridge  com- 
panies. It  has  made  it  possible  for  "  fake  bridge  companies  "  to  exist 
and  also  for  crooked  public  officials  to  receive  part  of  the  profits  of  the 
transaction.     It  has  uniformly  resulted  in  high  prices  and  poor  bridges. 

Before  advertising  for  bids  the  matter  of  the  design  of  the  bridge 
or  bridges  should  be  placed  in  the  hands  of  a  competent  consulting 
bridge  engineer.  Detail  plans  and  specifications  should  be  prepared 
and  an  estimate  of  the  probable  cost  submitted  to  the  officials.  All  bids 
should  then  be  received  on  the  official  plans  and  specifications.  If  the 
bids  are  too  high  they  should  all  be  rejected  and  the  work  readvertised 
on  the  same  or  on  revised  plans.  The  bridge  contractor  takes  a  con- 
siderable risk  and  is  entitled  to  a  good  legitimate  profit,  and  the  engi- 
neer should  add  15  to  20  per  cent  for  profit  to  his  estimated  cost.  No 
work  should  be  done  at  the  shop  until  after  the  shop  plans  have  been 
checked  and  approved  by  the  consulting  engineer.  The  shop,  field  and 
final  inspection  should  be  in  the  hands  of  the  consulting  engineer. 
This  method  will  meet  the  approval  of  all  legitimate  bridge  companies, 
and  will  result  in  better  bridges  at  a  cost  less  than  that  of  the  present 
miserable  structures. 

Contract. — A  f ter  the  contract  has  been  awarded  the  contract  should 
be  drawn  up  and  signed,  and  an  indemnity  bond  should  be  furnished 
by  a  good  surety  company.  Sample  contract  and  bond  forms  used  by 
the  author  follow: 
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BRIDGE  CONTRACT. 

As^eement  made  this day  of ,  19. .,  by  and  between 

,  a  corporation  of  the  State  of  ,  party  of  the 

first  part,  and ,  party  of  the  second  part. 

Witnesseth,  that  for  the  consideration  and  upon  the  terms  and  conditions 
hereinafter  provided,  the  party  of  the  first  part  agrees  to  furnish  all  material 
and  labor  therefor,  and  construct  and  erect  in  a  good  and  workmanlike  manner 

over  the called at  a  point 

where  the crosses  said in  the of ,  County 

,  of and  State  of according  to  the  attached  plans  and  speci- 
fications which  are  made  a  part  of  this  contract:  The  bridge  is  to  have 

spans ;  extreme  length  of  each  span ;  space  between  the  face  of  abut- 

menf s,  ;  roadway,  feet  clear ;  sidewalk, feet  clear.    The 

abutments  to  be / ;  the  piers  to  be 

It  is  further  agreed  that  the  said  first  party  shall  save  and  hold  said  second 
party  free  and  harmless  from  any  and  all  claims  for  damages  to  life,  limb  or 
property  occasioned  or  caused  by  said  first  party's  employees ;  and  from  all  claims 
for  materials  and  labor  furnished  on  this  contract. 

The  party  of  the  first  part  agrees  to  complete  the  work  herein  contracted 
for,  and  to  have  the  said  bridge  open  and  ready  for  travel  on  or  before  the 
day  of ,  19... 

The  party  of  the  second  part  agrees  to  pay  the  party  of  the  first  part  for 

said  bridge  the  sum  of in  cash,  as  follows : per  cent 

upon  the  delivery  by  the  party  of  the  first  part  of  the  steel  and  other  material 
on  the  bridge  site  for  said  bridge,  per  cent  additional  upon  the  com- 
pletion of  the  erection  of  the  different  parts  of  the  bridge,  and  the  remaining 

per   cent    upon    tlie    c<^niplotion    and    acceptance   of   the   bridge  by  the 

consulting  engineer  of  the  second  party.  Estimates  of  material  delivered  and 
wc»rk  done  shall  be  made  by  the  consulting  engineer  not  later  than  the  5th  day 
of  the  month  for  all  material  delivered  or  work  done  during  the  preceding 
month,  and  the  payment  will  be  made  on  or  before  the  15th  of  the  month  for 
the  material  delivered  and  work  done  the  preceding  month. 

It  is  further  stipulated  and  agreed  that  the  party  of  the  first  part  shall  fur- 
nish to  the  party  of  the  second  part  an  indemnity  bond  in  an  approved  surety 
company  in  the  sum  of  dollars. 

It  is  further  stipulated  and  agreed  that  for  the  failure  of  the  first  party  to 

complete  the  bridge  as  stipulated  the  said  iirst  party  shall  forfeit dollars 

f(.)r  each  working  day  until  the  bridge  is  completed.  This  sum  to  be  considered 
as  liquiilated  damages,  and  not  as  a  i)enalty. 

(It  is  further  stipulated  and  agreed  that  the  party  of  the  first  part  shall  not 
be  held  responsible  for  delays  in  delivery  of  material  from  the  rolling  mills,  nor 
delays  in  transportation,  nor  for  delays  occasioned  by  strikes,  fires,  floods,  stomis, 
or  other  circumstances  beyoncl  its  control,  but  may  be  granted  an  extension  of 
time  as  may  be  determined  by  the  consulting  engineer  of  the  second  party.) 

In  Witness  Whereof,  the  said  i)arties  to  this  agreement  hereunto  set  their 
hands  and  seals  as  of  the  day  and  year  first  above  written. 

First  Party. 

Second  Party. 
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BOND. 


Know  all  Men  by  These  Presents,  that ,  as  party  of 

the  first  part,  and  the ,  a  corporation  organized  and  existing 

under  the  laws  of  the  State  of as  Surety,  are  held  and  firmly  bound 

unto  the  ,  party  of  the  second  part,  its  successors  and  assigns, 

in  the  sum  of dollars,  lawful  money  of  the  United  States,  to  the 

payment  of  which  sum  well  and  truly  to  be  made  the  said  first  party  and  the 
said  Surety  do  hereby  bind  themselves,  their  heirs,  executors,  administrators, 
successors  and  assigns,  jointly  and  severally,  firmly  by  these  presents. 

Signed,  Sealed,  Dated  and  Delivered,  this day  of ,  19.  •.    • 

WHEREAS,  the  said  party  of  the  first  part  has  entered  into  a  certain  con- 
tract with  the ,  dated ,  19. .,  for 


which  contract  is  hereto  attached  and  made  a  part  hereof,  and  for  a  fuller 
description  thereof  reference  is  made  to  said  contract : 

NOW,  THEREFORE,  THE  CONDITION  OF  THIS  OBLIGATION  IS 
SUCH,  that  if  the  said  party  of  the  first  part  shall  and  does  pay  as  they  become 
due,  all  just  claims  for  all  work  and  labor  performed  and  all  skill  and  material 
furnished  in  the  execution  of  such  contract,  and,  also,  shall  save  the  party  of  the 
second  part  named  in  this  bond  harmless  from  any  cost,  charge  and  expense  that 
may  accrue  on  account  of  the  doing  of  the  work  specified  in  such  contract 
according  to  the  terms  thereof  and  the  contract  price  therein,  and  shall  comply 
with  all  the  requirements  of  the  law,  then  this  obligation  shall  be  void ;  otherwise 
to  remain  in  full  force  and  effect. 

IN  TESTIMONY  WHEREOF,  We  have  hereunto  set  our  hands  and  seals, 

this day  of ,  19. .. 

Signed,  sealed  and  delivered 

in  the  presence  of 


Seal. 
Seal. 


State  of ) 

County  OF j 

On  this day  of ,  TQ. .,  before  me,  a  Notary  Public  in  and 

for  the  County  and  State  aforesaid,  personally  came 

to  me  known,  who,  being  by  me  duly  sworn,  did  depose  and  say  that  he  resided  in 

;  that  he  is  the 

of  the 

the  corporation  described  in  and  which  executed  the  above  bond  as  party  of  the 
first  part ;  that  he  knew  the  seal  of  said  corporation ;  that  the  seal  affixed  to  said 
instrument  was  such  corporate  seal ;  that  it  was  so  affixed  by  order  of  the  board 
of  directors  of  said  corporation  and  that  he  signed  his  name  thereto  by  like  order. 


Notary  Public. 
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State  of ) 

r  SS 

County  of j 

On  this  day  of ,  19. .,  before  me,  a  Notary  PuUk  in 

and  for  the  County  and  State  aforesaid,  personally  came 

to  me  known,  who,  being  by  me  duly  sworn,  did  depose  and  say  that  he  resided 

in  ;  that  he  is  the 

of  the ,  the  corporation  described  in  and 

which  executed  the  above  bond  as  Surety ;  that  he  knew  the  seal  of  said  corpora- 
tion; that  the  seal  affixed  to  said  instrument  was  such  corporate  seal;  that  it 
was  so  affixed  by  order  of  the  board  of  directors  of  said  corporation  and  that 
he  signed  his  name  thereto  by  like  order. 


Notary  Public 


PART   III. 

A   PROBLEM   IN   HIGHWAY   BRIDGE  DETAILS. 

Introduction. — The  best  way  for  the  student  to  become  familiar 
with  bridge  details  is  for  him  to  make  a  critical  investigation  of  an 
existing  structure.  The  problem  given  in  this  discussion  has  been 
used  by  the  author  in  his  classes  preliminary  to  a  course  in  bridge 
design.  The  problem  includes  the  calculation  of  the  weight,  the  cost 
and  the  efficiencies  of  the  members  of  a  i6o-ft.  pin-connected  Pratt 
highway  bridge.  The  shop  plans  of  the  bridge  are  shown  in  Fig.  285. 
This  bridge  has  been  selected  for  the  reason  that,  while  it  is  designed 
for  the  most  part  on  correct  lines,  it  has  at  the  same  time  most  of  the 
defects  that  are  liable  to  occur  in  a  highway  bridge.  These  errors  are 
criticised  and  the  proper  design  is  suggested. 
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(Title  page  of  Problem.) 

IN\'ESTIGATION  OF  A  i6o'  o"  X  i6'  o"  HIGHWAY  BRIDGE 
OVER  THE  LICKING  RIVER,  NEAR  ORRICK,  MO. 


BUILT   BY 


A.  B.  C.  BRIDGE  COMPANY, 


Chicago,  Illinois. 


ORDER  7,530 


1906. 


Signed:  John  J.  Jones. 


university   of   COLORADO. 


1908. 


LOCATION  AND  GENERAL   DESCRIPTION   OF  BRIDGE. 
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Location  and  General  Description. — The  bridge  is  over  Licking 
River,  four  miles  from  Orrick,  Missouri,  and  was  erected  by  the 
A.  B.  C.  Bridge  Company  in  1906. 
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The  bridge  is  160'  o"  center  to  center  of  end  pins  and  has  a  clear 
roadway  of  16'  o",  as  shown  in  Fig.  284. 


CHAPTER  XXI. 

Calculation  of  Weight  and  Cost  of  a  i6o-ft.  Span  Pratt 

Highway  Bridge. 

It  is  assumed  that  the  shipping  weight  of  the  bridge  as  it  was 
shipped  from  the  bridge  shop  is  required.    The  weights  of  the  mem- 
bers in  the  order,  end-posts,  top  chords,  etc.,  are  calculated  in  detail. 
The  "  main  members  "  are  those  that  are  given  on  the  stress  sheet 
and  are  either  members  in  which  stresses  occur  or  which  are  specified 
by  the  designing  engineer;  while  the  "details"  are  plates,  angles, 
rivets,  etc.,  which  are  necessary  to  develop  the  strength  of  the  "  Main 
members."     The  reference  number  is  given  in  column  i ;  the  num- 
ber of  pieces  of  the  same  kind  is  given  in  column  2 ;  the  shape  of  the 
section  is  given  in  column  3 ;  the  size  of  the  section  is  given  in  column 
4 ;  the  length  of  the  plate,  channel,  etc.,  is  given  in  column  5 ;  the  weight 
])er  foot  is  given  in  column  6 — the  weight  of  rivets  and  similar  details 
is  given  as  "lbs.   per   100";  the  weight  of  "main  members"  and 
"details"  is  given  in  cohimn  7;  the  "details"  in  per  cent  of  "main 
members"  is  given  in  cohimn  8;  while  the  total  weight  is  given  in 
column  9.     The  weights  of   rivet  heads,  only,  are   included  in  the 
weight  of  the  structure,  it  being  assumed  that  the  remainder  of  the  rivet 
fills  up  the  hole  punched  in  the  member.    The  weights  of  rivet  heads 
were  taken  from  Cambria  Steel,  and  are  larger  than  the  weights  given 
by  Carnegie.     The  chord  pins  and  nuts,  and  pedestals  are  considered 
as  "details."     A  summary  of  the  weight  of  the  metal  in  the- bridge 
is  fjiven  in  Tabic  LXXIII.    The  weight  of  the  lumber  is  given  in  Table 
LXXIV.     In  Table  LXXV  the  weights  of  the  different  parts  of  the 
bridge  and  the  per  cent  of  "details"  are  compared  with  two  other 
highway  bridges. 

I^V)r  a  discussion  of  the  per  cent  of  details  in  highway  bridges  of 
(lilTcrcnt  types,  see  Chapter  XIX. 

References  are  made  to  "  Cambria  "  (Cambria  Steel,  1907  Edition) 
and  to  "Carnegie"   (Carnegie  Steel  Handbook,  1903  Edition). 
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I                                                         TABLE  LXXII. 

Estimate:  of  Weight 

Steel  Pratt  Through  Ht'ghway  Bn'dge, 

5pan  ISOO;  Roadway  16  0;  Depth  24-0. 
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404 

1 

4 

5atfenPly 

H'^i' 

0 

10 

808 

27 

1 

I 

PmPl3, 

^"'i:. 

0 

II 

638 

If 

1 

2 

m       M 

"'h  .  . 

/ 

'k 

7.65 

la 

1 

4 

L5 

'ih'i 

1 

0 

4.00 

16 

1 

100 

Ladn^don 

i'i' 

1 

0 

1.28 

128 

1 

264 

R'¥tthtad5 

i\ 

per 

100 

9L95 

26 

64 

»        a 

T* 

H 

100 

1612 

14 
240 

59.4 

404 

Total  WeigM  of  4  Infermediate  fh3f3^644*Z» 

1288 

1              11              1       Carriitd  For^^ardl    \  935M  \ 
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/ 

Z 

3 

4 

5 

e 

7 

6 

9 

Htf. 
No. 

No. 
of 
Pkcei 

Shape 

Sectiart 

Length 

Wi. 
per 
foot 

Weight 

Dflaih 
krCeft 
offlair 

7oM 
Weight 

Ft 

In. 

/lain 

*toyj 

Bmughf  forrrard 

53568 

5 

4    rfa/r,Ttes,U,ltySachthi/3:- 

! 

ey€&>n      ll'J 

SI 

i 

7,44 

4tf 

5/«        2i"'i 

i 

33 

~46! 

7.3 

Tafal  Weight  of  *t^om7-'ti'  43a'4  = 

Itil 

4    nainTies,L/iLj,each  thusi- 

2     fy-flo.,      HH' 

it           if 

ft« 

4     ry^»              ?M 

ftJS 

)S» 

19         7.3 

Tefal  We!qhf  of  4 MainTitst47e-  4  = 

4   Ma/n  Tias,  t/jL^^aach  Thus'.- 

2    E^&<i»    IH- 

il           lli 

iAO 

ZI3 

•t    tyt,          r''i 

1       H 

i^O 

~"J7j    ~~i4      7.0 

ToM  Wii-ght  of  4  Main  T,e3'22T4- 

408 

6 

4    Hfp  Verticals,  U,i„  each  thus'.- 

Z 

Cs 

6'®S* 

% 

2 

Har, 

lit 

?M 

102 

■fi 

' 

i:.. 

*'i 

°i 

S.IO 

6 

BalttnPO. 

^'■i'.  . 

4jf 

L' 

'p* 

4.10 

^itatHtaHi 

per 

m 

M 

94 

AiA 

Tofal  We:qhfof4  H:pVertTcal3'300'4' 

1200 

1 

4    Counter  Ties,  U)Lt,  each  iht/i-.^ 

v 

fr* 

ua 

' 

Loop 

/•;' 

'^ 

1 

i.io 

2 

TariiKlile 

!.}0 

I 

"""*' 

/•* 

0 

' 

IJO 

47 

9 

19.2 

Tbtal\f/g!ghtafMCeur,f,rT,-t,.sa'4- 

124 

4   Countei'Tie3,U4Lf,eachihus:- 

i 

Rod} 
Loop, 

51 

J.40 
3.1B 

CIS 

10 

TvrTTtxUl, 

7.00 

I 

Up,.t, 

,i'4 

0 

■♦ 

!.40 



l 

Tofaf  WeiqM of 4 Coun ler  Titi .?S0'4' 

IBOO 

1             1             \€arf!esl  Fbtt^ard 

40604 
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/ 

z 

3 

A 

s 

6 

7 

e 

9 

Ref, 
No. 

Nc 

of 

Pieces 

5hape 

Section 

Length 

Wt. 

• 

per 
Foot 

Wetghf 

Detaih 
krCerft  Tiftti 

of"i^  kkight 

Ft 

In. 

Main 
Memben 

Detaih 

L                t          -  ■- 

brought  rorwcNvl 

40604 

6 

2 

Floor  beam^y  L, ,  each  fhus:- 

1 

I 

is'^so^ 

/# 

5 

5000 

620 

4 

Pis. 

'^''i' 

^'A' 

0 

//i 

1020 

40 

4 

5M.P/X 

1 

# 

Mb 

54 

S4 

K^HemA 

r^ 

P^ 

too 

/kl2 

10 
104 

12.5 

620 

Tofa  /  Weight  of  2  Floorbeams  •  ^24  nZ* 

134$ 

5  Floorbeams^ ILz^lL^^L^y each fhus:- 

1 

I 

/S^50* 

/# 

5. 

5000 

620 

4 
4 

P/s. 
5tet.P/s. 

0 
1 

"1 

3 

lOJO 
$.53 

' 

40 
32 

M 

R;^Mt0ds 

r^ 

P^ 

too 

t$/2 

to 

32 

6J 

620 

■ 

Total  Wetgtvt  of  5  Floorbeams  m902*5\           \ 

4510 

9 

JohfJ,  thus:- 

4 

Cs 

7'(^^/* 

20 

9, 

9.75 

309 

n 

Cs 

7'@  V  ♦ 

19 

//I 

9.75 

2340 

14 

Is 

7'®/5^ 

20 

9 

t5J>0 

4553 

41 

Is 

1'®I5^ 

19 

Hi 

15.00 

12600 
20/07 

00 

Total  Weight  of  Joists  «         | 

20107 

10 

Hub  6uarcflFence),thu3:'' 

4 

4 

Cs 

Cs 

5"©  li* 

/^ 
/7 

"7 

%.50 
e.50 

439 

49/ 

4 

Cs 

5'<§>6i^ 

le 

^50 

494 

3^ 

Cs 

5'®ei* 

19 

A50 

4930 

1 

6070 

00 

1 

Total  Weight  of  fence  a      | 

9070 

II 

1 

Wall  P!afe5,fhu3i- 

1 

L 

i^x3^r. 

/k 

0 

9L90 

153 

1 

L 

''K:i 

/5 

e{ 

9.90 

J  55 

I 

Pis. 

0 

9 

5il0 

6 

20 

RWelheodi 

per 

too 

/6./2 

3 

^ 

3/5 

II 

Total  Weight  ofZ  Wall  Plates  •         1 

324 

11 

5 

•                            • 

Top  Lateral 5f ruf 5 ^each  thus:- 

2 

LS 

3\z%y 

/t 

0 

4.t0 

t40 

2 

L' 

^%2<i' 

16 

0 

4./0 

i53 

2 

p/s. 

'0\h' 

/ 

4 

10.93 

2h 

• 

2 

m 

^''i:. 

1 

6{ 

eje 

19 

2 

• 

'^'-h 

0 

6 

/2,75 

■ 

17 
64 

Car 

ried  F 

or^op 

-el   261 

73465 
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/ 

2 

3 

4 

5 

e 

7 

6 

9 

R9f 

No. 

of 

Pieces 

Shape 

Section 

Length 

Wt. 

Weights 

Oefaih 
PerCeni 

Total 

/to. 

Ft 

In. 

per 
Foot 

Mam 
tiemhen 

^^'f'  %nb^ 

Weight 

Brought  Forward. 

73483 

11  Confmued:- 

m    M            -    — 

Brought  rorward 

281 

84 

■ 

21 

Lacmg8cin 

'^s'.i 

1 

^ 

1.26 

35 

90 

RmtHtodb 

per 

100 

9.95 

10 

90 

*         » 

• 

100 

1812 

15 
124 

44.0 

201 

J 

Total  Weight  of 5  Top  Lateral  Struts*  405*5* 

2025 

I2a 

1 

5  5v^ay3frufjyeach  thus:- 

1 

2 

4 

IP 

m*  9       ill       S   f 

^r  */i  *A 

10 

1 

i 

4.90 
810 

182 

30 

2 

Pla. 

f'^i"^ 

1 

Zf 

14.05 

35 

06 

KhfefMeadi 

i*^ 

per 

100 

1812 

II 
76 

47.0 

1 

162 

Total  Weight  ofS^way  Struts  *233^  5- 

1190 

13 

Top  Lateral  Rod^^  thus:- 

4 

Rods 

iJl<^ 

28 

4{ 

4.17 

440 

6 

Upsets 

0 

H 

4.11 

8 

6 

Nuis 

'J 

each 

300 

24 

4 

Rods 

28 

4 

33d 

355 

8 

Up59f9 

'i* 

0 

H 

338 

7 

6 

Nuts 

each 

2.35 

19 

4 

Rods 

28 

■4 

2.67 

270 

8 

Upsets 

li:*: 

0 

2.67 

8 

8 

Nuts 

'i' 

each 

1.34 

II 
75 

7.0 

1065 

» 

Total  l^eiqht  of  Top  Lateral  Rods  » 

1140 

13a 

5v\/ay  Rod3^  thus:- 

10 

Rods 

V^^ 

18 

0 

104 

326 

20 

Upsets 

ly* 

0 

5 

2J04 

17 

20 

Clevises 

each 

800 

180 

20 

Pins 

li'*' 

0 

H 

I.SO 

30 
207 

800 

328 

Total  Weight  of  3¥(/ ay  Rods' 

■ 

533 

14 

bottom  Lateral  Rodi^thusi^ 

4 

Rods 

fr* 

25 

*, 

5j05 

.510 

4 

Loops 

4 

^i 

5J>5 

25 

4 

Clevises 

^  a  m. 

each 

17.00 

\ 

88 

4 

Upsets 

0 

ii 

503 

5 

4 

Nuts 

each 

3.70 

15 

4 

Rods 

25 

8 

4.17 

430 

e 

Upsets 

0 

4 

4.17 

II 

8 

Nuts 

each 

3.70 

30 
154 

Carrii 

9d  ror¥ 

Yard 

850 

78351 

N3   COsT   OF    BIGIIWAY    BBIDGE. 


/ 

/ 

s 

■a 

JT 

e 

7 

S 

9 

dtf 

J-f/-^ 

.f. 

We^jM 

5W 

"' 

■^-• 

Z'3pi 

- 

."t, 

Foot 

*w.:i 

i^ijM 

~\ 

B^)^.^*  Forr^'4 

7Siil 

14   r.-.T •-.-;/■- 

iV=_5>..  *■ 

*re 

IS* 

'Srfj 

■'i  ^ 

# 

ue 

»M 

■i\» 

I) 

!i 

iM 

H.-3 

'I 

n 

■•* 

'.'f 

« 

"I 

IM' 

B 

Hut 

■J 

»cfr 

/J* 

Z8 

*&.••« 

uia 

-7775 

-37 

lU) 

»»«;  Wt:^M  ofOBimmLott^l  Poili  • 

im 

/5 

2    Portals ', each  thus  -.- 

t 

m 

'8 

"i 

no 

no 

IS 

ue 

97 

•I 

« 

§.<o 

15^ 

J 

uo 

157 

w 

S 

* 

tJO 

4'-X:'- 

a 

4S0 

97 

A». 

ifiW 

•^ 

itsa 

S4 

PI. 

"'•*' 

fJ4 

It 

^■j. 

B-V' 

aso 

26 

'■>ttHlMl 

i' 

f' 

icl 

fti? 

****'" 

1-4 

"^ 

too 

-?7? 

"777 

17 J} 

T::^IWt'q'<tof7P0rlab  'BSB'Z' 

lilt 

/£ 

Chord  Pins  and  Nufi 

;  thui;- 

4 

P""!  [  3 

,ft 

1 

0 

27.1  J 

lOt 

e 

^i* 

'/."  , 

'K' 

0 

'i 

17.1! 

Bl 

e 

5(^-., 

i:-fl 

0 

IU9 

i 

/•Tr^sVlJiU. 

■k 

; 

'i 

lf.19 

WAS 

?4 
It9 

to 

'r* 

l.iO 

SB 

'li 

ltJ9 

Bl 

a 

Sce^, 

0 

■i 

10.68 

9 

''..^ 

ZSO 

20 

4 
0 

Sc-*». 

0 

J5 

"kli 

119 

e 

^K . 

3.00 

24 

«■«/  ijr 

3  J"* 

% 

nji 

Hi 

4-'* 

8 

??'■' 

S.00 

_2d 

Carrlaa  Fc'r^ai-d 

^53 

JiaTr 

ESTIMATE   OF   WEIGHT. 
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6 


No. 


No, 

of 

Pieces 


Length 


Shape 


Section 


Ft 


In. 


Wt. 

per 

Foot 


V/eight 


Main 
tiembers 


Detaih 


Detaib 
PerCeni 
of  Main 
^lemben 


Tola/ 
freight 


Broughi 


16  Continu9d>^ 


17 


id 


le 


Pins  L4 

5cr9W3 

Nuf3 

Pms  Mf 

5c/nf¥rs 

Nf/t^ 

2" 


brought  Fonf^ard 

I          4  27.13 

0          li  IM9 

each  }.00 

0          7  1933 

0          li  10.66 

each  Z.50 


Fon^^ardt 


905 
72 

7 
12 
42 

9 
20 


61047 


1070 


Tofai  Weight  of  Chord  Pins  and  t^uts 

Pedeyfals^  RoiierJEnd^  each  thus:- 


1070 


Oase  /v. 

dolsierPlx 

Pin  Pi. 

Rods 

Bars 

3edPi, 

L» 

Tapbon 

knchordoHs 

\00 

RivttNtads 

6 

Rollers 

i2'rr 
ih  r 


2"^ 


I 
0 
0 
I 
I 
I 
/ 

0 
/ 

per 
I 


3  ISO 

20.40 

7.65 

UO 

2.96 

3M6 

4.50 

4.60 

5.56 

16.12 

10.60 


Total  Weight  of  2  Pedestals 

Pede^fa Is  y  Fixed  End y  each  thus:- 


570 


I 

base  PL 

4 

ddsterPls. 

I 

Pin  PI. 

1 

Tapbolf 

[0 

/titet  Heeds 

is^i" 

72"?^ 

Hit* 


I 

0 
0 
0 
per 


•100 


31.66 

20.40 

7.65 

4.60 

16.12 


55 

54 
6 
I 
7 


725 


Total  Weight  of  2  Pedestals  *  725*2- 


doits  For  Lumber^  thus:^ 


60 

3o/ts 

144 

m 

60 

Coiik^shfrs 

366 

Cut     " 

i'* 
i'* 


2500 


Splices, thus:- 


Spihes 


4Qd 


I 
0 
per 


per 


2 

6 
100 
100 


Wtiqh\ 

1.46 

0.75 

45.00 


Total  Weight  of3olt9 


100 


7.00 


117 

ei 

54 

25 

260 


175 


Total  Weight  of  Spikes  « 

Total  Weight  of  Metal 

I      I 


250 


260 


175 
64172 


446       CALCULATION   OF   WEIGHT  AND  COST  OF   HIGHWAY  BIUOGE. 


TABLE  LXXIII. 


Summary  or  Weicsht  of  Metal  in'Bridqc: 


Ref. 
No. 

Member 

Weights 

Defails 
PerCent 
oftlain 
tfembees 

hiain 
Members 

Detai/s 

Totaf 

1 

EndFost^ 

5072 

1440 

6512 

26.5 

2 

Top  Chords 

eo9e 

2010 

12312 

21S) 

3 

Lov>/er  Chords 

04 16 

670 

72^2 

I3A 

4 

Intermediate  Fbsts 

4744 

2706 

7452 

575 

5 

Mcttn  Ties 

4503 

304 

4612 

7J) 

e 

Hip  \/erticah 

624 

370 

1200 

45.$ 

7 

Counters 

1040 

164 

1224 

l&O 

Q 

Floorbeotms 

5740 

016 

G356 

16,8 

11 

Top  Lateral  Struts 

1405 

020 

2025 

44.0 

J2a 

3v^oiy  Struts 

610 

360 

1100 

47.0 

13 

Top  Lateral  Rods 

1005 

75 

1140 

7D 

/3a 

3  way  Rods 

326 

207 

533 

0OJD 

14 

Bottom  L  ateral  Rods 

1573 

247 

1620 

ie.o 

15 

Portals 

1434 

242 

1070 

lU 

10 

Chord  Pins  and  Nuts' 

1070 

1070 

17 

Pedestals 

820 

620 

44453 

12763 

57230 

28.7 

Total  V< 

/eiqtit  oftletal  In  3ridge^  ex 

du5ive  of  . 

%IOJtJ6& 

19^  5723 

eibs. 

a 

Jo  15 1 5 

20107 

20107 

0.0 

10 

Fence 

0070 

0070 

0,0 

II 

Wall  Plates 

313 

II 

324 

L2 

le 

dolts  for  Lumber 

200 

200 

le 

5pikes  "          'f 

175 

173 

204^0 

440 

26930 

1.7 

Total  r 

ietal  in  Bridgfs 

70043 

13223 

54172 

16.0 

ESTIMATE  OF  WEIGHT. 
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TABLE  LXXrV. 

Weight  or  LuMe>ER 


Ref 
No. 

Name  of  Piece 

No. 

of 

Pieces 

Cross 
Section 

Lenqlh 

In 
Feet 

Feet 
3.M. 

Weight      \ 

Lbs.  per 
Ft&M. 

Total 

1 

2 
S 

4 
5 

# 
7 

FloorlngyOak 
Joists, (Steel) 
Nail inq  Pieces 
Hub  Guards,  (Steel). 
Felloe  Guards 
Shims  (Not  used) 
Plank  atFnd  of  Joist 

IbO 

to 
z 

zi'm' 

i§ 

IB 

Id 

§400 

e$o 

040 

1 

90 

45 
45 

45 
45 

Z3300 

49Z0 

1330 

405 

Ibtal  Lumber 

d090 

36405 
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TABLE  LXXV. 

Comparison  of  Details  ofIh is  5 pan 
WITH  Two  Other  IGOfoot  Highway  n5pans 


A/o. 


Farts  of  3ridge 


Thh 
&nclqe 


Inclined 
Chord 


lOO'xlA' 
/OPanef 
Inclined 

Chord 


6 


10 


II 


IZ 


I I 


Weig^ht  of  Pins  in  f^r  Cent  of  Total  Weiqhi 
of Mektl  exclusive  offence.  Joists,  etc, ' 

Weight  of  Ri'vet  Heads  infkrCentof  Total 
Weight  of  tietal  exclusive  of fence,Joisfs,efc 

Total  Weight  of  Details  in  PfrCent  oftlain 
Members  exclusive  of  fence,  Joists,etc. 

Weight  of dottom  lateral  System  in 
fbunds  per  lineal  foot  of  Span 

Weight  of  Top  Lateral  System  in  Pounds 
per  lineal  foot  of  Span 

Weight  of  Trusses  in  Pounds  per  lineal 
foot  of  Span  exclusive  offence  and 
Pedestals 

Weight  ofL  umber  in  Pounds  per  lineal 
foot  of  Span 

Weight  of  Joists  in  Pounds  per  lineal 
foot  of  Span 

Weight  of  Fence  in  Pounds  per  lineal 
foot  of  Span 

Weight  of  Floorbeams  in  Pounds  per 
lineal  foot  of  Span 

Weight  of  Wall  Plates,  Pedestals^  Bolts, 
Z' Spikes  in  Pounds  per  lineal  foot 
of  5pan 

Total  Weight  ofdridge  in  Pounds  per 
linea  foot  of  Span  c.toc.  End  Pins 


3A5 
26J 
IIA 
4L0 

200.5 

227.0 

1 25 J 

33,0 

40.0 

9.9 
753.61 


2.69 
4.30 
33.1 
9.0 

ze.5 

224.9 

206.4 

124.9 

23J^ 

41.4 

il.7 
072.4 


1.9} 
330 
25.7 
9.3 

37.0 

27  7 A 

216.1 

110.3 

25.5 

30.6 

^ 

7 1 6.1 
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ESTIMATE  OF  COST. 

Cost  of  SteeL — The  cost  of  the  steel  will  be  estimated  at  the  mill 
at  Pittsburg,  Pa. 

Bridge  Exclusive  of  Joists  and  Fence, — The  bridge  is  composed  of 
beams,  angles,  bars,  plates  and  pin  rounds  as  given  in  the  following 
table : 


Shapb. 

Wbight, 

Pounds. 

Pbr  Cbnt  of 
Total  Wbight. 

Cost  pbr  Pound, 
Cbnts. 

rBKCBNTAGB  OF 

Pound    Cost, 
Cents. 

Beams  and  channels 

Angles  y^  and  under 

Bars 

20,942 

3»843 

23»o44 

8,171 

1,236 

36.6 

6.7 
40.2 

14-3 
2.2 

1.70 
1.60 
1.40 
1.65 
2.00 

0.623 
0.102 

0563 
0.238 

0.044 

Plates 

Pin  rounds 

Total 

57,236 

1 00.0 

1.570 

Average  cost  of  the  steel  at  the  mill i-57o  cts.  per  lb. 

Waste  in  fabrication,  4  per  cent 0.063 

Paint  material o.oio 

Freight,  Pittsburg  to  Chicago 0.165 


(* 


ti 


if 


n 


ti 


tl 


Average  cost  of  the  steel  at  the  shop 1.808 


n 


it 


Joists  and  Fence. — The  joists,  fence  and  wall  plates  will  take  the 
rate  of  1.70  cts.  per  lb.  at  the  mill. 

Average  cost  of  the  steel  at  the  mill 1.700  cts.  per  lb. 

Waste  in  fabrication,  2  per  cent 0.034 

Paint  material o.oio 

Freight,  Pittsburg  to  Chicago. 0.165 


« 


« 


« 


it 


it 


it 


Average  cost  of  the  steel  at  the  shop 1.909 


(< 


it 


Shop   Cost  of  the   Steel   in   the   Bridge   Exclusive   of   Fence, 
Joists,  etc. — 

Average  cost  of  the  steel  at  the  shop 1.808  cts.  per  lb. 

Shop  cost,  including  drafting 0.800 

Total  shop  cost 2.608 

Freight,  shop  to  Orrick,  Mo 0.270 


a 


it 


it 


tt 


it 


ft 


Total  cost  of  steel  at  Orrick,  Mo 2.878 


ti 


a 


30 


i(  (C 

it       <( 
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Shop  Cost  of  Joists,  Fence,  etc. — 

Average  cost  of  the  steel  at  the  shop 1.909  cts.  per  lb. 

Shop  cost,  including  drafting 0.250 

Total  shop  cost 2-159 

Freight,  shop  to  Orrick,  Mo- 0.270 

Total  cost  of  steel  at  Orrick,  Mo 2^:^29         "     " 

Erection. — 

Hauling  42  tons  4  miles  @  25  cts.  per  ton  mile  and  50  cts  per 

ton  for  loading  and  unloading $     63.00 

Falsework. — Thirty-two  piles,  30  ft.  long  @  12  cts.  per  foot.  .^  1 15.20 

Driving  960  lineal  feet  piling  @  20  cts.  per  foot 192.00 

Timber,  7,000  ft.  B.  M. — J  price — @  $10.00 70.00 

Placing  timber,  7,000  ft.  B.  M.  @  $8.00 56.00 

Labor,  erecting,  bolting  and  riveting,  40  days'  labor  @  $4.00  160.00 

Transportation  of  men  and  tools  from  Kansas  City 50.00 

Labor,  painting  bridge,  one  coat,  6  days'  labor  @  $4.00 24.00 

Labor,  erecting  floor  lumber,  8,100  ft.  B.  M.  @  $4.00 32.40 

Total  cost  of  erection $   762.60 

Summary  of  Cost  of  Superstructure. — 

Steel,  57,236  lbs.  @  2.878  cts.  per  lb $1,647.25 

Joists,  Fence,  etc.,  26.491  lbs.  @  2.429  cts.  per  lb 643.46 

Lumber,  8,100  ft.  B.  M.  oak  @  ^30.00 243.00 

Paint,  16  gallons  @  $1.25 20.00 

Bolts  for  the  floor,  300  lbs.  @  3  cts 9.00 

Spikes  for  the  floor,  200  lbs.  @  3  cts 6.00 

Cost  of  erection 762.60 

Total  cost  of  superstructure $3>33i-3^ 

Contract  price   3,900.00 

Profit   $   568.69 


CHAPTER  XXIL 

The  Calculation  of  the  Efficiencies  of  the  Members  of  a  i6(>-ft. 
Span  Steel  Pin-connected  Highway  Bridge. 

Introduction. — The  calculation  of  the  efficiencies  of  the  members 
of  this  bridge  are  to  be  made  under  the  "  Specifications  for  Steel  High- 
way Bridges,"  Class  D^,  as  given  in  Appendix  I,  using  the  alternate 
stresses  in  §  36a  to  §  42a.  The  shop  plans  of  this  bridge  are  given  in 
Fig.  285. 

CALCULATION  OF  STRESSES.  Dead  and  Live  Load  Stresses. 
— The  dead  and  live  load  stresses  in  the  trusses  were  calculated  by  the 
method  of  sections  and  are  given  in  Fig.  286. 

The  dead  joint  load  per  truss  \s  W  =  7,536  X  20/2  =  7,536  lbs., 
taken  as  7,500  lbs. 

The  live  joint  load  per  truss  was  P=  1,440  X  20/2=  14400  lbs. 
All  loads  were  assumed  as  carried  by  the  loaded  chords. 

Wind  Load  Stresses, — The  wind  load  on  the  upper  chord  was 
assumed  as  a  dead  load  of  150  lbs.  per  lineal  foot  of  truss,  one-half 
or  75  lbs.  per  foot  was  assumed  as  carried  by  the  sway  bracing  and  the 
other  half  by  the  upper  lateral  system.  This  gave  wind  joint  loads  of 
1,500  lbs.  at  each  upper  chord  point  except  at  C/j  and  f/j',  where  the 
loads  were  3,000  lbs.  The  chord  stresses  due  to  this  loading  are  marked 
D.  The  stresses  in  the  upper  lateral  system  due  to  wind  were  calcu- 
lated by  the  method  of  sections. 

The  loads  transferred  to  the  lower  lateral  system  by  the  sway 
bracing  produce  bending  in  the  vertical  posts  and  add  to  the  vertical 
loads.  The  vertical  load  is  1,500  X  24/17  =  2,160  lbs.,  which  is  applied 
at  all  the  lower  chord  points  except  L^  and  L/.  The  stresses  in  the 
upper  and  lower  chords  of  the  truss  were  calculated  by  the  method  of 
sections  and  are  marked  D\ 

The  stresses  in  the  sway  bracing  have  been  calculated  on  the  assump- 
tion that  the  posts  are  fixed  by  the  floorbeams  and  that  the  point  of 
contra-flexure  is  half  way  between  the  lower  chord  pin  and  the  sway 
strut. 

The  stresses  in  the  portal  were  calculated  on  the  assumption  that 
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INTERMEDIATE   POSTS.  453 

the  end-posts  were  free  to  turn  (pin-connected).  The  horizontal  com- 
ponents of  F  and  V  in  the  portal  cause  stresses  which  are  the  same  in 
all  panels  of  the  lower  chord,  and  are  +  ^^  sin  ^  on  the  windward  side 
and  —  F  sin  ^  on  the  leeward  side. 

The  wind  loads  on  the  lower  lateral  system  were  assumed  to  be  a 
dead  load  of  150  lbs.  per  lineal  foot  and  a  live  load  of  150  lbs.  per 
lineal  foot.  In  addition  to  this  the  dead  wind  joint  loads  were  increased 
by  the  1,500  lbs.  transferred  by  the  sway  bracing  from  the  top  lateral 
system,  except  at  the  points  L^  and  L^'.  The  dead  and  live  load  wind 
stresses  are  marked  D  and  L,  respectively. 

INVESTIGATION  OF  EFFICIENCIES  OF  MEMBERS. 
VERTICAL  POSTS.  INTERMEDIATE  POSTS  U^L^.— Com- 
posed of  2  [s  7"  @  9I  lbs.  X  24'  o"  laced.  From  handbook,  Cambria 
(p.  164),  Carnegie  (p.  loi),  the  moment  of  inertia  of  one  7"  [  @  9f 
lbs.  =  /i  =  2i.i"*;  ri  =  2.72".  Area  of  one  7"  [=2.85  sq. in.  Thick- 
ness of  web  =  0.21"  (thickness  should  not  be  less  than  0.25"). 


-eii' 
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Fig.  287.    Intermediate  Post  C/aL*. 
Moment  of  inertia  I^  may  be  calculated  as  follows : 
/,  =  2/' +  2^X3.53' 

=  1.96  +  2  X  2.85  X  3.53' = 72.98"* 

The  largest  ratio  of  /  to  r  will  occur  around  the  axis  i-i,  and  //r 

==288/2.72=  106. 
The   allowable   live   load   unit   stress    (§37a),   Fi:  =  10,000  —  45' V^ 

=  5,230  lbs. 
The  allowable  dead  load  unit  stress   (§37a),  Fp  =20,000  —  QO-i/r 

=:  10,460  lbs. 
The  maximum  live  load  stress  in  the  member  =  +  27,000  lbs. 
The  minimum  live  load  stress  in  the  member  =  —   5,400  lbs. 
The  dead  load  stress  in  the  member  =  -f  11,250  lbs. 

There  will  be  no  reversal  of  stress  in  the  member. 


454  CALCULATION   OF   EFFICIENCIES   OF  A    HIGHWAY   BRIDGE. 

Area  required  to  take  the  live  load  stress  =  27,000/5,230  =5.i6sq.iiL 
Area  required  to  take  the  dead  load  stress  =  1 1,250/10^460  =  1.07  sq.  in. 

Total  required  area  for  dead  and  live  loads  =  6.23  sq.  in. 

The  actual  area  of  the  post  is  2  X  2.85  =  5.70  sq.  in. 

( 1 )  The  efficiency  of  the  post  for  dead  and  live  load  stresses  =  5.70/6.23 

=  0.91.     The  efficiency  should  be  at  least  i.oo. 

(2)  The  average  allowable  unit  stress   for  dead  and   live  loads  is 

38,250/6.23  =  6,140  lbs. 

The  actual  unit  stress  due  to  dead  and  live  loads  is  38,250/5.70=6,710 
lbs. 

The  efficiency  of  the  post  will  also  be  the  ratio  of  the  allowable  to  the 
actual  stress  =  6,i40/6,7io==o.9i.  Either  the  first  or  second 
method  may  be  used  for  calculating  the  efficiencies  for  direct 
stresses ;  for  bending  stresses  the  second  method  must  be  used. 

Wind  Load  Stresses. — The  direct  wind  load  stress  will  be  due  to 
the  half  load  of  1,500  lbs.  transferred  to  the  bottom  chord  by  the  sway 
bracing,  the  coefficient  will  be  2^  and  the  stress  =  2  J  X  2,160  =  5400 

pounds. 

Flexure  in  Post  Due  to  JViiid. — The  maximum  bending  moment  will 
come  at  the  bottom  of  the  sway  strut,  and  from  formula  (63)  will  be 

A  =  —  />./2  = 7— ^^2-=  5,810  lbs. 

7     ^  ^  .,        43,650  X  180 


24^      ^^'^'       24  X  28,000,000 


The    extreme    fiber    stress    will    be    5,810  + 5,400/5.70 -f- (27,000 + 

1 1,250  )/5.7o=  13,470  lbs. 
When  the  wind  is  considered,  the  allowable  unit  stress  for  dead  and 

live  loads  may  be  increased  by  25  per  cent  if  the  wind  load 

unit  stress  is  more  than  25  per  cent  of  the  unit  stress  due  to  dead 

and  live  loads  (§46). 
The  allowable  stress  considering  wind  will  be  6,140  X  i«25  =  7,675  lbs. 
The  efficiency  considering  wind  will  be  =  7,675/1 3,470  =  0.57. 
The  efficiency  should  be  at  least  i.oo. 

INTERMEDIATE  POST  U3L3.— Composed  of  2[s7"@9}  lbs. 

laced  X  24'  o". 

This  ])(>st  has  the  same  dimensions  as  post   LKL^^  and  /i==2i.i"*; 

r, -— 2.72";  ./  =  5.7o  sq.  in.;  70  =  72.98"*;  r2  =  3.6". 
Also  l/r==  106,  Pl  =  5,230  lbs.,  and  Pp  =  10,460  lbs. 
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The  maximum  live  load  stress  in  the  member  =  +  18,000  lbs. 

The  minimum  live  load  stress  in  the  member  =  o 

The  dead  load  stress  in  the  member  =  +    3,750  lbs. 

Area  required  to  take  the  live  load  stress  =18,000/5,230  =  3.44  sq.  in. 

Area  required  to  take  the  dead  load  stress  =  3,750/10460  =  0.36  sq.  in. 

Total  required  area  to  take  dead  and  live  loads  =3.80  sq.  in. 

The  average  allowable  unit  stress  for  dead  and  live  loads  is  21,750/3.80 

=  5,700  lbs. 
The  actual  unit  stress  due  to  dead  and  live  loads  =  21,750/5.7  =  3,810 

lbs. 
The  efficiency  of  the  post  for  dead  and  live  loads  =  5,700/3,810=  1.50. 

Wind  Load  Stresses. — The  direct  wind  load  in  the  post  will  be 
2,160  X  ii  =  3,240  lbs.     (The  coefficient  is  i^.) 

Flexure  in  Post  Due  to  Wind. — The  maximum  bending  moment  will 
occur  at  the  bottom  of  the  sway  strut,  and  will  be 

.         M.-y,          9  X  12  X  750  X  5.09"  „ 

/«=         p), \^      -;-2-  =  5,700  lbs. 

j_^__L_        ^     24,990  X  180 

2^E      7-9    "■  24  X  28,000,000 

The  extreme  fiber  stress  will  be 

5700  +  3»240/570  +  ( 18,000  +  3,750)7570=  10,090  lbs. 
When  wind  is  considered  the  average  allowable  unit  stress  for  dead 

and  live  loads  may  be  increased  25  per  cent  (§46). 
The  allowable  fiber  stress  considering  wind  will  be  5,700  X  1.25  =  7,125 

lbs. 
The  efficiency  considering  wind  will  be  7,125/10,090  =  0.71. 

INTERMEDIATE  POST  U^L,.— Composed  of  2  [s  6"  @  8  lbs., 
laced  X  24' o".  From  handbook  the  moment  of  inertia  of  one  6"  [=/i 
=  13.0"*;  ri  =  2.34".  Area  of  one  6"  [  =  2.38  sq.  in.  Thickness  of 
web  =  0.20"  (thickness  should  not  be  less  than  0.25"). 


Fig.  288.    Intermediate  Post  C/^L*. 


456  CALCULATION   OF   EFFICIENCIES  OF  A    HIGHWAY   BRIDGE. 

Moment  of  inertia,  /„  may  be  calculated  as  follows : 

/,  =  2/'  +  2^x  3^*=  1.40  + 4-76  X  3^54* 

=  61.04"* 
/,  =  /}r/;r,  =  3.58" 

The  largest  ratio  of  7  to  r  will  occur  around  axis  i-i,  and 

//r==  288/2.34  =123. 

The   allowable   live   load   unit   stress    (§37a),  Pxi  =  10,000  —  45 -//f 

=  4,465  lbs. 
The  allowable  dead  load  unit  stress    (§37a),  Pd  =  2o,ooo  —  90-//r 

=  8,930  lbs. 
The  maximum  live  load  stress  in  the  member  =  +  7>500  lbs. 
The  dead  load  stress  in  the  member  =  o 

Area  required  to  take  the  live  load  stress  =  7,500/4465  =  1.70  sq.  in. 
Area  required  to  take  the  dead  load  stress  =  0. 

Total  area  required  for  dead  and  live  load  stresses  =  1.70  sq.  in. 
The  average  allowable  unit  stress  for  dead  and  live  loads  =  7,500/1.70 

=  4,465  lbs. 
The  actual  unit  stress  due  to  dead  and  live  loads  =  7,500/1.70=  1,570 

lbs. 
The  efficiency  of  the  post  for  dead  and  live  loads  =  4,465/1, 570  =  2.80. 

Wind  Load  Stresses. — The  direct  wind  load  will  be  2,160  lbs. 
flexure  in  Post  Due  to  IVitid. — The  maximum  bending  moment  will 
occur  at  the  bottom  of  the  sway  strut  and  will  be 

M^   V,           9  X   12  X  750  X  4-92''         ,  /;  ^  ^  iu 
•^^  =  ;     P'/'^  \ ^,660"^ 80^  =  +  ^'740  lbs. 

/—         v^        61.04 5 

2^E  ^      24  X  28,000,000 

The    extreme    fiber    stress    will    be    6,740  +  2,160/4.76+7,500/4.76 

-_-r  8,770  lbs. 
When  the  wind  is  considered  the  average  allowable  unit  stress  for  dead 

and  live  loads  may  be  increased  25  per  cent  (§46). 
The  allowable  fiber  stress  considering  wind  will  be  4,465  X  1.25  =  5,580 

lbs.    The  efficiency  considering  wind  will  be =5,58 1/8,770= 0.64. 

END-POST  L„U,. — The  member  is  composed  of  2  [s  10"  @  15 

lbs.  and  i  pi.  12"  X  \'\  laced  X  31'  3^"-     Thickness  of  web  =  0.24" 
f  should  not  be  less  than  0.25"). 
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Fig.  289.    End-post  Lot/i. 


Area  12"  X  i"  PL  =   3.00  sq.  in. 

Area  2  [s  10"  @  15  lbs.=   8.92 

Total  area  =11.92       " 

To  locate  the  neutral  axis  2-2  take  moments  about  the  lower  edge 
of  the  channels. 

a=  (8.92  X  5  +  3  X  io.i2s)/i  1.92  =  6.29". 

Eccentricity  e'  =  6.29"  —  5.00"  =  1.29". 
Now  the  pin  is  placed  5.75"  from  the  lower  edge  of  the  channel  and  the 
eccentricity  of  the  loading  is  ^  =  6.29"  —  5-7S"  =  o.54". 

The  moment  of  inertia,  l^y  about  axis  2-2  may  be  calculated  as 
follows : 

Let     r  =  I  oi  [s  about  the  center  of  [s. 

/"  =  1  oi  plate  about  the  center  of  the  plate. 
-^'  =  area  of  the  [s. 
A"  =  area  of  the  plate. 

Then  /,=  /'  +  /"  +  A'  x  i:2^'  +  ^"  x  PJ5* 

=  133.8  +  0.016  +  8.92  X  1.29*  +  3  X  3  83s* 
=  133.8  +  0.016  +  i4-8i  +  44.10 
=  192.73"*. 

1 2  — A' r^ ;  r^  =  yj  1^2,71/11,^2  =  4.02". 

The  moment  of  inertia,  /j,  about  axis  i-i  may  be  calculated  as 
follows : 

Let     /'  =  /  of  [s  about  the  neutral  axis  parallel  to  the  web. 
/"  =  /  of  plate  about  axis  i-i. 
/i'  =  area  of  [s. 
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Then  /^  =  /'  +  /"  +  A'  x  sT^q" 

=  4.60  +  36.0  +  8.92  X  3.89* 

=  175.56"^  

I,  =  A^r,^;  r,  =r  V i75-56/i  1.92  =  3-84". 
Direct  Longitudinal  Stress. — Length  of  member=3i'  ^-^"=^yt^'\ 

Ratio  of  //r  =  375/3.84  =  98. 

Maximum  live  load  stress  =  +   65,520  lbs. 

Dead  load  stress  =+34,125  lbs. 

Direct  wind  stress        =-{-7,000+12,500  =  +    19,500  lbs. 

Total  direct  stress  =+  119,145  lbs. 

Allowable  Stresses, — 
For  live  loads  (§37a),  P£=:  10,000  —  45. //r=   5,590  lbs. 
For  dead  loads  (§  37a),  Pd  =20,000  —  9o//r=  11,180  lbs. 
Area  required  to  take  the  live  load  stress  =  65,520/5,590   =  1 1.72  sq.  in. 
Area  required  to  take  the  dead  load  stress = 34, 1 25/1 1 , 1 80  =   3.05  sq.  in. 

Total  required  area  for  dead  and  live  loads  =  14.77  sq.  in. 

Average  allowable  unit  stress  for  dead  and  Hve  loads  =  99,645/14.77 

=:  6,760  lbs. 
Actual  unit  stress  for  dead  and  live  loads  =  99,645/1 1.92  =  8,360  lbs. 
Efficiency  for  dead  and  live  loads  =  6,760/8,360  =  0.81. 
The  direct  wind  stress  is  less  than  25  per  cent  of  the  allowable  stresses 

for  dead  and  live  loads,  and  may  be  omitted  in   finding  the 

efficiency  for  dead  and  live  loads  alone  (§46). 

Stress  Due  to  Weight  of  Member. — The  total  weight  of  the  mem- 
ber =  1,628  lbs.     (See  Chapter  XXI.) 

The  bending  moment  due  to  the  weight  of  the  member,  A/i  =  JJf^-/-sin  d. 
The  stress  due  to  weight  is 


/.= 


/- 


loE 


The  stress  due  to  weight  in  the  upper  fiber  is 

\  X  1,628  X  375  X  0.645  X  3.96" 


/.= 


.r....  99,645    X     375' 


=  +  1,370  lbs. 


10  X  28,000,000 


The  stress  due  to  weight  in  the  lower  fiber  is 

/«;'  =  — 6.29/3.96  X  1,370  =  — 2,180  lbs. 
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Stress  Due  to  Eccentric  Loading. — The  stress  due  to  eccentric 
loading  will  be 

M^-y^    _    Pey 

""  loE        ""  loE 
The  eccentric  stress  in  the  upper  fiber  will  be 

A  = -^ «-  =  —  1 ,490  lbs. 

x^.  ..    99>64S  X  375'      -^^ 

192.73 ,5 

^  ^  "^   10  X  28,000,000 

Eccentric  stress  in  lower  fiber  is 

//  =  +  6.29/3.96  X  1,490=  +  2,370  lbs. 

The  resultant  stress  due  to  the  stress  due  to  weight  and  the  stress  due  to 
eccentric  loading  is  /^  =  /^  -f-  /e  =  +  i  »370  —  i  ,490  =  —  1 20 
lbs.  in  the  upper  fiber  and  — 2,180  +  2,370=+  190  lbs.  in  the 
lower  fiber. 

The  maximum  stress  in  the  member  due  to  the  direct  loading,  weight  of 
member  and  eccentric  loading  occurs  on  the  lower  fiber,  and  is 

/a +/i  =  99,645/1 1.92 +190  =  8,550  lbs. 

» 

The  resultant  stress  due  to  weight  of  the  member  and  eccentric  loading 
is  less  than  10  per  cent,  and  may  be  neglected  (§48). 

Stress  Due  to  Wind  Moment. — The  end-posts  will  both  be  fixed 
if  the  windward  end-post  is  fixed.  To  fix  the  windward  end-post  the 
bending  moment  must  not  be  greater  than  the  resisting  moment,  which 
will  be  when 

Mo^H^y.^i^MS  —  V  —  D')a/2 

If  3'o  is  taken  equal  to  ^d=ii'  6"=  138",  and  0  =  6.87",  we  will 
have 

3»37S  X  138^  (99,645  —  7,940  —  7,000)6.87/2 

which  makes  465,750  >  291,968,  and  the  windward  post  is  not  fixed. 

The  usual  sohition  (Chapter  VIII)  would  therefore  assume  that 
the  end-posts  are  both  pin-connected  (free  to  turn  at  L^),  and  the 
stress  due  to  bending  moment  calculated  on  that  assumption.  In  this 
case  the  maximum  bending  moment  will  occur  at  the  foot  of  the  portal 
knee  brace,  and  will  be  Afi  =  3,375  X  276  =  931,500  in.-lbs. 
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The  following  approximate  solution  appears  to  be  more  rational 
The  resisting  moment  at  the  foot  of  the  windward  end-post  is 


ft 


^^0=  (99.645  —  12,500  — 7,ooo)i  X  6.87 
=  275,280  in.-lbs. 


This  will  resist  a  bending  moment  of  an  equal  amount.  If  Vo  is  the 
distance  from  the  foot  of  the  post  to  the  point  of  contra-flexure,  we 
will  have 

//.Jo  =  275,280  in.-lbs.,  and  To  =  275,280/3,375  =  81.5"  =  6'  g\" 

The  maximum  bending  moment  will  be  M^  and  will  occur  at  the 
foot  of  the  portal  knee  brace,  and  will  be 

^^^i  =  3'375(276  — 81.5)  =3,375  X  194.5"  =  659*812  in.-lbs. 

which  is  only  about  two-thirds  of  the  bending  moment  calculated  above. 
The  stress  due  to  wind  moment  in  the  windward  post  will  be 


/.= 
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M^j^^  659,812  X  6" 


p-p  ^  (99,64s  - 12,500  -  7,000)296.5^ 

lo^"       ^^'^  10  X  28,000,000 


=  26,210  lbs.     (Length  /  =  378  — 81.5  =  296.5".) 
The  resisting  moment  at  the  foot  of  the  leeward  post  will  be 
//.Jo  =  Mq=  (99,645  +  12,500  +  7,000) i  X  6.87"  =  409,260 in.-lbs. 

and3'o  =  409,26o/3,375  =  i2i"=io'  i" 

The  bending  moment  at  the  foot  of  the  knee  brace  on  the  leeward 
side  will  be  Mi  =  3,375  (276 —  121)"  =  523,125  in.-lbs. 

The  stress  due  to  wind  moment  in  the  leeward  end-post  will  be 

^_Mx'yx  523.125  X  6" 


T        ^'^^          rn.    .A         (99.645   +    12,500  +   7,000)  257^ 
J 1755^ o 

loE        '  ^  ^  10  X  28,000,000 

=:  +  2i,:^oo  lbs.     (Length  /=378 — 121=257".) 

Maximum  Fiber  Stresses. — The  maximum  fiber  stresses  due  to 
wind  and  direct  loading  in  the  windward  post  will  occur  at  the  foot  of 
the  portal  knee  brace,  and  will  be 

/i  =  (65.520 +  34,i25)/ii.92— 19,500/11.92  +  26,210 
=  +  8,360 —  1,640  +  26,210=  +  32,930  lbs. 

The  maximum  fiber  stress  due  to  wind  and  direct  loading  in  the 
leeward  post  will  occur  at  the  foot  of  the  portal  knee  brace,  and  will  be 
A  =  (65.520  +  34,125)/!  1.92  +  19,500/1 1.92  +  21,200 

=  +  8,360+ 1,640 +  21,200=: +  31,200  lbs. 

The  allowable  stress  when  the  wind  is  considered  may  be  25  per  cent 
in  excess  of  that  allowed  for  dead  and  live  loads  =  6,760  X  1-25  =  8450 
lbs.  (§46). 

The  efficiency  of  the  windward  post  =  8,450/32,930  =  0.267. 

The  efficiency  of  the  leeward  post  =  8,450/31,200  =  0.287. 

TOP  CHORDS.  TOP  CHORD  U^Uo.— The  member  is  com- 
posed of  2  [s  10"  @  15  lbs.  and  i  pi.  12"  X  J"  X  20'  o^"  long.  The 
length  is  24oi".  Thickness  of  web  =  0.24"  (thickness  should  not  be 
less  than  0.25").  Properties  of  the  sections  are  the  same  as  for  L^IJ^. 
Area  =11.92  sq.  in.;  72  =  192.73"*;  ^2  =  4-02". 
A  =  175.56"*  71  =  3-84" ;  e  =  0.54". 
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Direct   Longitudinal   Stress. — Length   of  member  =  240^",  and 
//r  =  240.5/3.84  =  63. 
Maximum  live  load  stress  =  + 72,000  lbs. 
Dead  load  stress  =-1-37,500  lbs. 

Direct  wind  load  stress        =  +   9,000  lbs. 

Allowable  Stresses. — 
For  live  loads  (§37a),    Px  =  12,000—  55 •//r=  8,535  lbs. 
For  dead  loads  (§37a),P2>=  24,000 — iio//r=  17,070  lbs. 
Area  required  to  take  live  load  stress  =  72,000/8,535    =  844sq.in. 
Area  required  to  take  dead  load  stress  =  37,500/17,070=   2.19  sq.  in. 

Total  area  required  for  dead  and  live  loads  ^  10.63  sq.  in. 

Average  allowable  unit  stress  for  dead  and  live  loads  =  109,500/10.63 

=  10,300  lbs. 
Actual  stress  due  to  dead  and  live  loads  =  109,500/11.92  =  9,200  lbs. 
Efficiency  for  dead  and  live  loads  =  10,300/9,200=  1.12. 
The  direct  wind  load  is  less  than  25  per  cent  of  the  dead  and  live 

stresses  and  may  be  neglected  (§46). 

Stress  Due  to  Weight  of  Member. — The  total  weight  of  the  mem- 
ber is  1,026  lbs  (Chapter  XXI).     The  bending  moment  is 

M^  =  ilV.l  =  iXi ,026  X  24oi" 
/_  ^4      j^2  .3  _  i09>Soox  240.5 

24/i  ^    '/  o         24  X   28,000,000 

stress  in  the  upper  fiber. 

The  stress  in  the  lower  fiber  is 

■ 

/,/  =  —  6.29/3.96  X  665  =—  1,030  lbs. 

Stress  Due  to  Eccentric  Loading. — The  eccentricity  =  0.54". 

M.  -V,        109,500  X  0.54"  X  3.96"  ,,     . 

/;  =     -  '£-^0  =  -  —- ^=--2  =  —  1 ,220  lbs.  m  upper  fiber. 

7     ^'^'  109,500x240.5 

24/i  ^    -/J         24x28,000,000 

The  stress  in  the  lower  fiber  is 

/,,  =  6.29/3.96  X  1,220=+  i»940  ^bs. 


TOP   CHORDS.  463 

The  maximum  compressive  stress  due  to  weight  of  member  and 
eccentric  loading  is  in  the  lower  fiber,  and  is 

/i=/«>  +  /e  =  — 1,030+ 1,940= +910  lbs. 

This  stress  is  less  than  10  per  cent  of  the  allowable  stress  for  dead  and 
live  loads  and  may  be  neglected  (§48). 

TOP  CHORD  U2U3.— The  member  is  composed  of  2  [s  10"  @  15 
lbs.  and  i  pi.  12"  X  i"  X  20'  oi"  long.  Length  =  240^".  The  thick- 
ness of  the  web  =  0.24"  (thickness  should  not  be  less  than  0.25"). 
The  properties  of  the  section  are  the  same  as  for  end-post  L^U^, 

Area  =11.92   sq.    in.;   /,=  192.73"*;    r2  =  4.02";   7^=175.56"*; 

^1  =  384" ;  e = 0.54". 

Direct  Longitudinal  Stress. — Length  of  member  =  240J",  and 
//r=  240.5/3.84  =  63. 

Maximum  live  load  stress  =  + 90,000  lbs. 
Dead  load  stress  =  -f  46,875  lbs. 

Direct  wind  load  stress        =-1-7,310  lbs. 

Allowable  Stresses. — 

For  live  loads  (§37a),    Fx  =  12,000—   55-//r=  8,535  lbs. 

For  dead  loads  (§  37a),  Pd  =  24,000 — iio//r=  17,070  lbs. 

Area  required  to  take  live  load  stress  =  90,000/8,535   =  10.55  sq.  in. 

Area  required  to  take  dead  load  stress  =  46,875/17,070=   2.75  sq.  in. 

Total  area  required  for  dead  and  live  loads  =  13.30  sq.  in. 

The  average  allowable  unit  stress  for  dead  and  live  loads 

=  136,875/13.30=  10,300  lbs. 
The  actual  unit  stress  due  to  dead  and  live  loads  =  136,875/11.92 

=  11,400  lbs. 
The  efficiency  of  the  member  for  dead  and  live  loads  =  10,300/11,400 

=  0.90. 
The  direct  wind  load  stress  is  less  than  25  per  cent  of  the  allowable 

stresses  for  dead  and  live  loads  and  may  therefore  be  neglected 

(§46). 

Stress  Due  to  Weight  of  Member. — The  total  weight  of  the  mem- 
ber=  1,026  lbs.  (Chapter  XXI).  The  bending  moment,  Mi  =  ^W^-/ 
=  i  1026  X  240.5", 
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M^  y^        |x  1,026  X  240.5x396^'       ,  ^,  ,. 

32^?        9  '7Z       32  X  28,ocx),ooo 

in  the  upper  fiber. 

Stress  in  the  lower  fiber  is 

/to'  =  —  6.29/3.96  X  665  =  —  1 ,030  lbs. 

Stress  Due  to  Eccentric  Loading. — The  eccentricity  =  0.54".    The 
eccentric  load  =136,875 — 109,500  =  27,375  lbs. 

f -^r^i         27,375  X  0.54 X  3-96^'  ,^^,. 

•^•"-       P./^-  136,875  X  240.5'  =  "  320  lbs. 


32^  ^     'J         32x28,000,000 


in  upper  fiber. 

The  stress  in  the  lower  fiber  is 

fe  =  6.29/3.96  X  320  =  +  510  lbs. 

The  maximum  compressive  stress  due  to  weight  of  member  and 
eccentric  loading  is  in  the  upper  fiber,  and  is 

/i=/tc  +  /e=  +  ^>65  — 320  =  +  345  lbs. 

This  stress  is  less  than  10  per  cent  of  the  allowable  stress  for  dead 
and  live  loads  and  may  therefore  be  neglected  (§48). 

TOP  CHORD  U,U,.— The  member  is  composed  of  2  [s  10"  @  15 
lbs.  and  i  pi.  \2"  X  \"  X  20'  o.\"  long.  Length  of  member  =  240.5". 
The  thickness  of  the  web  =  0.24"  (thickness  should  not  be  less  than 
0.25").  The  i)roperties  of  the  section  are  the  same  as  for  the  end- 
post  Lof^i- 

Area=iT.92  sq.  in.;  72=192.73"*;  r2  =  4-02";  -^1  =  175.56"*; 
r,  =  3.84";  ^  =  0.54". 

Direct   Longitudinal   Stress. — Length   of  member  =  240.5",  and 

l/r  =  63. 

jMaximnm  live  load  stress  =  + 96,000  lbs. 
Dead  load  stress  =  +  50,000  lbs. 

Direct  wind  load  stress       =+    5.600  lbs. 

AUoivahle  Stresses. — 
For  live  loads  (§37a),    Px  =  12,000—   55-/A=  8,535  lbs. 
For  dead  loads  (§ 37a), P/)=  24,000— no- //r=  17,070  lbs. 


TOP   CHORDS.  465 

Area  required  to  take  live  load  stress  =  96,000/8,535   =ii.25sq.  in. 
Area  required  to  take  dead  load  stress  =  50,000/17,070=   2.92  sq.  in. 

Total  required  area  for  dead  and  live  loads  =  14.17  sq.  in. 

The  average  allowable  unit  stress  for  dead  and  live  loads 

=  146,000/14.17=10,300  lbs. 
The  actual  unit  stress  due  to  dead  and  live  loads  =  146,000/11.92 

=  12,200  lbs. 
The  efficiency  of  the  member  for  dead  and  live  loads  ==  10,300/12,200 

=:0.84. 

The  direct  wind  load  stress  is  less  than  25  per  cent  of  the  allowable 
stresses  for  dead  and  live  loads,  and  therefore  may  be  neglected 

(§46). 

Stress  Due  to  Weight  of  Member. — The  total  weight  of  the  mem- 
ber=  1,026  lbs.  (Chapter  XXI). 

M^-y^        \  X  1,026  X  240.5^^  X  3.96^^ 

•^-  "  ;     PI* 146,000  X  240.  s»  =  +  ^5  lbs. 

32^       ^  '^^      32  X  28,000,000 

in  upper  fiber. 

The  stress  in  the  lower  fiber  due  to  weight  of  member  is 

/«'  =  —  6.29/3.96  X  665  =  —  1,030  lbs. 

Stress  Due  to  Eccentric  Loading. — The  eccentricity  =  0.54".    The 
eccentric  load  =146,000 — 136,875  =  9,125  lbs. 

T^tlL  146,000x240.5 

32^        9  -73  ~"  22  X  28,000,000 
in  upper  fiber. 

The  stress  in  the  lower  fiber  is 

/e' =  6.29/3.96  X  107  =  +  170  lbs. 

The  maximum  fiber  stress  due  to  weight  of  the  member  and  eccen- 
tric loading  is  in  the  upper  fiber,  and  is 

/i  =  /»o  +  /e  =  +  665— 107=4-558  lbs. 

This  stress  is  less  than  10  per  cent  of  the  allowable  stress  for  dead 
and  live  loads  and  may  be  neglected  (§48). 
31 
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TENSION  MEMBERS.  LOWER  CHORD  LoL,.— The  mem- 
ber is  composed  of  2  eye-bars  2i"Xf"X2o'  o".  Total  area =2" 
X  2.19"  =  4.38  sq.  in. 

Longitudinal  Stresses. — 

Allowable  live  load  unit  stress  (§  36a)  =  12,500  lbs. 

Allowable  dead  load  unit  stress  (§36a)  =25,000  lbs. 

Maximum  live  load  stress  = — 42,000  lbs. 

Dead  load  stress  =  —  21,875  ^^' 

Maximum  wind  load  compression  =  + 41*285  lbs. 
Maximum  wind  load  compression  for  dead  loads  =  +  29,000  lbs. 

Maximum  wind  load  tension  = —  12,300  lbs. 

There  is  a  reversal  of  stress  for  dead  loads  of  +29,000  —  21,875 
=  -{-7,125  lbs.     No  provision  is  made  for  this  reversal  of  stress,  and 
the  compression  will  have  to  be  taken  by  the  floor  system. 
Area  required  to  take  live  load  stress  =  42,000/ 12,500  =  3.36  sq.  in. 
Area  required  to  take  dead  load  stress  =  21,875/25,000  =  0.88  sq.  in. 

Total  area  required  for  dead  and  live  loads  4.24  sq.  in. 

The  average  allowable  unit  stress  for  dead  and  live  loads 

=  ^3.875/4.24=  1 5»o6o  lbs. 
Actual  unit  stress  due  to  dead  and  live  loads  =  63,875/4.38  =  14,650  lbs. 
The  efficiency  for  dead  and  live  loads  =  15,060/14,650=  1.03. 

Stress  Due  to  Eccentricity. — None. 

Stress  Due  to  Weight. — From  the  diagram  in  Fig.  107  the  stre>s 
due  to  weight  is  /v?  =  660  lbs.  per  sq.  in. 

The  stress  due  to  weight  of  the  member  and  eccentricity  are  less 
than  10  per  cent  of  the  allowable  stress  for  dead  and  live  loads,  and 
may  be  neglected  f  §  48 ) . 

Wind  Load  Stresses. — The  maximum  wind  load  tension  is  — 12,300 
lbs.,  which  is  less  than  25  per  cent  of  the  allowable  dead  and  live  load 
stress  and  may  be  neglected  (§46). 

Lower  chords  LJ^i  should  be  made  stiff  members. 

LOWER  CHORD  L^L.. — The  member  is  composed  of  2  eye-bars 
-i  X  s"  X  20'  o".  This  member  has  the  same  dimensions  as  Lo^i' 
and  the  dead  and  live  load  stresses  are  the  same.  The  wind  load 
stresses,  however,  are  different. 
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Longitudinal  Stresses. — 

Allowable  live  load  unit  stress  (§  36a)  =  12,500  lbs. 

Allowable  dead  load  unit  stress  (§  36a)  =25,000  lbs. 

Maximum  live  load  stress  =  —  42,000  lbs. 

Dead  load  stress  = — 21,875  ^^s. 

Maximum  wind  load  compression  =  -|-  63,260  lbs. 

Dead  wind  load  compression  =  +  42,200  lbs. 

Maximum  wind  load  tension  =  —  41,285  lbs. 

There  is  a  reversal  of  stress  for  dead  loads  of  4-42,200  —  21,875 
=  -1-20,325  lbs.,  while  the  maximum  live  and  dead  load  stresses  are 
nearly  neutralized  by  the  maximum  wind  load  compression.  No  pro- 
vision is  made  for  reversal  of  stress,  and  the  compression  will  either 
be  taken  by  the  floor  system  or  will  buckle  the  lower  chord,  producing 
arch  action  in  the  upper  chord. 

Area  required  to  take  live  load  stress  =  42,000/12,500  =  3.36  sq.  in. 
Area  required  to  take  dead  load  stress  =:  21,875/25,000  =  0.88  sq.  in. 

Total  area  required  for  dead  and  live  loads  =4.24sq.  in. 

The  average  allowable  unit  stress  for  dead  and  live  loads 

=  63,875/4.24=  I5»o6o  lbs. 
Actual  unit  stress  for  dead  and  live  loads  =  63,875/4.38=  14,650  lbs. 
The  efficiency  for  dead  and  live  loads  =  15,060/14,650=  1.03. 

Stress  Due  to  Weight. — From  the  diagram  in  Fig.  107  the  stress 
due  to  weight  is  /«,  =  66o  lbs.  per  sq.  in. 

Stress  Due  to  Eccentric  Loading. — None. 

The  stress  due  to  weight  and  eccentric  loading  is  less  than  10  per 
cent  of  the  allowable  stress  for  dead  and  live  loads,  and  may  be 
neglected  (§48). 

Wind  Load  Stresses. — The  maximtim  wind  load  tension  is  —  41 ,285 
lbs.,  and  must  be  considered,  since  it  is  more  than  25  per  cent  of  the 
allowable  stress  for  dead  and  live  loads  (§46). 

The  actual  stress  when  wind  is  considered  is 

—  42,000/4.38  —  21,875/4.38  —  41,285/4.38  =  —  24,100  lbs. 

The  allowable  average  unit  stress  for  dead  and  live  loads  =15,060 
lbs.,  to  which  may  be  added  25  per  cent  when  wind  loads  are  considered 
(§  46)  =  15,060  X  1.25  =  18,825  lbs. 

The  efficiency  of  the  member  when  wind  is  considered  is 

18,825/24,100  =  0.78 
Lower  chords  L^L^  should  be  made  stiff  members. 
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LOWER  CHORD  LjL,. — The  member  is  composed  of  2  eye-bars 
3i"  XWX  20'  o".     The  total  area  =  2"  X  3.28"  =  6.56  sq.  in. 

Longitudinal  Stresses. — 

Allowable  live  load  unit  stress  (§36a)  =  12,500  lbs. 

Allowable  dead  load  unit  stress  (§36a)  ^25,000  lbs. 

Maximum  live  load  stress  =  —  72,000  lbs. 

Dead  load  stress  =  —  37,500  lbs. 

Maximum  wind  load  compression  =  -f-  80,965  lbs. 
Maximum  wind  load  compression  for  dead  loads  =  -f"  54>640  lbs. 

Maximum  wind  load  tension  =  —  67,760  lbs. 

There  is  a  reversal  of  stress  for  dead  load  of  — 37,500  +  54,640 
=  +  17,140  lbs.  No  provision  is  made  for  this  reversal  and  the  com- 
pression will  be  taken  by  the  floor  system,  or  the  truss  will  act  as 
an  arch. 

Area  required  to  take  live  load  stress  =  72,000/12,500  =  5.76  sq.  ia 
Area  required  to  take  dead  load  stress  =  37,500/25,000  =1.50  sq.  in. 

Total  area  required  for  dead  and  live  loads  =7.26  sq.  in. 

The  average  allowable  unit  stress  for  dead  and  live  loads 

=  109,500/7.26=15,060  lbs. 

The  actual  unit  stress  for  dead  and  live  loads  =  109,500/6.56=16,700 

lbs. 
The  efficiency  for  dead  and  live  load  stresses  =  15,060/16,700  =  0.90. 

Stress  Due  to  Weight. — From  the  diagram  in  Fig.  107  the  stress 
due  to  weight  is  /u>  =  800  lbs.  per  sq.  in 

Stress  Due  to  Eccentric  Loading. — None. 

The  stress  due  to  the  weight  of  the  member  and  the  eccentric  load- 
ing of  the  member  is  less  than  10  per  cent  of  the  allowable  stress  for 
dead  and  live  loads,  and  may  be  neglected  (§48). 

Wind  Load  Stresses. — Themaximum  wind  load  tension  = — 67,760 
lbs.  and  must  be  considered.  The  maximum  unit  stress  due  to  wind  and 
dead  and  Hve  loads  =  —  67,760/6.56  —  37,500/6.56  —  72,000/6.50  =» 
—  27,000  lbs.  The  allowable  average  stress  for  dead  and  live  loads  is 
15,060  lbs.,  to  which  may  be  added  25  per  cent  when  wind  loads  are 
considered  =  15,060  X  1.25  =  — 18,825  lbs.  (§46). 

The  efficiency  of  the  member  when  wind  is  considered  is 

=  18,825/27,000  =  0.70. 
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(It  is  not  usual  to  make  more  than  two  panels  of  the  lower  chord 
stiff  members.  The  compression  due  to  dead  load  wind  will  doubtless 
be  resisted  by  the  floor  system.) 

LOWER  CHORD  LgL^. — The  member  is  composed  of  4  eye-bars 
3"  X  W  X  2&  o".     The  total  area  =  4"  X  2.06"  =  8.24  sq.  in. 

Longitudinal  Stresses. — 

Allowable  live  load  unit  stress  (§  36a)  =  12,500  lbs. 

Allowable  dead  load  unit  stress  (§36a)  =25,000  lbs. 

Maximum  live  load  stress  =  —  90,000  lbs. 

Dead  load  stress  =  —  46,875  lbs. 

Maximum  wind  load  compression  =  +  88,060  lbs. 
Maximum  wind  load  compression  for  dead  loads  =  +  59,980  lbs. 

Maximum  wind  load  tension  =  —  83,665  lbs. 

There  is  a  reversal  for  dead  loads  of  —  46,875  +  59,980=  +  13,105 
lbs.     No  provision  is  made  for  this  stress. 

Area  required  to  take  live  load  stress  =  90,000/12,500  =  7.200  sq.  in. 
Area  required  to  take  dead  load  stress  =  46,875/25,000  =  1.875  sq.  in. 

Total  area  required  for  dead  and  live  loads  =9.075  sq.  in. 

The  average  allowable  unit  stress  for  dead  and  live  loads 

=  136,875/9.075  =  15,060  lbs. 
The  actual  unit  stress  due  to  dead  and  live  loads 

=  136,875/8.24=16,600  lbs. 

The  efficiency  of  the  member  for  dead  and  live  loads 

=  15,060/16,600=0.90. 

Stress  Due  to  Weight. — From  the  diagram  in  Fig.  107  the  stress 
due  to  weight  is  fw  =  Soo  lbs.  per  sq.  in. 

Stress  Due  to  Eccentric  Loading. — None. 

The  stress  due  to  weight  and  eccentric  loading  is  less  than  10  per 
cent  of  the  allowable  stress  for  dead  and  live  loads,  and  may  be  neglected 

(§48). 

Wind  Load  Stress. — The  maximum  wind  load  tension  =  —  83,665 
lbs.,  which  is  more  than  25  per  cent  of  the  allowable  dead  and  live  loads 
and  must  be  considered  (§  46).  The  maximum  unit  stress  due  to  wind, 
dead  and  live  loads  =  —  83,365/8.24  —  46,875/8.24  —  90,000/8.24  = 
26,750  lbs.     The  average  allowable  unit  stress  for  dead  and  live  loads 
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is  15,060  lbs.,  to  which  25  per  cent  may  be  added  when  wind  loads  arc 
considered  (§46)  =  15,060  X  1.25  =  —  18,825  lbs. 

The  efficiency  of  the  member  when  wind  is  considered 

=  18,825/26,750  =  0.70. 

MAIN  TIE  U1L2. — The  member  is  composed  of  2  eye-bars 
2i"  X  r  X  31'  3T^f".     The  total  area  =2"  X  2.18"  =  4,36  sq.  in. 

Longitudinal  Stresses. — 

Allowable  live  load  unit  stress  (§36a)  =12,500  lbs. 

Allowable  dead  load  unit  stress  (§36a)  =25,000  lbs. 

Maximum  live  load  stress  =  —  49,140  lbs. 

Deal  load  stress  =  —  24,375  lbs. 

Minimum  live  load  stress  =  +    2,340  lbs. 

The  wind  load  stress  is  equal  to  2,160/7,500  part  of  the  dead  load 
stress,  which  is  less  than  25  per  cent  of  the  dead  and  live  load  stress, 
and  may  be  neglected  (§46). 

Area  required  to  take  live  load  stress  =  49,140/12,500  =  3.93  sq.  in. 
Area  required  to  take  dead  load  stress  =  24,375/25,000  =  0.98  sq.  in. 

Total  area  required  for  dead  and  live  loads  =4.91  sq.  in. 

Average  allowa])le  unit  stress  for  dead  and  live  loads  =  73,515/4.91 

=  15,000  lbs. 
Actual  unit  stress  due  to  dead  and  live  loads  =  73,515/4.36=  16,800  lbs. 

The  efficiency  for  dead  and  live  loads  =  15,000/16,800  =  0.90. 

Stress  Due  to  Weight. — From  the  diagram  in  Fig.  107  the  stress 
due  to  weight  is  fw  =  C65  X  sin  ^  =  665  X  0.645=:  429  lbs. 

Stress  Due  to  Eccentric  Loading. — None. 

The  stress  due  to  weight  is  less  than  10  per  cent  of  the  allowable 
stress  for  dead  and  live  loads,  and  may  be  neglected  (§48). 

MAIN  TIE  U.X3. — The  member  is  composed  of  2  eye-bars 
2I"  X  r  X  31'  3i^'''    The  area  =  2"  X  i.88"  =  3.76  sq.  in. 

Longitudinal  Stresses. — 

Allowable  live  load  unit  stress  (§36a)  =12,500  lbs. 

Allowable  dead  load  unit  stress  (§36a)  =25,000  lbs. 

Maximum  live  load  stress  =  —  35,100  lbs. 

Dead  load  stress  = — 14,625  lbs. 

Maximum  live  load  compression  =+    7,020  lbs. 
The  wind  load  stress  is  nominal. 
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Area  required  to  take  live  load  stress  =  35,100/12,500  =  2.81  sq.  in. 
Area  required  to  take  dead  load  stress  =  14,625/25,000  =  0.59  sq.  in. 

Total  area  required  for  dead  and  live  loads  =  3.40  sq.  in. 

Average  allowable  unit  stress  .  for  dead  and  live  loads  =  49,725/3.40 

=  — 14,600  lbs. 
Actual  unit  stress  for  dead  and  live  loads  =  49,725/3.76  =  — 13,200  lbs. 

Efficiency  for  dead  and  live  loads  =14,600/13,200=  1.06. 

Stress  Due  to  Weight. — From  the  diagram  in  Fig.  107  the  stress 
due  to  weight  is  /»  =  850  X  sin  ^  =  850  X  0.645  =  550  lbs. 

Stress  Due  to  Eccentric  Loading. — None. 

The  stress  due  to  weight  and  eccentric  loading  is  less  than  10  per 
cent  of  the  allowable  stress  for  dead  and  live  loads,  and  may  be  neglected 
(§48). 

MAIN  TIE  UgL^. — The  member  is  composed  of  2  eye-bars 
2"  X  i"  X  31'  3^".     The  total  area  =  2"  X  i.oo"  =  2.oo  sq.  in. 

Longitudinal  Stresses. — 

Allowable  unit  stress  for  live  loads  (§36a)  =12,500  lbs. 
Allowable  unit  stress  for  dead  loads  (§36a)  =25,000  lbs. 
Maximum  live  load  stress  =  —  23,400  lbs. 

Dead  load  stress  = —  4»875  lbs. 

Maximum  live  load  compression  =0 

The  wind  load  stress  is  nominal. 

Area  required  to  take  live  load  stress  =  23,400/12,500  =1.87  sq.  in. 
Area  required  to  take  dead  load  stress  =  4,875/25,000  =  0.20  sq.  in. 

Total  area  required  for  dead  and  live  loads  =2.07  sq.  in. 

Average  allowable  stress  for  dead  and  live  loads  =  28,275/2.07  =  — 

13,700  lbs. 
Actual  unit  stress  for  dead  and  live  loads  =  28,275/2.00  =14,138  lbs. 

The  efficiency  for  dead  and  live  loads  =13,700/14,138  =  0.92. 

Stress  Due  to  Weight. — From  the  diagram  in  Fig.  107  the  stress 
due  to  weight  is  /«,  =  650  X  sin  ^  =  650  X  0.645  =  4^^  ^^s. 

Stress  Due  to  Eccentric  Loading. — None. 

The  stress  due  to  weight  and  eccentric  loading  is  less  than  10  per 
cent  of  the  allowable  stress  for  dead  and  live  loads,  and  may  be  neglected 
(§48). 

COUNTER  TIE  U3L2.— The  member  is  composed  of  i  rod 
J"  sq.  X  31'  3i^".  This  member  carries  no  stress  and  need  not  be 
considered. 
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COUNTER  TIE  U4L3.— The  member  is  composed  of  2  bars  i" 
sq-  X  31'  3^"«    The  tqtal  area  =2"  X  i"  =  2.oo  sq.  in. 

Longitudinal  Stresses. — 

Allowable  live  load  unit  stress  (§36a)  =12,500  lbs. 
Allowable  dead  load  unit  stress  (§36a)  =25,000  lbs. 
Maximum  live  load  stress  = —  9*165  lbs. 

Dead  load  stress  =0 

Wind  load  stress  =0 

Area  required  =  9,165/12,500  =  0.73  sq.  in. 
Allowable  unit  stress  =  12,500  lbs. 

Actual  unit  stress  =9,165/2.00=:  4,580  lbs. 
Efficiency  for  dead  and  live  loads  =  12,500/4,580  =  2.74. 

Stress  Due  to  Weight. — From  the  diagram  in  Fig.  107  the  stress 
due  to  weight  is  /«,  =  1,000  X  sin  ^=  1,000  X  0.645  =  645  lbs. 

Stress  Due  to  Eccentric  Loading. — None. 

The  stress  due  to  weight  and  eccentric  loading  is  less  than  10  per 
cent  of  the  allowable  stress  for  dead  and  live  loads,  and  may  be  neglected 
(§48). 

HIP  VERTICAL  UiL,.— The  member  is  made  of  two  parts. 
The  upper  part  is  composed  of  2  bars  J"  sq.  X  19'  7l"  long;  the  lower 
part  of  2[s  6"  @  8  lbs.  X  6'  5V'  long. 

A.  UPPER  PART.— The  total  area  =  2"  X  0.765"  =1.53  sq.  in. 

Longitudinal  Stresses. — 

Allowable  unit  stress  for  live  loads  (§36a)  =  12,500  lbs. 

Allowable  unit  stress  for  dead  loads  (§36a)        =25,000  lbs. 
Maximum  live  load  stress  = — 14,400  lbs. 

Dead  load  stress  = —   7,500  lbs. 

Wind  load  stress  =0 

Area  required  to  take  live  load  stress  ==  14,400/12,500=  1. 15  sq.  in. 
Area  required  to  take  dead  load  stress  =   7,500/25,000  =  0.30  sq.  in. 

Total  area  required  for  dead  and  live  loads  =  1.45  sq.  in. 

Average  allowable  unit  stress  for  dead  and  live  loads  =  21,900/1.45 

-—  15.100  lbs. 
Actual  unit  stress  for  dead  and  live  loads  =  21,900/1.55=  14,300  lbs. 
The  efficiency  for  dead  and  live  loads  =  15,100/14,300=  1.06. 

Stress  Due  to  Weight. — None. 

Stress  Due  to  Eccentric  Loading. — None. 
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B.  Lower  Part — The  gross  area  ot  the  section  =2"  X  2.38" 
=  4.76  sq.  in.  The  thickness  of  the  web  =  o.2o"  (thickness  should  not 
be  less  than  0.25").  The  thickness  of  the  flange  at  the  center  of  the 
rivet  hole^  (approximately)  (o.4g"  +  o,2o")/2  =  o.35".  Rivets  are 
}"  diameter ;  holes  \i"  diameter ;  J"  diameter  to  be  deducted  in  obtain- 
ing net  area  (Table  XXXII). 

The  required  net  section  for  tension^  1.45  sq.  in.,  the  same  as  for 
the  upper  part.  The  net  area  through  the  pin  hole  must  not  be  less 
than  1.45  X  1.25;^  1.81  sq.  in.  (Specifications,  §75). 

Pin  A/,.  — Area  through  the  pin  =  (4.76+3.00)  —  (2H  X  2  X 
0.45)  —  (4X  J  X0.35)  ^4.10  sq.  in.,  which  is  sufficient. 

The  required  area  back  of  the  pin  must  not  be  less  than  75  per  cent 
of  the  required  area  through  the  pin  (§75).  The  actual  area  back  of 
the  pin  ^2(3!" —  I  Si")  X  0.45"  =  2.00  sq.  in.  Required  area  back 
of  the  pin  ^1.81"  X  0-75"^  i-38  sq.  in.  The  area  back  of  the  pin  is 
sufficient. 

Pin  Z,,, — The  area  through  the  pin  hole  ^  (4.76  +  3.00) — 4(0,35 
Xi)  —  (2ii  X2  X  0.45)  =5.21  sq.  in,,  which  is  sufficient.  The  area 
back  of  the  pin  is  more  than  sufficient. 
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length  14^". 


PIN  Lj, — The  pin  is  3 A"  diameter;  grip  12"; 
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Bending  Moment,  (a)  Not  Considering  Wind  Stress. — In  Fig. 
291  the  stresses  in  (b)  are  the  total  dead  and  live  load  stresses,  while  the 
stresses  in  (a)  are  the  stresses  taken  by  the  metal  on  one  side  of  the 
member  only.  For  an  explanation  of  the  method  of  calculation  of  the 
stresses  in  pins,  see  Chapter  VIII. 

Horizontal  Components. — 
Bending  moment  at  2=0. 
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Bending  moment  at  3  =  31,937  X  0.93"  =  29,700  in.-lbs- 

V'ertical  Components. — 
Bending  moment  at  5  =  38,325  X  1.82"  =  69,950  in.-lbs. 
Bending  moment  at  6  =  38,325  X  2.75"  —  38,325  X  0.93" = 69,950 

in.-lbs. 
The  total  moment  at  2  and  5  =  69,950  in.-lbs. 

The  total  moment  at  3  and  6=  ^  29,700*  +  69,950*  =  76,000  in.-lbs. 
The  allowable  bending  moment  for  a  fiber  stress  of  20,000  lbs.  per 
sq.  in.  =:  3/ =  5*//^ =(20,000  X  %4c/*)/(c//2)  =63,650  iiL-Ibs. 
(Table  XXXIV). 
The  efficiency  for  dead  and  live  loads  =  63,650/76,000  =  0.837. 

(b)  Considering  Wind  Stresses. — Pin  L^  in  the  leeward  end-post 
will  have  maximum  stresses,  and  will  be  investigated. 
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Fig.  292.    Pin  Lo,    Wind  Load  Stresses. 


In  Fig.  292  the  stress  in  Z^of^i  = +  65,520  + 34,135  + 12,500 
+  7,000=  1 19,150  lbs.  The  stress  in  LqL^  =  —  42,000 — 21,875  —  7,800 
—  4,500  =  — 76,175  lbs.  The  pedestal  reaction  =  91,650  lbs.  It  is 
necessary  to  consider  the  entire  length  of  the  pin  as  shown  in  Fig.  292. 
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From  Fig.  290  in  the  discussion  of  the  end-post  it  will  be  seen  that 
when  yQ  =  &  9i",  the  resisting  moment  A/o  =  the  bending  moment  M^, 
which  requires  that  the  end-post  L^U^  have  a  zero  bearing  on  the  wind- 
ward side  of  the  member,  points  5  and  11.  The  total  stress  in  L^U^ 
will  then  be  carried  at  points  2  and  8,  and  will  be  as  shown  in  Fig.  292. 
Taking  moments  about  12,  Fig.  292,  we  get  the  vertical  pedestal 
reaction  at  7  =  75,760  lbs.,  and  taking  moments  about  7  the  pedestal 
reaction  at  12=15,890  lbs.  Taking  moments  about  4  the  stress  in 
LqL^  at  3  =  90,340  lbs.,  and  taking  moments  about  3  the  stress  in  L^L^ 
at  4=  14,165  lbs.,  the  stresses  acting  in  opposite  directions,  as  shown. 

Horizontal  Components, — 
Bending  moment  at  2  =  o. 

Bending  moment  at  3  =  76,175  X  o-93"  =  70,840  in.-lbs. 
Bending  moment  at  4  =  76,175  X  5-93"  —  90,340  XS.oo"  =  o  in.-lbs. 

Vertical  Components, — 
Bending  moment  at  8  ==  7Sy7(^  X  1.82"  =  137,900  in.-lbs. 
Bending  moment  at  9  =  75,760  X  2.75"  —  91,650  X  0.93"  =  123,000 

in.-lbs. 
Bending  moment  at  12  =  o. 
The  maximum  bending  moment  is  at  point  3  and  9 

=  1^70,840*4-  123,000*=  142,000  in.-lbs. 

When  the  wind  stress  is  considered  the  allowable  bending  moment 
for  dead  and  live  loads  may  be  increased  25  per  cent  (§46)  =63,650 
X  1.25  =  79,560  in.-lbs. 

The  efficiency  considering  wind  =  79,560/142,000  =  0.56. 

Note. — The  pin  is  too  small  for  dead  and  live  loads.  It  should 
have  been  at  least  3!"  diameter  and  the  channels  should  have  been 
spaced  farther  apart,  i.  e,,  the  top  cover  plate  is  too  narrow. 

The  windward  eye-bar  in  LJ^^  will  carry  a  dead,  live  and  wind 
load  =  90,340  lbs.,  which  will  give  a  fiber  stress  of  41,200  lbs.  per  sq. 
in.,  which  is  unsafe.  This  solution  does  not  consider  the  rigidity  of 
the  joint,  which  is  certainly  an  element  of  strength. 

Bearing  on  Pin  Lq. — (i)  Bearing  of  the  End-post  L^U^  on  the 
pin.     (a)  Not  considering  ivind. 

Bearing  area  for  2  f "  pi.  =  2  X  f "  X  3 A"  =  2.40  sq.  in. 

Bearing  area  for  2  J"  pi.  =  2  X  i"  X  3fV'  =1.60  sq.  in. 

Bearing  area  for  2  10"  [s  @  15  lbs.  =  2  X  0.24"  X  3iV"  =  i-53  sq.  in. 

Total  bearing  area  =  5.53  sq.  in. 
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The  dead  and  live  load  stress  in  LJJ^  =  g^,6^^  lbs. 

The  unit  bearing  stress  =  99,645/5.53=  18,050  lbs.     The  allowable 

unit  bearing  stress  =  18,000  lbs.  (§  40a). 
Efficiency  for  dead  and  live  loads  =  18,000/18,050  =  0.998. 

(b)  Considering  Wind, — The  total  stress  comes  on  one-half  of  the 
bearing  area  and  unit  stress  =  1 19,500/2,765  =  43,200  lbs.  The  allow- 
able unit  bearing  stress  for  wind  stress  and  dead  and  live  load  stresses 
=:  18,000  X  1.25  =  22,250  lbs.  (§  46). 

Efficiency  when  wind  loads  are  considered  =  22,250/43,200 =0.50. 

(i)  Bearing  of  the  Pedestal  on  Pin  Lq,  (a)  Not  Considering 
Wind, — Bearing  area  =  4  X  i"  X  3  A"  =  6.37  sq.  in.  The  stress  in  the 
pedestal  =  76,650  lbs. 

Actual  bearing  stress  =  76,650/6.37  =  12,040  lbs. 
Allowable  bearing  unit  stress  =  18,000  lbs. 
Efficiency  for  dead  and  live  loads  =  18,000/12,040=  1.50. 

(b)  Considering  Wind,— The  maximum  stress  is  on  the  leeward 
side  =  75,650  lbs. 

Actual  unit  bearing  stress  =  75,650/3. 18  =  24,000  lbs. 
Allowable  bearing  stress   considering  wind  =  18,000  X  1.25  =  22,500 

lbs.  (§46).  _ 
Efficiency  considering  wind  =  22,500/24.000  =  0.936. 

(3)  Bearing  of  Lozver  Chord  L^,L^.     (a)  Not  Considering  Wind. 
— The  member  is  composed  of  2  eye-bars  2^"  X  J"  X  20'  o". 
The  bearing  area  =  2  X  }"  X  3i%"  =  5-58  sq.  in. 
The  maximum   stress  =  63,875   lbs.     The  actual   unit  bearing  stress 

=  63'87S/5. 58=:  10,900  lbs. 
Allowable  unit  bearing  stress  =  (14,650  X  4/3)  =  19,500  lbs.  (§  76). 
The  efficiency  ^^  19,500/10,900=  1.80. 

The  specifications,  §  76,  specify  that  pins  must  have  a  diameter  at 
least  e(|ual  to  }  of  the  depth  of  the  largest  bar.  This  member  satisfies 
this  specification. 

(h)  Considering  Wind. — The  maximum  bearing  when  wind  is  con- 
sidered =  90,340  lbs.  Actual  unit  bearing  stress  =90,340-^-2.70 
=  32,400  lbs.  The  allowable  bearing  stress  when  wind  is  considered 
=^  19,500  X  125  =  24,375  lbs.  The  bearing  is  not  sufficient  when  wind 
is  considered. 

Shear  in  Pin  Lo-     (a)  Not  Considering  Wind  (Fig.  291). 

Horizontal  Components. — 
Shear  between  i  &  2  =  0. 
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Shear  between  z  &  3  =  31,937  ll>s. 
Shear  to  the  right  of  3  — o. 

Vertical  Components. — 
Shear  between  4  &  5  =  38,735  lbs. 
Shear  between  5  &  6  =  0. 

The  maximum  shear  is  between  i  &  2  and  4  &  5,  and  =  38,375  lbs. 
Allowable  shear  =  area  of  3^"  pin  X  io,ooo=7,979X  10,000 

=  79,790  lbs. 
Efficiency  for  shear  ^79,790/38,375  ^2.08. 

(b)  Considering  Wind  (Fig.  292). 

Horizontal  Components. — 
Shear  between  i  &  2^0  lbs. 
Shear  between  2  &  3^76,175  lbs. 
Shear  between  3  &  4=^14,165  lbs. 

Vertical  Components, — 
Shear  between  7  &     8  =  75,760  lbs. 
Shear  between  8  &  12=15,890  lbs. 
The  maximum  shear  is  between  2  &  3  and  8  &  12  and 

=  V^76,I75*  +  15,890'  =  77,000  lbs. 
The  allowable  shear  for  wind^79,790  X  1-25^99,740  lbs. 
Efficiency  =  99,740/77,000  ^  1.29, 

PIN  Ui- — The  pin  is  3^"  diameter;  grip  8}";  length  iii". 
Bending  Moment,     (a)  Maximum  Stress  in  End-post  L^U^  and 
Top  Chord  V,U^. — The  stresses  in  the  members  are  given  in  (b)  Fig. 


V0.51  '^ue'\o.34^uA 

L  .L  J"  .M^ 


^<^  63875-^  45025  \- 


I  (a) 

Fig.  293.    Pin  Ui. 


—Urt  Comp. 


Maximum  Sth esses 


293,  while  the  horizontal  and  vertical  components  and  the  distances 
between  centers  of  the  metal  composing  the  members  are  given  in  (a) 
Fig.  293  for  the  left  half  of  the  pin. 
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Horizontal  Components. — 
Bending  moment  at  i  =o. 

Bending  moment  at  2  =  31,937  X  0.31"  ==9,900  in.-lbs. 
Bending  moment  at  3  &  4  =  31,937  X  i-5o"  — 54,75o  Xl-ig" 
=  33.960  in.-]bs. 

Vertical  Components. — 
Bending  moment  at  5  =  0. 

Bending  moment  at  7^38,325  X  i-5o"  =  57.79a  in.-lbs. 
Bending  moment  at  8  =  38,325  X  2-44" —  27,375  X  0.94"  =  67,770 


Maximum  bending  moment  is  at  4  and  8  and  =  v'33,960*  +  67,77? 

^75,800  in.-lbs. 
The  allowable  bending  moment  for  a  3A"  P'°  (Table  XXXIV) 

=  63,650  in.-lbs. 
Efficiency  =  63,650/75,800  =  0.84. 


,1 — 4 — J — A —  Hon ' 


'is 


Is    I 


ftonComp. 


Y-5597S-M47f25^ 


U,Ui  100500 

Fig.  294.    Pi\  (,',.    Maximum  Stress  in  J/.L,. 

(b)  Ma.ximuyn  Stress  In  Main  Tic  U^L^. — The  total  stresses  are 
given  in  (b)  and  the  horizontal  and  vertical  components  are  given  in 
(a)  Fig.  294. 

Horizontal  Components. — 
Bending  moments  at  1^0. 

Bending  moments  at  2  =  26,687X0.31"^  8,270  in.-lbs. 
Itcnding  moments  at  3  & 4  =  26,687  X  1 -So"  —  50,2SoX  i-i9"=i9,770 
in.-lbs. 

J'crtical  Components. — 
I'ciiding  moment  at  5^0. 

Hornhng  moment  at  7^32,025  X  1. 50" ^=48,038  in.-lbs. 
Bending  moment  at  8  —  32.025X2.44"  —  28,275  X  O.94"  ^  50^^30 
in.-Il>s, 
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Maximum  bending  moment  is  at  4  and  8=  V  19,770  +  50,430 

=  54,000  in.-lbs. 
EflBciency  =  63,650/54,000  =1.18. 

Bearing  on  Pin  Uj.  (i)  Bearing  of  End-post  LJJ^  on  Pin  U^, — 
The  maximum  bearing  occurs  with  maximum  stress  in  the  end-post 
and  the  top  chord. 

Bearing  area  of  2  ^"  pis.  =  2  X  iV"  X  3 A"  =  ^-79  sq.  in. 

Bearing  area  of  2  ^"  pis.  =  2  X  A"  X  3 A"  =  i-99  sq.  in. 

Bearing  area  of  2    i"  pis.  =  2  X    i"  X  3 A"  =  i-S9  sq.  in. 

Bearing  area  of  2  [s  10''  @  15  lbs.,  =  2  X0.24"  X  3A''  =  i-53sq.in. 

Total  bearing  area  =  7.90  sq.  in. 

Maximum  bearing  stress  =  99,645  lbs. 
Actual  unit  bearing  stress  =  99,645/7.90  =12,620  lbs. 
Allowable  unit  bearing  stress^  18,000  lbs. 
Efficiency  =  18,000/12,620=  1.42. 

(2)  Bearing  of  the  Top  Chord  U^U^  on  the  Pin  U^,—The  maxi- 
mum bearing  stress  occurs  with  a  maximum  stress  in  the  top  chord. 
Bearing  area  of  2  J"  pis.  =  2  X  i"  X  3 A"  =  1-59  sq.  in. 
Bearing  area  of  4  |"pls.=:4  X  f"  X  3 A"  =4.78sq.in. 
Bearing  area  of  2  [s  10"  @  15  lbs.  =  2  X  0.24"  X  3A"=  i-53sq.  in. 

Total  bearing  area  =  7.90  sq.  in. 

Maximum  bearing  stress  =  109,500  lbs. 
Actual  unit  bearing  stress  =  109,500/7.90=  13,900  lbs. 
Allowable  unit  bearing  stress  =  18,000  lbs. 
Efficiency  =  18,000/13,900=  1.29. 

(3)  Bearing  of  Hip  Vertical  U^M^  on  Pin  U^, — Bearing  area  of 
2  r  bars  =  2  X  r  X  3A"  =  S.58  sq.  in. 

Actual  unit  bearing  stress  =  21,900/5.58  =  3,920  lbs. 
Allowable  unit  bearing  stress  =: 4/3(15,100)  =20,130  lbs.  (Specifica- 
tions, §76). 
Efficiency  =  20,130/3,920=  5.10. 

The  pin  has  a  diameter  greater  than  f  the  depth  of  the  bar  and  is 
safe  (Specifications,  §76). 

(4)  Bearing  of  Main  Tie  U^L^  on  Pin  U^. — Bearing  area  of  2  bars 

2r  X  r=2  X  r  x  3iV'=5-25  sq.  in. 

Actual  unit  bearing  stress  =  73,515/5.25  =  14,000  lbs. 
Allowable  unit  bearing  stress  =  4/3 (15,060)  =20,080  lbs.  (Specifica- 
tions, §76). 
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The  diameter  of  the  pin  is  greater  than  |  the  depth  of  the  bar 
(Specifications,  §76). 

Shear   on  Pin  Uj.     (a)  Maximum  Stress  in   L^U^   and  UJU^ 
Horizontal  Components, — 
Shear  between  i  &  2  =  31,937  lbs. 
Shear  between  2  &  3  =  22,813  lbs. 
Shear  between  3  &  4  =  0. 

Vertical  Components, — 
Shear  between  5  &  7  =38,325  lbs. 
Shear  between  7  &  8  =  10,950  lbs. 
Shear  between  8  &  8'  =  o. 
Maximum  shear  occurs  between  i  &  2  and  5  &  6  and 


=  ^31,937* +38,325'  =  49,823  lbs. 

Allowable  shear  =  area  ^-^^  pin  X  10,000  =  7.979  X  10,000  =  79,790 

lbs. 
Efficiency  =  79,790/49,823  =  1.60. 

(b)  Maximum  Stress  in  U^L^.    Horizontal  Components, — 
Shear  between  i  &  2  =  26,687  ^^s. 
Shear  between  2  &  3  =  23,563  lbs. 
Shear  between  3  &  4  =  0. 

Vertical  Components. — 
Shear  between  5  &  7  =32.025  lbs. 
Shear  between  7  &  8  =    3,750  lbs. 
Shear  between  8  &  8'  =  o. 
Maximum  shear  occurs  between  i  &  2  and  5  &  6  and 


=  ^^^26,687^+  32,025' =41,633  lbs. 

This  is  less  than  when  there  is  a  maximum  stress  in  the  end-post  and 
top  cliord. 

PIN  Lj. — The  pin  is  2\\"  diameter;  grip  12$";  length  15 J". 

Bending  Moment,     (a)   Wind  Not  Considered. — The  maximum 
moments  occur  w^ith  maximum  stresses  in  L^Lj  and  L^L^, 

Horizontal  Components. — 
Bendin<][  moment  at  1=0. 

Bending  moment  at  2  =  3 1 ,940  X  0.94"  =  30,023  in.-lbs. 
Bending  moment  at  3  =  0. 
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The  vertical  components  are  transmitted  directly  to  the  hip  vertical 

and  produce  no  bending  in  th6  pin. 
Maximum  bending  moment  in  the  pin  =  30,023  in.-lbs. 
Allowable  bending  moment  (Table  XXXIV)  =38,150  in.-lbs. 
Efficiency  for  dead  and  live  loads  =  38,150/30,023  =  1.27. 


-JflS^I  /.«[• 


HoKCompL 


\yerf.Camp, 

Fig.  295.    Pin  Li. 

(b)  Wind  Considered. — The  total  stresses  in  L^  and  Lj,  including 
wind,=:  —  42,000  —  21,875  —  41,285=: — 105,160  lbs.,  of  which  52,580 
lbs.  comes  on  one  bar.     The  wind  stress  is  53.8  per  cent  of  the  dead 
and  live  load  stress  and  must  be  considered. 
Maximum  bending  moment  =  52,580  X  0.94  =  49,400  in.-lbs. 
The  allowable  bending  moment  including  wind  moment  =  38,150  X  1.25 

=  47,690  in.-lbs. 
Efficiency  =  47,690/49400  =:  0.96. 

Bearing  on  Pin  L^.  (i)  Bearing  of  L^L^  and  L^L^  on  Pin  L^. 
(a)  Wind  Not  Considered. — Bearing  area  of  2  bars  2^"  X  I"  =  2  X  S" 
X  2H"  =  4-73  sq.  in. 

Actual  unit  bearing  stress  =  63,875/4.73=  13,500  lbs. 
Allowable  unit  bearing  stress  =  4/3  X  15,060  =  20,080  lbs.  (§76). 
Efficiency  =  20,080/1 3,500  =:  i  .50. 

(b)   Wind  Considered. — 
Actual  unit  bearing  stress  =  105,160/4.73  =  22,200  lbs. 
Allowable  unit  bearing  stress  =  4/3  X  15,060  X  1.25  =125,080  lbs. 
Efficiency  =  25 ,080/22,200=  t.tt. 

The  pin  has  a  diameter  greater  than  f  the  depth  of  the  bar  (Speci- 
fication §  76). 

Shear  on  Pin  L^.     (a"^   Wind  Not  Considered. — Maximum  shear 
=  31,940  lbs. 
32 
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Allowable  shear  on  the  pin  (§4oa)  =5.67  X  10,000=57,600  lbs. 
Efficiency  =  57,600/3 1 ,940  =  i  .80. 

(b)  Wind  Considered. — Maximum  shear  =  52,580  lbs. 
Allowable  shear  considering  wind  (§46)  =57,600  X  1.25  =  72,000  lbs. 
Efficiency  =  72,000/52,580  =  i  .37. 

PIN  Mj. — The  pin  is  2{J"  diameter;  grip  7";  length  11".    There 
are  no  wind  stresses  nor  horizontal  components. 

Bending  Moments. — Maximum  bending  moment  =  10,950  X  2.60" 
=  28,470  in.-lbs. 

Allowable  bending  moment  (Table  XXXIV)  =38,150  in.-lbs. 
Efficiency  =  38, 1 50/28,470  =  i  .34. 


\if0y  • 


Fig.  296.    Pin  Mi. 

Bearing  on  Pin  M^.     ( i )  Bearing  on  MJ^^. — 
Bearing  area  of  2  J"  pis.  =r  2  X  i"  X  2^"  ^=  1.34  sq.  in. 

Bearing  area  of  2  [s  6"  @  8  lbs.  =  2  X  0.20"  X  2{ J"  =  i .08  sq.  in. 

Total  bearing  area  =  2.42  sq.  in. 

]\Taximum  unit  bearing  stress  =  21,900/2.42  =  9,050  lbs 
Allowable  unit  bearing  stress  =  18,000  lbs. 
Efficiency  =  18,000/9,050=  1.99. 

(2)  Bearing  on  MJJ^. — Bearing  area  of  2  bars  J"  square  =  2  X  I" 
X2iJ"  =  4.70  sq.  in. 

Maximum  unit  bearing  stress  =  21,900/4.70  =  4,650  lbs. 
Allowable  unit  bearing  stress  =  4/3(15,100)  =20,130  lbs.  (§  76). 
Efficiency  =  20,1 30/4,650  =  4.30. 

Shear  on  Pin  Mj. — 

Maximum  shear  =  10,950  lbs. 
Allowable  shear  =  5 7,600  lbs. 
Efficiency  =  57,600/10,950  =  5.25. 
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PIN  L,. — The  pin  is  3^"  diameter ;  grip  13J" ;  length  15S". 
Bending  Moment     ( i )  Maximum  Stress  in  Lower  Chords  L^L, 
and  L^f.     (a)  Wind  Not  Considered. 


Fig.  297.    Pin  L,.    Maxiuuu  Stresses  in  Lower  Chords. 

Horizontal  Components. — 
Bending  moment  at  2  ^  3 1 ,938  X  0.96"  =^  30,660  in.-lbs. 
Bending  moment  at  3  =  31, 938  X  2-86" — 54,750  X  1.90"=  12,680 

in.-lbs. 
Bending  moment  at4  =  3i,938  X  3-84"  — 54.750  X  2.88"  =  35/x)o 


Vertical  Components. — 
Bending  moment  at  7^0. 

Bending  moment  at  8  =  27,375  X  0.98"  ^  26,830  in.-lbs. 
Maximum  bending  moment  is  at  4  and  8  and  =  ^^35.000*  +  26,830* 

^44,000  in.-lbs. 
Allowable  bending  moment  on  a  3^"  pin  (Table  XXXIV)  ^63,650 

in.-lbs. 
Efficiency  =  63 ,650/44,000  =  i  ,44. 

(b)  Wind  Considered. — The  maximum  stress  in  L,I.a  due  to  wind 
-f-  dead  +  live  load  =  105,160  X  J  =  52,580  lbs.  The  maximum  stress 
in  LjL,  =  177,260  X  i  =  88,630  lbs. 

Horizontal  Components. — 
Bending  moment  at  2  =  52,580  X  0.96"  =  50,500  in. -lbs. 
Bending  moment  at  4  =  52,580X3-84"  —  88,630  X  2.88"  =  52,000 
in.-lbs. 
Vertical  Components. — 
Bending  moment  at  7^0. 


^ 
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Bending  moment  at  8  =  27,375  X  0.98"  =  26^30  in.-lbs. 
Maximum  bending  moment  occurs  at  points  4  and  8  and 


v 


52,000  -f  26,830  =  59,000  in.-lbs. 

Allowable  fjending  moment  considering  wind  =  63,650  X  1-25=79450 

in.-lbs. 
Efficiency  =  79,450/59,000=  1.35. 

(2)  Maximum  Stress  in  Main  Tie  U^L^. 
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Fig.  298.    Pin  L2.     Maximum  Stress  in  Main  Tie  U%L%. 

Horizontal  Components. — 
I'cndiiig  moment  at  2  =  26,687  X  0.96"  =  25,620  in.-lbs. 
Bending  moment  at  3  =  26,687X2.86"  —  50,250  X  1.90"=  19,150 

in.-lbs. 
Bending  moment  at  4  =  26,687X3.84"  —  50,250  X  2.88"  =  46,250 

in. -lbs. 

Vertical  Components, — 
Bending  moment  at  7  =  0. 

Bending  moment  at  8  =:  28,275  X  0.98"  =  27,700  in.-lbs. 
Maximum  bending  moment  occurs  at  4  and  8  and 

=  1^46,250^  -f  27,700^=  S4,ooo in.-lbs. 

Alhnvable  bending  moment  =  63,650  in.-lbs. 
I\rriciency  -  -  63,650/54,000  =:  1.18. 

Bearing  on  Pin  Lo.     (i)   Bearing  of  Intermediate  Post  IhL^  on 
rin  /.,. 

IVaring  area  of  2  3"  pis.  =  2  X  V  X  3i\"  =^2.39  sq.  in. 

IU\iring  area  of  2   [s  7"  ((?  95  lbs.  =  2  X  0.21"  X  3iV'=  i-34  sq.  in. 

T('»tal  bearing  area  =  3,73  sq.  in. 
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Maximum  stress  =  56,550  lbs. 

Maximum  unit  bearing  stress  =  56,550/3.73  =  15,200  lbs. 

Allowable  unit  bearing  stress  =  18,000  lbs. 

Efficiency  =  18,000/15,200=  1.18. 

(2)  Bearing  of  Main  Tie  U^L^. — Bearing  area  of  2  bars  2\"  X  i" 
=  2  X  J"  X  3i:V'  =  5-38  sq.  in. 

Actual  unit  bearing  stress  =  73,515/5.38=  13,600  lbs. 
Allowable  unit  bearing  stress  =  4/3 (15,000)  =20,000  lbs.  (§  76). 
Efficiency  =  20,000/13,600  =  1.47. 

The  diameter  of  the  pin  is  greater  than  %  of  the  depth  of  the  bar 

(§76). 

(3)  Bearing  of  the  Lower  Chord  L^L^, — Bearing  area  of  2  bars 
2i"  X  r  =  2  X  r  X  3A"  =  5.38  sq.  in. 

(a)  Wind  Not  Considered. — 

Actual  unit  bearing  stress  =  63,875/5.38=  11,900  lbs.  ^ 
Allowable  unit  bearing  stress  =  4/3  (15,060)  =20,080  lbs.  (§  76). 
Efficiency  =  20,080/1 1 ,900  =  i  .70. 

(b)  Wind  Considered. — 

Actual  unit  bearing  stress  =  105,160/5.38=  19,500  lbs. 

Allowable  unit  bearing  stress  when  wind  is  considered  =  20,080  X  125 

=25,100  in.-lbs. 
Efficiency  =  25,100/19,500=  1.30. 

(4)  Bearing  of  Lower  Chord  LnL^. — Bearing  area  of  2  bars  3J" 
X  W  =  2  X  W  X  3^"  =  5.98  sq.  ^in. 

(a)  Wind  Not  Considered. — 

Actual  unit  bearing  stress  =  109,500/5.98=  18,300  lbs. 
Allowable  unit  bearing  stress  =  4/3 (15,060)  =20,080  lbs.  (§76). 
Efficiency  =  20,080/1 8,300  =  i  .09. 

The  diameter  of  the  pin  is  greater  than  f  of  the  depth  of  the  bar 
(Specifications,  §76). 

(b)  Wind  Considered. — 

Actual  unit  bearing  stress  when  wind  is  considered  =  177,260/5.98 

=  29,600  lbs. 
Allowable  unit  bearing  stress  when  wind  is  considered  =  20,080  X  1.25 

=  25,100  lbs. 
Efficiency  =  25,100/29,600  =  0.85. 

Shear  in  Pin   Lo.     (a)  Wind  Not  Considered,     (i)  Maximum 
Stress  in  Lower  Chords  L^L^  and  LJ^^. 
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Horizontal  Components. — 
Shear  between  i  &  2  =  31,938  lbs. 
Shear  between  2  &  3=^22,812  lbs. 
Shear  between  3  &  4^22,812  lbs. 

Vertical  Components. — 
Shear  between  7  &  8  =  27,375  lbs. 
The  maximum  shear  is  between  3  &  4  and  7  &  8  and 


-V' 22.812'+  27,375*=  35,588  lbs. 
Allowable  shear  in  a  3tV"  pi"  =  79-790  lbs. 
Efficiency  =  79.790/35.588  =  224. 

(2)  Majrimum  Stress  in  Main  Tie  U^L^. 

Horizontal  Components. — 
Shear  between  i  &  2^26,687  lbs. 
Shear  between  2  &  3^23,563  lbs. 
Shear  between  3  &  4  =  23,563  lbs. 

Vertical  Components. — 
Shear  between  7  &  8=28,275  lbs. 
The  maximum  shear  occurs  between  3  &  4  and  7  &  8  and 

=  ^^23.563*  +  28,27s*—  36,758  lbs. 
Allowable  imit  shear  on  a  3iV'  pi"^  79.790  lbs. 
Efficiency  ^=  79,790/36,758  ;=  2. 17. 

1^^  !.? 
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PIN  U^. — The  pin  is  2\]"  diameter;  grip  8";  length  10 J".  The 
maximum  chord  stresses  at  tlie  joint  are  given  in  (b)  Fig.  299,  while 
the  maximum  web  stresses  at  the  joint  are  given  in  (c). 

Bending  Moment. — The  maximum  bending  moment  will  occur 
with  a  maximum  stress  in  UX^  as  given  in  (c)  and  in  brackets  in  (a) 
Fig.  299. 
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Horizontal  Components. — 
Bending  moment  at  3  =  15,940  X  1.38"  =  22,000  in.-lbs. 

Vertical  Components, — 
Bending  moment  at  6=  19,125  X  0.75"  =  14,340  in.-lbs. 
Maximum  bending  moment  occurs  at  3  and  6  and 


=  y  22,000  +  14,340  =  26,260  in.-lbs. 

Allowable  bending  moment  =  38, 150  in.-lbs.  (Table  XXXIV). 
Efficiency  =  38, 1 50/26,260  =  i  .44. 

Bearing  on  Pin  Uj.     (i)  Bearing  of  Upper  Chord  UJJ2  o^d  U^U^ 
on  Pin  C/j- — 

Bearing  area  of  2  \"  pis.  =  2  X  i"  X  ^W  =  1.34  sq.  in. 

Bearing  area  of  2  [s  10"  @  15  lbs.  =  2  X  0.24"  X  2^  J"  =  1.29  sq.  in. 

Total  bearing  area  =  2.63  sq.  in. 

Bearing  stress  in  U^U^  and  U^U^^^T^ifiy^  lbs.  [(c)  Fig.  299]. 
Actual  unit  bearing  stress  =  31,875/2.63  =  12,110  lbs. 
Allowable  unit  bearing  stress  =  18,000  lbs. 
Efficiency  =  18,000/12,110=  1.49. 

(2)  Bearing  of  Post  UJ^^  ^^  P^^  f^2- — 

Bearing  area  of  2  \"  pis.  =  2  X  i"  X  ^W  =  2.69  sq.  in. 
Actual  unit  bearing  stress  =  38,250/2.69  =14,230  lbs. 
Allowable  unit  bearing  stress  =  18,000  lbs. 
Efficiency  =  18,000/14,230  =  i  .26. 

(3)  Bearing  of  Main  Tie  U^L^  on  Pin  U^, — The  diameter  of  the 
pin  is  greater  than  f  the  depth  of  bar  (Specifications,  §  76). 

Shear  on  Pin  Uj. 

Horizontal  Components. — 

Shear  between  i  &  2=15,940  lbs. 
Shear  between  2  &  3=  15,940  lbs. 

Vertical  Components. — 

Shear  between  5  &  6=19,125  lbs. 

Maximum  shear  occurs  between  2  &  3  and  5  &  6  and 

=  1/15,940*  +  19,125*  =  24,863  lbs. 

Allowable  shear  on  a  2\\"  pin  =  5.76  X  10,000  =  57,600  lbs. 
Efficiency  =:  57,600/24,863  =  2.30. 

PIN  L3.— The  pin  is  31^"  diameter;  grip  14J"  length  17J". 
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(b) 

Fia  30a    Pin  La.    Maximum  Stresses  in  Lower  Chords. 

Bending  Moment. — (a)  Maximum  Stresses  in  the  Bottom  Chords 
L^i,  and  L^L^,  Fig.  300. 

Horizontal  Components. — 
Bending  moment  at  2  =  34,220  X  0.88"  =  30,100  in.-lbs. 
Bending  moment  at  3  =  34,220  X  176"  —  S4»7SO  X  0.88"  =  12,050 

in.-lbs. 
Bending  moment  at  5  =  34,220  X  447"  —  54»750  X  3-59"  +  34,^20 
X  2.7 1  "  =  49, 1 50  in.-lbs. 

Vertical  Components. — 
Bending  moment  at  10=  16,400  X  0.93"=  15,250  in.-lbs. 
Maximum  bending  moment  occurs  at  5  and  10  and 


=  V^  49,150  +  15,250  =  56,900  in.-lbs. 

Allowable  bending  moment  =  63,650  in.-lbs. 
Efficiency  =  63,65o/56,(po  =1.12. 

(b)  Maximum  Stress  in  Main  Tie  U.,L^,  Fig.  301. 

Horizontal  Components. — 
Bending  moment  at  2  =  28.595  X  0.88"  =  25,160  in.-lbs. 
Bending  moment  at  3  =  28.595  X  i./^" — 41,250  X  0.88"=  14,000 

in.-lbs. 
Bending  moment  at  5  =  28,595  X  447"  — 41,250  X  3-59"  +  28,595 

X  2.71"  =  56,900  in.-lbs. 

l^ertical  Components. — 
Bcndinc,^  moment  at   to=:  19,125  X  0.93"=  17,800  in.-lbs. 


Maximum  bending  occurs  at  5  and  8  and  =  V  56,900*  -f  17,800^ 

=  59,700  in.-lbs. 
Efficiency  =  63,560/59,700  =  i  .06. 


CHORD   PINS. 


489 


(c)  IVind  Stresses  Considered,  Fig.  300. — Total  stress  in  L^L, 
=  i(  177,260)=  88,630  lbs. ;  total  stress  in  L,Z,,^  J (220,540)=  1 10,270 
pounds. 

Horisontal  Components. — 
Bending  moment  at  5  =  55.135  X  44/'  — 88,63dX  3-59"  + 55-I3S 
X  2.7i"  =  77,7oo  in.-lbs. 

Vertical  Components. — 
Bending  moment  at  10^  18,040  X  0.93"^  16,780  in.-lbs. 
Maximum  bending  moment  occurs  at  5  and  id  and 

«  ^  77,700  +  16,780'=  78,800  in.-lbs. 
Allowable  bending  moment  when  wind  is  considered  =  63,650  X  1.25 

=  79,570  in.-lbs. 
Efficiency  =  79,5  70/78,800  ^  i  .01 . 


Mar.  Cemp. 


I/erf.  Comp. 


ltL,e2S00^ 


^ 


L,Lf  lit}!! 
(b) 
Fic.  301.    Pin  L,.     Maximum  Stress  in  Main  Tie  Ud-t. 

Bearing  on  Pin  Lj.     { i )  Bearing  of  Intermediate  Post  U,L^  on 
Pin  L,.— 

Bearing  area  of  2  |"  pis.  ^=  2  X  f "  X  3  A"  =  2.39  sq.  in, 

Bearing  area  of  2  [s  7"  @  93  lbs.  ^=2  X0.21"  X  3A"^  •■34  sq.  in. 
Total  bearing  area  =  3.73  sq.  in. 

Maximum  stress  in  U^L,  bearing  on  the  pin  ^38,250  lbs.,  Fig.  301. 
Actual  unit  bearing  stress  =  38,250/3.73^=  10,400  lbs. 
Allowable  unit  bearing  stress  ^  18,000  lbs. 
Efficiency=  18,000/10,400=  1.73, 

(2)  Bearing  of  Lower  Chord  L^L^  on  Pin  L^. — The  diameter'  of 
the  pin  is  greater  than  J  of  the  depth  of  the  bar  (Specifications.  §  76). 

(3)  Bearing  of  Lower  Chord  L^L^  on  Pin  Lj. — The  diameter  of 
the  pin  is  greater  than  3  the  depth  of  the  bar  (Specifications,  §  76). 
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(4)  Bearing  of  Main  Tie  (/^,  on  Pin  Z.,. — The  diameter  of  the 
pin  is  greater  than  %  of  the  depth  of  the  bar  (Specifications,  §76). 

Shear  on  Pin  Lj.     (a)  Maximum  Stresses  in  the  Lower  Chords 
LjL,  and  L^L,,  Fig.  300. 

Horizontal  Components. — 
Shear  between  i  &  2=^34,220  lbs. 
Shear  between  2  &  3^20,530  lbs. 
Shear  between  3  &  4^13,690  lbs. 
Shear  between  4  &  5^13,690  lbs. 

Vertical  Components. — 
Shear  between  6  &  9^0. 
Shear  between  9  &  10=16400  lbs. 

The  maximum  shear  comes  between  1  &  2  and  =  34,220  lbs. 
Allowable  shear  on  a  3yV"  pi"^  7-979  X  10,000^79,790  lbs. 
Efficiency  =  79,790/34,220  =  2.33. 

(b)  Maximum  Stress  in  Main  Tie  U^L^,  Fig.  301. 

Horizontal  Components. — 
Shear  between  1  &  2=^28,595  lbs. 
Shear  between  2  &  3^12,655  lbs. 
Shear  between  3  &  4^15,940  lbs. 

Vertical  Conifoncnts. — 
Shear  between  6  &  9^=0. 
Shear  between  9  &  10=^19,125  lbs. 

The  maximnm  shear  comes  between  i  &  2  and  =  28,595  lbs. 
This  shear  is  less  than  for  case  (a)  above. 

PIN  L^. — The  pin  is  3i',i"  diameter;  grip  16";  length  iSJ". 


A    }    4   }    J    ,S  7* — ',"'"'•' 


—VertComp.  ^S;' 


_9[  0\  ii\  /?p0r«i^  L  ..    ^«j.  !5^-i' 
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(b) 

M  Stresses  in  Lower  Chords. 
floorbeam  reaction. 
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Bending  Moment,  (a)  Maximum  Stress  in  Lower  Chord  L^L^, 
Fig.  302. 

Horisontal  Components. — 
Bending  moment  at  1=0. 

Bending  moment  at  2  =  34,220  X  0.75"  =  25,665  in.-lbs. 
Bending  moment  at  3^34,220X  i-5o"  —  34,220  X  0.75"  ^25,665 

in.-lbs. 
Bending  moment  at  4  =  34,220X2.25" — 34,220  X  i  .50"  +  34,220 

X0.75"  =  5i,330  in.-lbs. 
Bending  moment  at  5  ^  34,220  X  5-03"  —  34.220  X  4.28"  +  34,220 

X  3-53"  —  34.220  X  2.78"  =  51 .330  in.-lbs. 
Bending  moment  at  6^34,220X5.82"  —  34,220 X  507" -|- 34,220 

X  4-32"  —  34.220  X  3-57"  =  51 .330  in.-lbs. 
Bending  moment  at  7^34,220X6.38"  —  34,220  X  5-63" -(- 34,220 

X  4-85"  — 34.220  X  4- 13"  — 4.563  X  0.56"  =  48,775  in.-lbs. 
Vertical  Components. — 
Bending  moment  at  12  =  0. 

Bending  moment  at  13^  10,950  X  0.79"  :;=  8,650  in.-Ibs. 
Bending  moment  at  14=  10,950  X  1.35"  — 5475  X  0.56"=  11,717 

in.-lbs. 
The  maximum  bending  moment  occurs  at  6  and  13  and 

=  ^51.330*  -t-  8,650  =  58,000  in. -lbs. 
Allowable  bending  moment  =  63,650  in.-lbs. 
Efficiency  =  63,650/58,ooo—  i.io. 

(b)  Maximum  Stress  in  Main  Tie  U,L,,  Fig.  303.  By  comparing 
with  case  (a)  it  is  seen  that  the  maximum  bending  occurs  with  that 
condition. 


Ji  ^  J\  ,i  J«:l;^s  1!.,     3§(, 

i 

(a)     I      T     i                             (b) 

Fic.  303.    Pin  U    Maximum  Stress  in  Main  Tie  Ud^ 
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(c)  Considering  Wind, — The  maximum  stresses  in  £,1,4  =  220,540 
pounds. 

Horizontal  Components, — 
The  maximum  bending  moment  occurs  at  4  and  =S5>I35  X2.25" 

—  SS»i35  X  1.50"  +  S5»i3S  X  o.75"  =  82,7oo  in.-lbs. 
Allowable  bending  moment  when  wind  is  considered  =  63,650  X  i-^S 

=  79,570  in.-lbs. 
Efficiency  =  79,570/82,700  =  0.96. 

Bearing  on  Pin  L^.     (i)  Bearing  of  Intermediate  Post  C/^L^, 
Fig.  303. 

Bearing  area  of  2  f"pls.  =  2  X  f"  X  3tV'  =2-39  sq.  in. 

Bearing  area  of  2  [s  6"  @  8  lbs.  =  2  X  0.20"  X  3A"=  1-27  sq.  in. 

Total  bearing  area  =3.66  sq.  in. 

Actual  unit  bearing  stress  =  21,900/3,66  =  6,000  lbs. 
Allowable  unit  bearing  stress  =  18,000  lbs. 
Efficiency  =  18,000/6,000  =  3.00. 

Shear  on  Pin  L^. 

Horizontal  Components. — 
Shear  between  i  &  2  =  34,220  lbs. 
Shear  between  2  &  3--0. 
Shear  between  3  &  4  =  34,220  lbs. 
Shear  between  4  &  5^0. 
Shear  between  5  &  6  =  0. 
Shear  between  6  &  y --   4,563  lbs. 

W^rtical  Components. — 
Shear  between   12  &  13=10,950  lbs. 
Shear  between   13  &  14=    5,475  lbs. 

The  maximum  sliear  is  between  i  &  2  and  3  &  4  and  =34,220  lbs. 
Tlie  allow'able  shear  on  a  3 1^0"  pin  =  79.790  lbs. 
Efficiency  =  79,7(X>/34,220  =  2.33. 

SHEAR  ON  RIVETS.  PIN  L,,.     (i)  Member  L^U,,  Fig.  291. 

Tliickncss  of  web  =0.240  in. 

Thickness  of  outside  plate  =0.375  in. 

Thickness  of  inside  plate  =-=0.25     in. 

Total  thickness  of  bearing  =  0.865  in. 
The  total  stress  in  f-^/-o  =  +  65,520  +  34,125  =99,645  lbs. 
The  stress  carried  by  the  metal  on  one  side  =  ^(99,645)  =49,823  lbs. 
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The  direct  stress  due  to  wind=i2,500  +  7,ooo=  19,500  lbs. 

The  direct  stress  due  to  wind  is  less  than  25  per  cent  of  the 

allowable  stress  for  dead  and  live  loads,  and  may  be  neglected 

(§46). 
Stress  in  outside  plate=  (49,823  X  o.375)/o.865  =  21,650  lbs. 
16  J"  rivets  transmit  the  stress  in  single  shear. 
Actual  shear  on  one  rivet^2r,650/i6=  1,360  lbs. 
Allowable   shear   on   one   rivet  in   single   shear^44r8   lbs,    (Table 

LXXVII). 
Stress  in  inside  plates^  (49,823  X  o.25)/o,865=^  14*430  lbs, 

TABLE  LXXVI. 

Allowable  Dearing  ANoStitARiNe  Values 
FOR  4  "Rivets  in  Highway  £>ridg£5 
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Lateral  System     | 
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TABLE   LXXVII. 

kiLOWABLt  Bearing  and  •Shearing  Valves 
FOR^  "Rivets  in  Hishwa  y  Bridges 
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3*51- 
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7  f "  rivets  transmit  the  stress  in  single  shear. 
Actual  shear  on  one  rivet  =  14430/7  =  2,060  lbs. 
Allowable  shear  on  one  rivet  in  single  shear  =  4418  lbs. 

Pin  Ui,  Fig.  293.     (i)  Member  LqU^. — 
Thickness  of  web  =0.24      in. 

Thickness  of  first  outside  plate  =0.25  in. 
Thickness  of  second  outside  plate  =0.4375  ^"• 
Thickness  of  inside  plate  =0.3125  in. 

Total  thickness  of  bearing    =  1.24      in. 
The  stress  on  one  side  of  the  member  =  49,823  lbs. 
Stress  in  first  outside  plate  =  (49,823  X  0.25)/ 1.24=  10,066  lbs. 
9  I"  rivets  transmit  the  stress  in  single  shear. 
Actual  shear  on  one  rivet  =  10,060/9=  i»i20  lbs. 
Allowable  shear  on  one  rivet  in  single  shear  =  4418  lbs. 
Stress  in  second  outside  plate  =  (49,823  X  0.6875)/ 1.24  =  27,680  lbs. 
15  f "  rivets  transmit  the  stress  in  single  shear. 
Actual  shear  on  one  rivet  =  27,680/15=  1,846  lbs. 
Allowable  shear  on  one  rivet  =  4,418  lbs. 
Stress  in  inside  plate=  (49,823  X  0.3 125)/ 1.24=  12,590  lbs. 
9  J"  rivets  transmit  the  stress  in  single  shear. 
Actual  shear  on  one  rivet  ^  12,590/9=  1,400  lbs. 
Allowable  shear  on  one  rivet  =4,418  lbs. 
Rivets  are  safe  for  shear. 

Member  U^U^- — 

Thickness  of  web  =0.24     in. 

Thickness  of  outside  plate  =0.375  in. 

Thickness  of  first  inside  plate  =0.25     in. 

Thickness  of  second  inside  plate  =0.375  in. 

Total  thickness  of  bearing  =1.24     in. 
The  stress  on  one  side  of  the  member  =  i(  109,500)  =54,750  lbs. 
Stress  on  outside  plate  =  (54,750  X  0.375  )/i. 24=  16,610  lbs. 
18  J"  rivets  transmit  the  stress  in  single  shear. 
Actual  shear  on  one  rivet  =  16,610/18  =  920  lbs. 
Allowable  shear  on  one  rivet  =  4,418  lbs. 

Stress  in  first  inside  plate=  (54,750  X  0.25)/ 1.24  =  11,080  lbs. 
9  :]"  rivets  transmit  the  stress  in  single  shear. 
Actual  shear  on  one  rivet  =  11,080/9  =  1,230  lbs. 
Allowable  shear  on  one  rivet  =  4,418  lbs. 
Stress  in  second  inside  plate  =  (54,750  X  0.625 )/i.24  =  27,690  lbs. 
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9  f "  rivets  transmit  the  stress  in  single  shear. 
Actual  shear  on  one  rivet  =  27,600/9  =  3,077  lbs. 
Allowable  shear  on  one  rivet  =  4418  lbs. 
Rivets  are  all  safe  for  shear. 

Pin  U2,  Fig.  299.     (i)  Upper  Chords  U^U^  and  U^U^.— 
Thickness  of  web  =  0.24  in. 

Thickness  of  plate  =0.25  in. 

Total  thickness  of  bearing    =0.49  in. 

The  maximum  stress  transmitted  through  the  pin  is  the  horizontal  com- 
ponent of  1/2^8  =  31350  lbs.  The  stress  on  one  side  =15,925 
lbs. 

Stress  in  the  plate  =  (15,925  X  0,25)  70.49  =  8, 130  lbs. 

12  %"  rivets  transmit  the  stress  in  single  shear^ 

Actual  shear  on  one  rivet  =  8,130/12  =  680  lbs. 

Allowable  shear  on  one  rivet  =  4418  lbs. 

Intermediate  Post  t72^2« — 
Thickness  of  web  =0.21  in. 

Thickness  of  plate  =0.50  in. 

Total  thickness  of  bearing    =0.71  in. 
Stress  in  plate  =  (19,125  X  o.5o)/o.7i  =  13,480  lbs. 
9  f "  rivets  transmit  the  stress  in  single  shear. 
Actual  shear  on  one  rivet  =  13,480/9=  1,500  lbs. 
Allowable  shear  on  one  rivet  =  4418  lbs. 

Pin  Ug. — The  upper  chord  splice  is  investigated  on  page  508. 

Intermediate  Post  U^L^. — The  maximum  stress  in  U^L^  =  21,750  lbs. 
Thickness  of  web  =0.21     in. 

Thickness  of  plate  =0-375  '"• 

Total  thickness  of  bearing  =  0.585  in. 
Stress  in  plate  =:  (10,875  X  0.375)  70.585  =  6,980  lbs. 
6  f "  rivets  transmit  the  stress  in  single  shear. 
Actual  shear  in  one  rivet  =  6,980/6=  1,163  lbs. 
Allowable  shear  on  one  rivet  =  4,418  lbs. 

Pin  U4. — Rivets  safe  for  shear. 

Pin  Ml. — Fig.  296. 
Thickness  of  web  =0.20  in. 

Thickness  of  plate  =0.25  in. 

Total  thickness  of  bearing  =  0.45  in. 
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Stress  in  the  plate  =  (10,950  X  0.25) /0.4s  =  6,083  '^s, 
4  J"  rivets  transmit  the  stress  in  single  shear. 
Actual  shear  on  one  rivet  =  6,083/4  =  1,521  lbs. 
Allowable  shear  on  one  rivet  =  4,418  lbs. 

Pin  L^. — Investigated  under  floorbeam  connection. 

Pin  Lg. — Fig.  298.    Intermediate  Post  UJ^2' 
Thickness  of  web  =0.21     in. 

Thickness  of  plate  =0-375  'ii* 

Total  thickness  of  bearing  =  0.585  in. 
Stress  in  plate  =:  (28,275  X  0.375)  70.585  =  20,000  lbs. 
6  J"  rivets  transmit  the  stress  in  single  shear. 
Actual  shear  on  one  rivet  =  20,000/6  =  3,330  lbs. 
Allowable  shear  on  one  rivet  =  4,418  lbs. 

Pin  Lg. — Fig.  301.     Intermediate  Post  U^L^. 
The  thickness  of  the  bearing  is  the  same  as  for  U2L2,  while  the 
stress  is  less. 

Pin  L^. — Fig.  303.     Intermediate  Post  U^L^. 
Thickness  of  web  =0.20     in. 

Thickness  of  plate  =0-375  ^^^ 

Total  thickness  of  bearing  =  0.575  in. 
Stress  in  plate  =(  10,950  X  0.375)70.575  =  7,140  lbs. 
4  3"  rivets  transmit  the  stress  in  single  shear. 
Actual  shear  on  one  rivet  =  7, 140/4=  1,785  lbs. 
Allowable  shear  on  one  rivet  =  4,418  lbs. 

BEARING  ON  RIVETS.     Pin  I.,.— End-post  U^L^.     (i)  Bear- 
ing of  Rivets  on  Web. 

Shear  on  one  rivet  from  outside  plate  =  1,360  lbs. 
Shear  on  one  rivet  from  inside  plate  =2,060  lbs. 
Maximum  bearing  on  one  rivet  in  web=  1,3604-2,060=3,420  lbs. 
Allowable  bearing  of  a  }"  rivet  on  a  0.24"  plate  =  J  X  0.24"  X  i8,0(X) 
=^3,242  lbs.     Not  sufficient  rivets. 

(2)  Bearing  on  Outside  Plate, — 
Actual  bearing  on  one  rivet  =  1,360  lbs. 

Allowable  bearing  of  a  5"  rivet  on  a  J"  plate  =  5,062  lbs. 

(3)  Bearing  on  Inside  Plate. — 
Actual  bearing  on  one  rivet  ---  2,060  lbs. 

Allowable  bearing  of  a  t]"  rivet  on  a  J"  plate  =  3,375  lbs. 
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Pin  Ui. — End-Post  LqU^.     (i)  Bearing  of  Rivets  on  Web. 
Shear  on  one  rivet  from  outside  plates  =1,846  lbs. 
Shear  on  one  rivet  from  inside  plate     =1400  lbs. 
Total  bearing  of  one  rivet  in  the  web  =  1,846-!-  1400  =  3,246  lbs. 
Allowable  bearing  of  a  J"  rivet  on  a  0.24"  plate  =  3,242  lbs. 

(2)  Bearing  on  First  Outside  Plate. — 

Total  bearing  of  one  rivet  on  a  J"  plate  =  1,120  lbs. 
Allowable  bearing  of  a  f "  rivet  on  a  i"  plate=  3,375  lbs. 

(3)  Bearing  on  Second  Outside  Plate, — 

Total  bearing  of  one  rivet  on  a  i%"  plate  =  1,846  lbs. 
Allowable  bearing  of  a  f "  rivet  on  a  3%"  plate  =  7,594  lbs. 

(4)  Bearing  on  Inside  Plate, — 

Total  bearing  of  one  rivet  on  a  f"  plate  =  1400  lbs. 
Allowable  bearing  of  one  rivet  on  a  f"  plate  =  5,062  lbs. 

Top  Chord  U^U^-     (i)  Bearing  of  Rivets  on  Web, — 
Shear  of  one  rivet  from  outside  plate  =    920  lbs. 
Shear  of  one  rivet  from  inside  plate        =  3,077  lbs. 
Total  bearing  of  rivets  in  web  =  920 -f- 3,077  =  3,997  lbs. 
Allowable  bearing  of  a  f"  rivet  on  a  0.24"  plate  =  3,242  lbs. 

(2)  Bearing  of  Rivets  on  Outside  Plate. — 
Total  bearing  of  rivet  on  a  f "  plate  =  920  lbs. 
Allowable  bearing  of  a  f "  rivet  on  a  f "  plate  =  5,062  lbs. 

(3)  Bearing  of  Rivets  on  First  Inside  Plate. — 
Total  bearing  of  one  rivet  on  a  J"  plate  =  1,230  lbs. 
Allowable  bearing  of  one  f "  rivet  on  a  J"  plate  =  3,375  lbs. 

(4)  Bearing  of  Rivets  on  Second  Inside  Plate. — 
Total  bearing  of  one  rivet  on  a  f"  plate  =  3,077  lbs.' 
Allowable  bearing  of  a  f"  rivet  on  a  f"  plate  =  5,062  lbs. 

Pin  Ug.     Top  Chord  UJJ^  and  U^U^.     (i)  Bearing  of  Rivets  on 
Web.— 

Total  bearing  of  one  rivet  on  a  0.24"  plate  =  680  lbs. 
Allowable  bearing  of  a  f"  rivet  on  a  0.24"  plate  =  3,242  lbs. 

(2)  Bearing  Rivets  in  Pin  Plate. — 
Total  bearing  of  one  rivet  on  a  \"  plate  =  680  lbs. 
Allowable  bearing  of  a  f"  rivet  on  a  J"  plate  =  3,375  lbs. 

Intermediate  Post  IJJ^^.     ( i )  Bearing  of  Rivets  on  Web. — 
Total  bearing  of  one  rivet  on  a  0.21"  plate  =  1,500  lbs. 
Allowable  bearing  of  a  f"  rivet  on  a  0.21  plate  =  2,923  lbs. 
33 
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(2)  Bearing  of  Rivets  on  Plate. — 
Total  bearing  of  one  rivet  on  a  i"  plate  =  1,500  lbs. 
Allowable  bearing  of  a  i"  rivet  on  a  ^"  plate  =  6,750  lbs. 

Pin  U,.     Top  Chord  U^UJJ^. — See  splice  on  page  508- 
Intermediate  Post  U^L^.     (i)  Bearing  of  Rivets  on  Web. — 
Total  bearing  of  one  rivet  on  a  0^1''  plate  =  1,163  ^^• 
Allowable  bearing  of  a  }"  rivet  on  a  0^1"  plate  =  2,923  Ibs. 

(2)  Bearing  of  Rivets  on  Pin  Plate. — 
Total  bearing  of  one  rivet  on  a  |"  plate  =  1,163  lbs. 
Allowable  bearing  of  a  %"  rivet  on  a  |"  plate =5,062  lbs. 

Pin  U4.     Top  Chord  U^UJJ^\     (i)  Bearing  of  Rhets  an  Web.— 
Total  bearing  of  one  rivet  on  a  0.24''  plate  =  1,240  lbs. 
Allowable  bearing  of  a  \"  rivet  on  a  0.24"  plate  =  3,242  lbs. 

(2)  Bearing  of  Rivets  on  Pin  Plate. — 
Total  bearing  of  one  rivet  on  a  \"  plate  =  1,240  lbs. 
Allowable  bearing  of  a  J"  rivet  on  a  \"  plate  =  3,375  lbs. 

Intermediate  Post  U^L^.     (i)  Bearing  of  Rivets  in  the  Web. — 
Total  bearing  of  one  rivet  on  a  0.20''  plate  =  575  lbs. 
Allowable  bearing  of  a  J"  rivet  on  a  0.20"  plate  =  2,700  lbs. 

Pin  M,.    Hip  Vertical  L\M,.    ( 1 )  Bearing  of  Rivets  in  the  Web.-- 
Total  bearing  of  one  rivet  on  a  0.20"  plate  =  1,521  lbs. 
Allowable  bearing  of  a  f"  rivet  on  a  0.20"  plate  =  2,700  lbs. 

(2)  Bearing  of  Rivets  on  Pin  Plate. — 
Total  bearing  of  one  rivet  on  a  J"  plate  =  1,521  lbs. 
Allowable  bearing  of  a  5"  rivet  on  a  J"  plate  =  3,375  lbs. 

Pin  Lj.     Intermediate  Post  U^L^.     (i)  Bearing  of  Rivets  on  the 
Web.— 

Total  bearing  of  one  rivet  on  a  0.21"  plate  =  3,330  lbs. 
Allowable  bearing  of  a  5"  rivet  on  a  0.21"  plate  =  2,923  lbs. 

(2)  Bearings  of  Rizets  on  Pin  Plate. — 
Total  hearing  of  one  rivet  on  a  f"  plate  =  3,330  lbs. 
Allowable  bearing  of  a  f"  rivet  on  a  3"  plate  =  5,062  lbs. 

Pin  L...     Intermediate  Post  U.L... — The  dimensions  of  the  web  and 
the  pin  plate  are  the  same  as  for  U..L.,y  and  the  stress  is  less. 

Pin  L4.     Intermediate  Post  U^L^,     (i)  Bearing  of  Rivets  on  the 
Web.— 

Total  hearing  of  one  rivet  on  a  0.20"  plate  =1,785  lbs. 
Allowable  hearing  of  a  f"  rivet  on  a  0.20"  plate  =  2,700  lbs. 


SPACING  OF   RIVETS. 
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(2)  'Bearing  of  Rivets  on  Pin  Plate. — 
Total  bearing  of  one  rivet  on  a  §"  plate  =1,785  lbs. 
Allowable  bearing  of  a  J"  rivet  on  a  f"  plate  =  5,062  lbs. 

SPACING  OF  RIVETS.— (a)  The  distance  between  lines  of 
rivets  perpendicular  to  the  length  of  the  member  shall  not  be  greater 
than  40  times  the  thickness  of  the  cover  plate  (§67). 


Mbmbbr. 

Actual. 

Allowable. 

End-post  Lf^C/i 

Top  Chord  6^j  C/^  —  [// 

9H 

10 

(b)  The  pitch  of  the  rivets  in  the  line  of  the  stress  shall  not  exceed 
6"  nor  16  times  the  thickness  of  the  thinnest  outside  plate,  nor  be  less 
than  3  diameters  of  the  rivet  (§62). 


Mbmbbk. 

Maximum. 

Minimum. 

ActUBl. 

Allowable. 

Actual. 

Allowable. 

End-post  LM, 

Top  Chord  C/^C/^—U/ 

5'' 
5 

4//  to  2}^'^ 
4     to  2^ 

3 

2^ 

(c)  The  pitch  of  the  rivets  at  the  ends  of  compression  members 
shall  not  exceed  4  diameters  of  rivets  for  a  length  equal  to  one  and 
one-half  times  the  width  of  the  member  (§66). 


Mbmbbk. 

Actual. 

Rbquikbd. 

Pitch 

Length. 

Pitch. 

Length. 

End-post  LM, 

Top  Chord  C/^  U^  —  ^/ 

2>^'' 
3 

I      6 

2%      to  3 

I        6 

(d)  The  distance  between  the  edge  of  the  piece  and  the  center  of 
the  rivet  must  not  be  less  than  ij"  for  f"  rivets  and  i^"  for  f"  rivets 

(§63). 


Mbmbbr. 

Actual. 

Required. 

End-post  LM. 

Top  Chord  U^U^  —  U^' 

Int.  Post  UJ.^ 

Int.  Post  if^L^ 

Int.  Post  U^L^ 

I 

i<4 

Hip  Vertical  M^Ly^ 
Portal 

<l 

''4 
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BATTEN  PLATES.— Batten  plates  must  be  placed  as  near  the 
ends  of  compression  members  as  possible  and  shall  have  a  length  not 
less  than  the  greatest  width  of  the  member  nor  ij  times  the  least  width 

(§69). 


Kfvmcttva 

Actual. 

Rkquikko. 

Length. 

Pitch  of  Rivets. 

Length. 

Pitch  of  Ri-vcta. 

End-post  Zo^i 
Top  Chord  Uy^  U^  —  ^/ 
Inter.  Post  U^L^  &  U^L^ 
Inter.  Post  U^L^ 

12^'  &  l&' 

12 

10 

9% 

2^'^  to  3'^ 

15'' 
15 

10 

2Vt0  3'' 
^%     to3 
23<     to3 
^H     to  3 

LACING  BARS. — (a)  Lacing  bars  must  not  be  less  in  width  than 
li"  for  members  6"  wide,  i}"  for  members  9"  wide,  2"  for  members 
12"  wide,  etc.  (§70). 

(b)  Single  lattice  bars  shall  have  a  thickness  not  less  than  %o  of 
the  distance  between  rivets,  and  double  lacing  shall  have  a  thickness 
not  less  than  %o  of  the  distance  between  rivets  (§70). 

(c)  Lattice  bars  shall  be  inclined  at  an  angle  of  not  less  than  60° 
with  the  axis  of  the  member  for  single  lacing  or  45°  for  double  lacing 

(§70). 

(d)  The  pitch  of  the  lacing  must  not  exceed  the  width  of  the 
member  plus  9"  (§71). 


Member. 


ACTl'AL. 


Required. 


Width.      Thickness. 


Angle. 
c 


Pitch. 
d 


Width.    I  Thickness. 
a  k 


Angle. 

c 


Pitch. 
d 


End-iK>st  LqI\ 
Top  Chord  b\U\ 
Int.  Post  i\L^ 
Int.  Post  UJ.^ 

2// 

2 

57° 
57 
59 
58 

12^'     1 
12       i 
10 
10 

2// 
2 

0.28^' 
0.28 
0.24 
0.24 

60° 
60 
60 
60 

19^' 

19 
16 

15 

JOISTS. — The  joist  consists  of  two  lines  of  [s  7"  @  9}  lbs.  and 
seven  lines  of  Is  7"  (a;  15  lbs.,  spaced  i'  11  J"  (use  2'  o"  in  calculations) 
and  have  a  span  of  20'  o". 

(a)  Vnijorm  Load. — The  dead  load  per  foot  of  bridge  exclusive  of 
the  weight  of  joists  =  16  X  2J  X  4i  +  (2  X  4  X  6  X  4^)1^  +(3X4 
X  6  X  4i^Tj  =^  225  lbs.  Dead  load  per  foot  of  joist  exclusive  of  the 
weight  of  joists  =  30  lbs.  Live  load  per  foot  of  joist  =  200  lbs.  Total 
load  ])er  foot  of  joist  exclusive  of  the  weight  of  joist  =  230  lbs.  The 
weight  of  the  joist  is  15  lbs.  per  lineal  foot  of  joist,  which  is  less  than 
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lo  per  cent  of  the  total  load,  and  may  be  neglected  (§48).  The  maxi- 
mum bending  moment  =  4  X  230  X  20*  X  12=  138,000  in.-lbs. 

Actual  unit  bending  stress  =  5*  =  Mc/I  =  ( 1 38,000  X  3i  )  /36.2 
=  13,340  lbs.    Allowable  unit  stress  =  13,000  lbs. 

Efficiency  =  13,000/13,340  =  0.96. 

(b)  Concentrated  Loads,  Fig.  304. — The  concentrated  load  is  a 
traction  engine  weighing  15,800  lbs.,  two-thirds  of  the  load  being  car- 

r —  s'-/i -H 


d)  i     ICI)        7'i@/S 


L  !    !fK        .„„• 
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n  7y  \ il 
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I    r*- lO'o"- 

- ^^2O'-0''- 

C,6.ofLoad5^  \ 

Fig.  304. 

ried  on  the  rear  axle.  The  distance  c  to  r  of  axles  =  8'  ij",  distance 
c  to  r  of  front  wheels  =  4'  7^",  c  to  c  of  rear  wheels  =  5'  10" ;  width 
of  front  wheels  =  6";  width  of  rear  wheels  =  16".  It  will  be  assumed 
that  the  front  and  rear  wheels  may  be  so  nearly  in  line  that  a  joist  will 
carry  the  same  load  as  when  this  condition  occurs,  and  that  the  floor 
is  stiff  enough  to  so  distribute  the  load  that  the  load  on  one  side  will  be 
carried  by  two  joists. 

The  loads  coming  on  one  joist  will  be  2,633  ^^^  ^^Z^7  ^^'  ^^^ 
condition  for  maximum  bending  moment  in  the  joist  is  that  the  heavier 
wheel  under  which  the  moment  will  occur  will  be  as  far  from  one 
end  of  the  beam  as  the  center  of  gravity  of  the  two  loads  is  from  the 
other  end  of  the  beam.  The  heavier  load  will  be  8'  7J"  from  one  end> 
as  shown  in  Fig.  304.  From  Fig.  304  /^2=  (^3i 7  X  3-23  +  2,633 
X  11.35)720=1,705  lbs. 
The  maximum  bending  moment  is  il/=  1,705  X  8.65  X  12  =  176,600 

in.-lbs. 
The  bending  moment  at  the  same  point  due  to  dead  load,  dead  load  =  30 

lbs.  per  foot  of  joist,  will  be  M=  300  x  1 1.3S  —  J  X  30  x  11.35^ 
=  15,940  in.-lbs. 
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Total  bending  moment  due  to  dead  and  live  loads  =  176,600  +  15,940 

=  192,540  in.-lbs. 
Actual  unit  stress  =  5"  =  iV/c//=  (192,540  X  3i")/36.2=  18,500  lbs. 
Allowable  unit  stress  =  13,000  lbs. 
Efficiency  =  13,000/18,500  =  0.70. 

FLOORBEAMS.— The  floorbeams  are  Is  15"®  50  lbs.,  16'  5" 

long.     The  clear  span  will  be  assumed  to  be  16'  5". 

(a)   Uniform  Load. — 
Dead  load  of  floor  per  lineal  foot  of  bridge  =225  lbs. 

Weight  of  joist  per  lineal  foot  of  bridge,  2  lines  7"  [s  @  9}  lbs.  =    19  lbs. 
Weight  of  joist  per  lineal  foot  of  bridge,  7  lines  7"  Is  @  15  lbs.  =  105  lbs. 

Total  dead  load  per  lineal  foot  of  bridge  =  345  lbs. 

Dead  load  carried  by  one  floorbeam  =  345  X  20  =  6,900  lbs. 
Weight  of  floorbeam  =  16'  5"  X  50  lbs.  =    825  lbs. 

The  weight  of  the  floorbeam  is  less  than  10  per  cent  of  the  total 
live  and  dead  load,  and  may  be  neglected  (§48). 

Live  load  carried  by  one  floorbeam  =  17  X  20  X  100  =  34,000  lbs. 
Total  dead  and  live  load  carried  by  one  floorbeam  =  40,900  lbs. 
Maximum  bending  moment  =  J  XlV  Xi  =  iX  40,900  X  i&  5"  X  12 

=  966,876  in.-lbs. 
Actual  unit  stress  ^S  =  M-c/I  =  (966,876  X  7i)/4^3A=  IS,000  lbs. 
Allowable  unit  stress^  13,000  lbs. 
Efficiency  =  13,000/15,000  =  0.87. 
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Fig.  305. 
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(b)  Concentrated  Loads. — The  concentrated  load  is  the  same  trac- 
tion engine  as  was  used  in  investigating  the  joists. 
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The  large  wheels,  Fig.  305,  will  be  directly  over  the  floorbeam  with 
one  of  the  wheels  as  far  from  one  end  of  the  fioorbeam  as  the  center 
of  gravity  of  the  two  wheels  is  from  the  other  end  of  the  fioorbeam. 

The  maximum  bending  moment  will  occur  under  the  wheel  that  is 
nearest   the  center.     The   reaction  at  each   wheel   will  be  =5,267 

+  (2,633  X  1 1.87)720  =  6,826  lbs. 
The  reaction  at  the  right  end  is  i^2=  [6,826  X  (3*83 +  9-67)] /16.416 

=:  5,610  lbs. 
The  maximum  bending  moment  =  M  =  5,610  X  81"  =  454,500  in.-lbs. 
Dead    load    bending   moment   at   the    same   point   =3450X81"  — 

(3>450  X  81  X  6i)/(i64i6  X12)  =  164,450  in.-lbs. 
Total  bending  moment  =  454,500  +  164,450  =  618,950  in.-lbs. 
Actual  unit  stress  =  5'  =  M •(://=  (618,950  X  71)7483.4  =  9,650  lbs. 
Allowable  fiber  stress  =:  13,000  lbs. 
Efficiency  =  13,000/9,650=  1.45. 

Floorbeam  Connection. — Floorbeams  Li,  L^,  L^  and  L^, 
Maximum   end   shear   including  weight   of   floorbeam  =1X41,725 

=  20,863  lbs. 
Connection  angles  =  2  angles  2\"  X  2^"  X  i"  X  i'  10"  long. 

(i)  Rivets  in  Floorbeams. 

(A)  Bearing. 

(a)  In  Web  of  Floorbeam, — Thickness  of  web  =  0.56";  10  f" 
shop  rivets. 

Bearing  on  one  rivet  =  20,863/ 10  =  2,086  ^t)S. 

Allowable  bearing  of  one  rivet  on  a  0.56"  plate  =  6,075  ^^^s. 

(b)  On  Plates. — Ten  J"  rivets  in  each  plate. 
Bearing  on  one  rivet  =  20,863/20  =  i  ,043  lbs. 
Allowable  bearing  of  one  rivet  on  a  \"  plate  =  3,375  lbs. 

(B)  Shear, — Shear  on  one  rivet  =1,043  lt)S. 
Allowable  shear  on  one  J"  rivet  =  3,554  lbs. 

(2)  Rivets  in  Connection  Angles. 
(A)  Bearing, — Ten  f"  field  rivets. 

(a)  Bearing  on  the  Two  \"  Connection  Plates. — Bearing  on  one 
rivet  =  20,863/10  =  2,086  lbs.  Allowable  bearing  of  a  %"  field  rivet 
on  two  J"  plates  =  3,600  lbs. 

(b)  Bearing  on  Connection  Angles. — Actual  bearing  on  one  rivet 
=  20,863/20  =  1 ,043  lbs. 

Allowable  bearing  of  one  f"  field  rivet  on  a  \"  plate  =  1,800  lbs. 
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(B)  Shear. — Shear  on  one  J"  field  rivet  =  20,863/20=  I/H3  H>s- 
AUowable  shear  on  one  J"  field  rivet  =  2,356  lbs. 

(3)  Rivets  in  Posts. 

(A)  Bearing. — Eight  J"  shop  rivets  on  each  side. 

(a)  Bearing  on  Web  of  Channel. — Thickness  of  web  =  0.20". 
Bearing  of  one  rivet  on  the  web  =  20,863/16=  1,304  lbs. 
Allowable  bearing  of  one  J"  rivet  on  a  0.20"  plate  =  2,160  lbs. 

(b)  Bearing   on   Angles.  —  Bearing  of   one   rivet   on   the   angle 
=  20,863/16=  1,304  lbs. 

Allowable  bearing  of  one  J"  rivet  on  a  \"  plate  =  2,700  lbs. 

(B)  Shears — The  shear  on  one  rivet  =  20,863/16=  1,304  lbs. 
Allowable  shear  of  one  f"  rivet  =  3,534  lbs. 

LOWER  LATERAL  SYSTEM.    Panel  LoL^.— One  rod  if'> 
X  25'  8"  long.     Area  of  rod  =:  1.485  sq.  in. 
Maximum  stress  in  member  =  36,630  lbs. 
Actual  unit  stress  ==36,630/1.485  =  24,700  lbs. 
Allowable  unit  stress  =  18,000  lbs.  (§36a). 

The  rod  should  have  an  area  of  2.04  sq.  in.,  which  would  require  a 
if"  <^  rod. 

Panel  LjLj. — One  rod  iJ"<^X2s'  9"  long.    Area  of  rod  =  1.28 
sq.  in. 

Maximum  stress  in  member  =  28,305  lbs. 
Actual  unit  stress  =  28,305/1.28  ^23,000  lbs. 
Allowable  unit  stress  =  18,000  lbs. 

The  rod  should  have  an  area  of  1.57  sq.  in.,  which  would  require  a 
iiV'<^rod. 

Panel  L2L3. — One  rod  ii"<^X25'  9"  long.     Area  of  rod=:0.99 
sq.  in. 

Maximum  stress  in  member  =  18,315  lbs. 
Actual  unit  stress  =  18,315/0.99=  18,500  lbs. 
Allowable  unit  stress  =  18,000  lbs. 

Panel  L3L4. — One  rod  i"<j!>X25'  2"  long.    Area  of  rod  =  0.785 

sq.  in. 

Maximum  stress  in  member  =  8,880  lbs. 
Actual  unit  stress  =  8,880/0.785  =  11 ,300  lbs. 
Allowable  stress  =  18,000  lbs. 

Lateral  Pin  at  Lo- — The  pin  is  i^^"  diameter. 
Stress  in  pin  =  36,630  lbs. 


UPPER  LATERAL  SYSTEM. 
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Bearing  on  Pin. — ^Assume  rod  flattened  to  i"  wide. 
Area  of  bearing  on  pin=  i"  X  1.3125"=  1.3125  sq.  in. 
Actual  unit  bearing  stress  =  36,630/1.3125  =  27,900  lbs. 
Allowable  unit  bearing  =:  18,000  X  140  =  25,200  lbs. 

Shear, — Area  of  cross-section  of  the  pin  =  2"  X  1.35"  =  2.70  sq.  in. 
Actual  unit  shear  =  36,630/2.70  =  13,560  lbs. 
Allowable  unit  shear  =  10,000  X  140=  14,000  lbs. 

Lateral  Connection, — The  lateral  connection  on  the  floorbeam,  at 
Li,  receives  a  maximum  stress.     The  maximum  stress  =  24,750  lbs. 
6  f "  rivets  take  the  stress  in  single  shear. 
Actual  shear  on  one  rivet  =  24,750/6  =  4,125  lbs. 
Allowable  shear  on  one  }"  rivet  =  6,185  lbs. 

UPPER   LATERAL   SYSTEM,     (i)  Diagonal   Rods.    Panel 
UiUj. — One  rod  ii"<^  X  26'  4^"  long.    Area  of  rod  =  1.23  sq.  in. 
Maximum  stress  =  5,550  lbs. 
Actual  unit  stress  =:  5,550/1.23  =  4,570  lbs. 
Allowable  unit  stress  =  18,000  lbs. 
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Fig.  306.    Sway  Bracing. 

Panel  UgUg. — One  rod  i^"<^  X  26'  4"  long.    Area  of  rod  =:  0.99 
sq.  in. 

Maximum  stress  =  3,330  lbs. 
Actual  unit  stress  =  3,330/0.99  =  3,400  lbs. 
Allowable  unit  stress  =  18,000  lbs. 

Panel  UgU^. — One  rod  i"<^  X  26'  2 J"  long.    Area  of  rod  =  0.785 
sq.  in; 
Maximum  stress  =1,110  lbs. 
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Actual  unit  stress  =  1,110/0.785  =  1^30  lbs. 
Allowable  unit  stress  =  18,000  lbs. 

Lateral  Connections.     Connection  at  U^. — 
Stress  =  5,550  lbs.     The  stress  is  transmitted  by  6  f"  rivets  in  single 

shear. 
Actual  shear  on  one  rivet  =  5,550/6  =  926  lbs. 
Allowable  shear  on  one  }"  rivet  =  6,185  ^^' 

(2)  Top  Lateral  Struts.  Strut  UjUj  carries  a  maximum  stress 
and  will  be  analyzed.  The  top  lateral  strut  is  composed  of  4  angles 
3"  X  2i"  X  i"  X  16'  o". 

Moment  of  inertia  about  axis  A-A. 

/  =  /'  +  ^d2=4(i.09+i.i9X  1.24*) 
=  11^* 

r=  vri:68/4.76=  1.57";  //r=  192/1.57=  123. 

Actual  unit  stress  =  6,375/4.76=  1,340  lbs. 

Allowable  unit  stress  =  13,000  —  6o//r  =  5,660  lbs. 

Rivets  at  the  End. — The  stress  is  carried  by  12  f"  field  rivets. 
These  will  carry  a  shear  of  12  X  2,863  =  34,356  lbs.  (Table  LXXVI), 
which  is  ample. 

(3)  Sway  Strut. — Sway  strut  A-B  at  U^  will  be  considered  only. 
The  member  is  composed  of  2  angles  3^"  X  2J"  X  i"  X  16'  5J' 
Radius  of  gyration  about  axis  A-A  =  1.04' 
Radius  of  gyration  about  axis  B-B=  1.12' 
l/r=  190  (too  large,  should  not  exceed  150,  §37a). 

Actual  unit  stress  =  1,875/3.12  =  600  lbs. 
Allowable  unit  stress  =  13,000  —  6o//r=  1,600  lbs. 
The  member  is  poorly  designed. 

(4)  Sway  Rods. — One  rod  f"  <f>.  Area  of  one  rod  =  0.60  sq.  in. 
Maximum  stress  =  3,960  lbs. 

Actual  unit  stress  =  3,960/0.60  =  6,600  lbs. 
Allowable  unit  stress  =  18,000  lbs. 

PORTAL.     Member  F-E-D,    Member  is  composed  of  2  angles 

3^'  X  2^'  X  A". 

Radius  of  gyration  about  axis  A-A  =  i.68'\ 
Radius  of  gyration  about  axis  B-B  =  0.77,", 
Ratio  of  1/r  about  axis  B-5  =96/0.73=  131. 
Ratio  of  l/r  about  axis  A-A  =  192/1.68=  115. 
Ratio  of  l/r  should  not  exceed  150  (§37a). 


PORTAL. 
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Allowable  unit  stress  =  F=  13,000  —  6o-//r  =  5,140  lbs.  (§37a). 
Maximum    compressive    stress    =  15,880  +  0.8(9,150)  =23,200    lbs. 

(§42a). 
Actual  unit  compressive  stress  =:  23,200/3.56  =6,500  lbs. 
Maximum  tensile  stress  =  9, 130  +0.8(9,130)  =  16,434  lbs.  (§42a). 
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Fig.  307.    Portal. 


Net  area  =  3.56  —  0.44  =13.12  sq.  in. 
Actual  unit  tension  =  16,434/3.12  =  5,270  lbs. 
Allowable  unit  stress  =  18,000  lbs.  (§36a). 

Members  G-E  and  E-C. — Same  section  as  F-E-D, 
Maximum  compression  =:  17,635  +  o.8(  17,635)  =  31,743  lbs.  (§ 42a). 
Ratio  of  l/r  about  axis  B-B  =  72/0.73  =  100. 
Ratio  of  l/r  about  axis  A-A  =  144/1.68  =  86. 
Allowable  stresses  =  P=:  13,000  —  6o//r  =  7,ooo  lbs.  (§37a). 
Actual  unit  stress  =  31,743/3.56=:  8,900  lbs. 
Maximum  tensile  stress  =  3 1 ,743  lbs. 
Net  section  =  3.56  —  0.44  =  3.12  sq.  in. 
Actual  unit  tension  =:  31,743/3.12=  10,170  lbs. 
Allowable  unit  stress  =  18,000  lbs.  (§36a). 
Rivets  at  the  foot  of  knee  brace.     Five  }"  field  rivets  take  a  stress  of 

31,743  lbs.  in  single  shear  (§42a). 
Actual  shear  on  one  rivet  =  31,743/5  =  6,345  lbs. 
Allowable  shear  on  one  f"  field  rivet  =  4,123  lbs.  (Table  LXXVII). 
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Rivets  at  the  Middle  of  the  Top  Strut. — 
Five  3"  shop  rivets  take  a  stress  of  31,743  lbs.  in  single  shear  (§42a). 
Actual  shear  on  one  rivet  =  31,743/5  =  6,350  lbs. 
Allowable  shear  on  one  J"  shop  rivet  =  6,185  lbs.  (Table  LXXVII). 
Bearing  on  the  J"  plate.     The  bearing  on  the  i"  plate  =  7,935  lbs. 
The  allowable  bearing  of  a  J"  rivet  on  a  i"  plate  =  4,725  lbs. 

Rivets  at  End  of  F-D. — 
Twelve  f"  field  rivets  take  a  stress  of  23,200  lbs.  in  single  shear  (§42a). 
Actual  shear  on  one  rivet  ^23,200/12=  1,940  lbs. 
Allowable  shear  on  one  J"  field  rivet  =  4,123  lbs. 
Bearing  on  the  J"  plate  =:  1,940  lbs.     The  allowable  bearing  of  one 
3"  field  rivet  on  a  i"  plate  =  3,150  lbs. 

PEDESTALS.       (i)  Bearing  of  Pin  on  the  Web  (see  pin  L^). 

(2)  (§86  and  87) :  Vertical  webs  on  the  bolster  plates  and  connec- 
tions are  not  as  specified. 

Base  plates  and  webs  are  |"  thick  or  more  as  specified. 
Bed  plates  are  bolted  to  masonry  as  specified  by  ij"  bolts. 

ROLLERS. — Each  nest  is  composed  of  6  2"  rollers  i'  ^i"  long. 
Minimum  diameter  =  3.6"  (§84). 
I.oad  on  the  rollers  =  76,650  lbs. 
Total  length  of  rollers  =  6  X  I5?"  =  94V'. 
The  load  per  lineal  inch  =  76,650/94^  =:  811  lbs. 
Allowable  pressure  per  lineal  inch  of  rollers  =  2  X  300  =  600  lbs. 

The  rollers  are  insufficient. 

Top  Chord  Splice. — §  73  requires  that  there  be  two  rows  of  closely 
spaced  rivets  on  each  side  of  the  splice,  which  is  satisfied. 

The  student  should  compare  the  bridge  with  the  specifications  in 
Appendix  I,  in  detail:  and  should  prepare  a  tabulated  report  on  the 
efficiencies  of  the  different  parts. 


APPENDIX   I. 

General  Specifications  for  Steel  Highway  Bridges. 
By  Milo  S.  Ketchum,  M.  Am.  Soc.  C.  E, 

Introduction. — In  preparing  these  specifications  the  author  has  made  use 
of  various  standard  specifications:  Classes  of  Highway  Bridges  A,  B  and  C  as 
used  by  Theodore  Cooper  and  the  American  Bridge  Company  have  been 
adopted;  while  their  Class  D  has  been  divided  into  Class  Di  and  Da.  The 
classes  of  electric  railway  bridges  used  by  C.  C.  Schneider  in  his  "  Specifications 
for  Electric  Railway  Bridges "  have  been  adopted,  and  have  been  named  Ei, 
Ea  and  E».  The  allowable  stresses  and  the  specifications  for  materials  and 
workmapship  as  given  in  the  Standard  Bridge  Specifications  of  the  American 
Railway  Engineering  and  Maintenance  of  Way  Association  have  been  adopted 
with  slight  necessary  modifications.  The  impact  coefficient  for  highway  bridges 
has  been  taken  as  one-half  the  value  prescribed  for  railway  bridges. 

The  author  has  used  the  stresses  and  the  method  of  dimensioning  given  in 
Cooper's  "  General  Specifications  for  Steel  Highway  and  Electric  Railway 
Bridges  and  Viaducts  "  in  the  "  Calculation  of  the  Efficiencies  of  the  Members 
of  a  Steel  Highway  Bridge,"  Part  HI,  and  has  therefore  given  Cooper's  stresses 
as  alternate  allowable  stresses.  Either  set  of  allowable  stresses  may  be  used  in 
designing  highway  bridges. 

Attention  is  called  to  the  fact  that  a  minimum  thickness  of  metal  of  J  in., 
and  a  maximum  ratio  of  \lr  in  compression  members  of  125  and  150  in  main 
and  lateral  members,  respectively,  are  allowed  in  Class  Di  and  Class  Da  bridges. 

GENERAL  SPECIFICATIONS  FOR  STEEL  HIGHWAY  BRIDGES. 

PART  I.    DESIGN. 

General  Description. 

1.  Classes. — Bridges  under  these  specifications  are  divided  into  eight  classes, 
as  follows: 

Qass  A. — For  city  traffic. 

Class  B. — For  suburban  or  interurban  traffic  with  heavy  electric  cars. 

Qass  C. — For  country  roads  with  ordinary  traffic  and  light  electric  cars. 

Qass  Di. — For  country  roads  with  heavy  traffic. 

Qass  Da. — For  country  roads  with  light  traffic. 

Class  El. — For  heavy  electric  street  railways  only. 

Class  Ea. — For  medium  electric  street  railways  only. 

Class  Ea. — For  light  electric  street  railways  only. 

2.  Material. — ^All  parts  of  the  structure  shall  be  of  rolled  steel,  except  the 
flooring,  floor  joists  and  wheel  guards,  when  wooden  floors  are  used.    Cast  iron 
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of  cast  steel  may  be  used  in  the  machinery  of  movable  bridges  for  wheel  guards, 
and  in  special  cases  for  bed  plates. 

3.  T3rpc8  of  Truss. — The  following  types  of  bridges  are  recommended: 
Spans  up  to  30  feet — Rolled  beams. 

Spans  from  30  to  80  feet — Riveted  plate  girders,  or  riveted  low  trusses  for 
classes  A,  B,  £1,  Ea  and  Es;  and  riveted  low  trusses  for  classes  C,  Dx  and  Dx. 

Spans  80  to  160  feet — Riveted  or  pin-connected  high  trusses. 

Spans  160  to  200  feet — Pin-connected  trusses  of  the  Pratt  tjrpe  with  inclined 
chords. 

Spans  over  200  feet — Pin-connected  trusses  of  the  Petit  type. 

4.  Length  of  Span. — In  calculating  the  stresses  the  length  of  span  shall  be 
taken  as  the  distance  between  centers  of  end  pins  for  pin-connected  trusses, 
centers  of  end  bearing  plates  for  riveted  trusses  and  for  girders,  and  center  to 
center  of  trusses  for  floorbeams. 

5.  Form  of  Trusses. — The  form  of  truss  shall  preferably  be  as  given  in 
paragraph  3.  In  through  trusses  the  end  vertical  suspenders  and  the  two 
panels  of  the  lower  chord  at  each  end  shall  be  made  rigid  members  if  the  wind 
load  produces  a  reversal  of  stress  in  the  lower  chord.  In  through  bridges  the 
floorbeams  shall  be  riveted  above  or  below  the  lower  chord  pins. 

6.  Lateral  Bracing. — ^AIl  lateral  and  sway  bracing  shall  preferably,  and  all 
portal  bracing  must  be,  made  of  shapes  capable  of  resisting  compression  as  well 
as  tension,  and  shall  have  riveted  connections.  Low  trusses  and  through  plate 
girders  shall  be  stayed  by  knee  braces  or  gusset  plates  at  each  floorbeam. 

7.  Spacing  of  Trusses. — For  bridges  carrying  electric  cars  the  clear  width 
from  the  center  of  the  track  shall  not  be  less  than  7  feet  at  a  height  exceeding 
one  foot  above  the  track  where  the  tracks  are  straight,  and  an  equivalent  dis- 
tance when  the  tracks  are  curved.  The  distance  between  centers  of  trusses 
shall  in  no  case  be  less  than  one-twentieth  of  the  span  between  the  centers  of 
end-pins  or  shoes,  and  shall  preferably  not  be  less  than  one-twelfth  of  the  span. 

8.  Head  Room. — For  classes  A,  B,  C,  Di,  Ei,  Ea  and  Ea  the  clear  head  room 
for  a  width  of  six  (6)  feet  on  each  track,  or  the  center  of  the  bridge  shall  not 
be  less  than  15  feet,  and  for  class  D2  not  less  than  I2i  feet. 

9.  Footwalks. — Where  footwalks  are  required,  they  shall  generally  be 
placed  outside  of  the  trusses  and  be  supported  on  longitudinal  beams  resting  on 
overhanging  steel  brackets. 

10.  Handrailing. — A  strong  and  suitable  handrailing  shall  be  placed  at  each 
side  of  the  bridge  and  be  rigidly  attached  to  the  superstructure. 

11.  Trestle  Towers. — Trestle  bents  shall  preferably  be  composed  of  two 
supporting  columns,  two  bents  forming  a  tower;  each  tower  thus  formed- shall 
be  thoroughly  braced  in  both  directions  and  have  struts  between  the  feet  of 
the  columns.  The  feet  of  the  columns  must  be  secured  to  an  anchorage  capable 
of  resisting  one  and  one-half  times  the  specified  wind  forces   (§89). 

Each  tower  shall  have  a  sufticient  base,  longitudinally  to  be  stable  when 
standing  alone,  without  other  support  than  its  anchorage.  Towner  spans  for 
high  trestles  shall  not  be  less  than  30  feet. 


13.  Proposals, — Contraclors  in  submitting  proposals  shall  furnish  complete 
s  sheets,  general  plans  of  the  proposed  structures,  and  such  detail  drawing's 
s  will  clearly  show  the  dimensions  of  all  the  parts,  modes  of  c 
sectional  areas. 
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13.  Dramngs. — Upon  the  acceptance  and  the  execution  of  the  contract,  all 
working  drawings  required  by  the  engineer  shall  be  furnished  free  of  cost 
CI  168). 

14.  Approval  of  Plans. — No  work  shall  be  comtncnced  or  materials  ordered 
until  the  working  drawings  have  been  approved  by  the  engineer  in  writing. 

FLOOR   SYSTEM. 

15.  Floorbeams. — All  floorbeams  shall  be  rolled  or  riveted  steel  girders, 
rigidly  connected  to  the  trusses  at  the  panel  points,  or  may  be  placed  on  the  top 
of  deck  bridges  at  panel  points.  Floorbeams  shall  preferably  be  square  to  the 
trusses  or  girders. 

16.  Joists  and  Stringers.— All  joists  and  stringers  of  bridges  of  classes  A, 
u,  Ei  and  E.  shall  be  of  steel.  Bridges  of  classes  C,  Di  and  Di  may  be 
:r  of  wood  or  stee!  as  specified.  Steel  joists  shall  be  securely  fastened  to 
cross  floorbeams,  and  steel  slrirgcrs  shall  preferably  be  riveted  to  the  webs 

of  floorbeams  by  means  of  connection  angles  at  least  A  in.  thick. 

7.  End  Spacers  for  Stringers.— Where  end  floorbeams  cannot  be  used, 
Stringers  resting  on  masonry  shall  have  cross-frames  near  their  ends.  These 
frames  shall  be  riveted  to  girder  or  truss  shoe  where  practicable. 

18.  Wooden  Joists.- Wooden  floor  joists  shall  be  spaced  not  more  than  2J 
centers,  and   shall  lap  by  each  other  so  as  to  have  a  full  bearing  on  the 

floorbeams,  and  shall  be  separated  i  inch  for  free  circulation  of  air.  Their 
width  shall  not  be  less  than  3  inches,  or  one-fourth  the  depth  in  width.  When 
spaced  not  more  than  2  feet  centers,  one  Joist  shall  be  considered  as  carrying 
one-half  of  the  concentrated  live  load.  Oak,  longleaf  yellow  pine  and  Oregon 
fir  are  to  be  designed  for  a  safe  bending  of  1,200  lbs.  per  sq.  in.,  bearing  across 
the  fiber  of  350  lbs.  per  sq.  in.,  and  shearing  along  the  fiber  of  100  lbs,  per  sq.  in. 

19.  Steel  Joists. — Steel  beams  when  used  as  joists  shall  have  3  depth  of 
not  less  than  one-thirtieth  of  the  span,  and  one-twentieth  of  the  span  when 
used  as  track  stringers.  Steel  joists  shall  be  spaced  not  to  exceed  3  feet  centers. 
When  spaced  not  to  exceed  2  feet  centers,  one  joist  shall  be  considered  as 
carrying  one-haif  the  concentrated  load;  when  spaced  more  than  2  feet  and  not 
more  than  3  feet  one  joisi  shall  be  considered  as  carrying  two-thirds  of  the 
concentrated  load, 

20.  Floor  Plank. — For  single  thickness  the  roadway  planks  shall  not  be  less 
than  2j  inches  thick  for  oak  or  3  inches  for  pine,  nor  less  than  one-twclflb  of 
the  distance  between  centers  of  joists,  and  shall  be  laid  transversely  with  1 
inch  openings  and  securely  spiked  to  each  joist.  All  plank  shall  be  laid  with 
heart  side  down.    When  an  additional  wearing  surface  is  required  it  shall  be  li 

tick,  and  the  lower  planks  of  a  minimum  thickness  of  2i  inches  shall 
agonally  with  i  inch  openings, 
I 
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21.  F'X^twoIk  pl;ack  shall  be  doc  less  than  2  inches  thick  nor  more  than  6 
inches  wide,  spaceti  with  f  inch  opericgs. 

.Ml  pUrJc  shall  be  lai^  with  heart  side  down,  shall  have  full  and  even  bear- 
ing on  ar-d  be  fimJy  attached  to  the  joists, 

2Z.  Wheel  Guards. — Wlieel  giiards  of  a  cross-section  of  not  less  than  6 
inches  by  4  inches  shall  l>e  pro\ided  on  each  side  of  the  roadway.  They  shall 
be  5;»Iic«i  ^-ith  half-and-half  jvir.is  m-ith  6  inches  lap,  and  shall  be  bolted  to  the 
stringers  or  joist  with  2  ir.ch  bc-lis,  spaced  not  to  exceed  5  feet  apart. 

23.  Solid  Floor. — For  bridges  of  classes  .A  and  B  a  solid  floor,  consisting  of 
woo«ien  Mccks,  brick,  stcre,  asphalt,  etc  on  a  concrete  bed  is  recommended 
For  this  case  the  t?o»:>r  shall  consist  of  buckle  plates  or  corrugated  sections  or 
other  satisfactory  reinforcement,  and  a  waterproof  concrete  (bitumen  or  cement) 
bed  not  less  than  3  inches  thick  for  the  roadway  and  2  inches  thick  for  the 
footwalk,  over  the  highest  point  to  be  covered,  not  counting  rivet  or  bolt  heads. 
The  floor  shall  be  laid  with  a  slope  of  at  least  one  inch  in  10  feet. 

24.  Buckle  plates  shall  not  be  less  than  ^  inch  thick  for  the  roadway  and 
i  inch  thick  for  the  footwalk.    The  crown  of  the  plates  shall  not  be  less  than 

2  inches. 

25.  For  solid  floor  the  curb  holding  the  paWng  and  acting  as  a  wheel  guard 
on  each  side  of  the  roadway  shall  be  of  stone  or  steel  projecting  about  6  inches 
ab<:»ve  the  finished  paving  at  the  gutter.  The  curb  shall  be  so  arranged  that  it 
can  t>e  removed  and  replaced  when  worn  or  injured-  There  shall  also  be  a 
metal  ediiing  strip  on  each  side  of  the  footwalk  to  protect  and  hold  the  paving 
in  [»lacc. 

26.  Drainage. — Provision  shall  be  made  for  drainage  clear  of  all  parts  of 

the  ir.etal  work. 

27.  Floor  of  Classes  E:,  E=,  and  E=. — The  floors  of  classes  Ei,  E-.  and  E: 

shall  consist  of  cros--ties  not  less  than  6  inches  by  6  inches  for  stringers  spaced 
6i  feet,  and  larger  f'-r  greater  spacings,  they  shall  be  spaced  with  openings  not 
exceeding  6  inches.  s!:all  l»e  notched  down  i  inch,  and  secured  to  the  supporting 
stringer-  hy  I  inch  In-lt-  spaced  n^.t  over  6  feet  apart.  The  ties  shall  extend 
the  full  width  of  the  bridge  on  deck  bridges,  and  every  other  tie  shall  extend 
the  full  wiilili  in  tl:r«'iigli  bridges  to  carry  the  footwalk.  Ties  shall  be  designed 
for  the  >anK-  allowabk-  unit  stresses  as  wooden  joists. 

There  shall  be  guard  timbers  not  less  than  6  inches  by  6  inches,  or  5  inches 
by  7  inches,  an  each  -ide  of  each  track,  with  their  inner  faces  not  less  than  9 
inches  frr)ni  the  center  of  the  rail.  They  shall  be  notched  I  inch  over  every 
tie,  and  ^hall  be  spliced  over  a  tie  with  a  half-and-half  joint  with  6  inches  lap. 
Each  guard  timl)er  shall  be  fa-^tcncd  to  every  third  tie  and  at  each  splice  with  a 

3  inch  b^lt.  All  beach  or  nuts  on  the  upper  faces  of  ties  or  guards  shall  be 
countersunk  l)clow  the  surface  of  the  wood. 

PART  n.    LOADS. 

28.  Dead  Load. — The  dead  load  will  consist  of  (i)  the  weight  of  the 
metal,  and   (2)   the  weight  of  the  timber  in  the  floor,  or  of  the  material  other 
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than  steel.  In  determining  the  dead  load  the  weight  of  oak  or  other  hard 
woods  shall  be  taken  at  4i  lbs.  per  foot  board  measure,  and  the  weight  of  pine 
or  other  soft  woods  at  3i  lbs.  per  foot;  the  weight  of  concrete  and  asphalt  at 
130  pounds,  of  paving  brick  at  150  pounds,  and  of  granite  at  160  pounds  per 
cubic  foot. 

The  rails,  fastenings,  splices  and  guard  timbers  of  street  railway  tracks  shall 
be  assumed  to  weigh  not  less  than  100  pounds  per  lineal  foot  of  track. 

29.  Live  Load. — The  bridges  of  different  classes  shall  be  designed  to  carry, 
in  addition  to  their  own  weight  and  that  of  the  floor,  a  moving  load,  either 
uniform  or  concentrated,  or  both,  as  specified  below,  placed  so  as  to  give  the 
greatest  stress  in  each  member. 

Class  A.  For  City  Traffic. — For  the  floor  and  its  supports,  on  any  part  of 
the  roadway  or  on  each  of  the  street  car  tracks,  a  concentrated  load  of  24  tons 
on  two  axles  10  feet  centers  and  5  feet  gage  (assumed  to  occupy  12  feet  in 
width  for  a  single  line  or  22  feet  for  a  double  line),  and  upon  the  remaining 
portion  of  the  floor,  including  walks,  a  load  of  100  pounds  per  square  foot. 

Loads  for  the  trusses  as  per  Table  L 

Class  B.  For  Suburban  or  Interurban  Traffic. — For  the  floor  and  its  sup- 
ports, on  any  part  of  the  roadway,  a  concentrated  load  of  12  tons  on  two  axles 
10  feet  centers  and  5  feet  gage  (assumed  to  occupy  a  width  of  12  feet),  or  on 
each  street  car  track  a  concentrated  load  of  24  tons  on  two  axles  10  feet  centers ; 
and  on  the  remaining  portion  of  the  floor,  including  footwalks,  a  load  of  100 
pounds  per  square  foot. 

Loads  for  the  trusses  as  per  Table  L 

Class  C.  For  Highway  and  Light  Interurban  Traffic. — For  the  floor  and 
its  supports,  on  any  part  of  the  roadway,  a  concentrated  load  of  12  tons  on 
two  axles  10  feet  centers  and  5  feet  gage  (assumed  to  occupy  a  width  of  12 
feet),  or  on  each  street  car  track  a  concentrated  load  of  18  tons  on  two  axles 
10  feet  centers;  and  upon  the  remaining  portion  of  the  floor,  including  foot- 
walks,  a  load  of  100  pounds  per  square  foot. 

Loads  for  the  trusses  as  per  Table  L 

Class  Dx.  Heavy  Country  Bridges. — For  the  floor  and  its  supports,  a  load 
of  100  pounds  per  square  foot  of  total  floor  surface  or  a  12-ton  traction  engine 
with  axles  10  feet  centers  and  6  feet  gage,  two-thirds  of  the  load  to  be  carried 
on  the  rear  axles. 

Loads  for  the  trusses  as  per  Table  L  No  bridge,  however,  to  be  designed 
for  a  load  of  less  than  1,000  pounds  per  lineal  foot  of  bridge. 

Class  D2.  Ordinary  Country  Bridges. — For  the  floor  and  its  supports,  a 
load  of  80  pounds  per  square  foot  of  total  floor  surface  or  an  8-ton  traction 
engine  with  axles  8  feet  centers  and  6  feet  gage,  two-thirds  of  the  load  to  be 
carried  on  the  rear  axles. 

Loads  for  the  trusses  as  per  Table  I.  No  bridge,  however,  to  be  designed 
for  a  load  of  less  than  800  pounds  per  lineal  foot  of  bridge. 

Class  El.  For  Heavy  Electric  Railways  Only. — On  each  track  a  series  of 
concentrations  consisting:  of  two  pairs  of  trucks,  the  axles  of  the  pairs  being 
spaced  5  ft.  centers,  while  the  distance  between  centers  of  interior  axles  is  10 
ft.,  the  pairs  of  trucks  being  spaced  15  ft.  centers.    The  axles  are  loaded  with  a 

34 
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load  of  40,000  lbs.,  making  a  total  of  160,000  lbs.  Or  a  uniform  load  of  6,000 
lbs.  per  lineal  foot  fof  all  spans  up  to  50  ft.,  reduced  to  4,500  lbs.  per  lineal 
foot  for  spans  of  200  ft.  and  over,  and  proportionately  for  intermediate  spans. 

Class  Ei.  For  Medium  Electric  Railways  Only. — On  each  track  a  series  of 
concentrations  consisting  of  two  pairs  of  trucks,  the  axles  of  the  pairs  being 
spaced  5  ft.  centers,  while  the  distance  between  centers  of  interior  axles  is  10 
ft.,  the  pairs  of  trucks  being  spaced  15  ft.  centers.  The  axles  arc  loaded  with 
a  load  of  25,000  lbs.,  making  a  total  load  of  100,000  lbs.  Or  a  uniform  load  of 
3,500  lbs.  per  lineal  foot  for  all  spans  up  to  50  ft.,  reduced  to  2,000  lbs.  per  Uneal 
foot  for  spans  of  200  ft.  and  over,  and  proportionately  for  intermediate  spans. 

Class  E%.  For  Light  Electric  Railways  Only. — On  each  track  a  series  of 
concentrations  consisting  of  two  pairs  of  trucks,  the  axles  of  the  pairs  being 
spaced  5  ft.  centers,  while  the  distance  between  centers  of  interior  axles  is  10 
ft.,  the  pairs  of  trucks  being  spaced  15  ft.  centers.  The  axles  are  loaded  with  a 
load  of  20,000  lbs.,  making  a  total  load  of  80,000  lbs.  Or  a  uniform  load  of 
2,500  lbs.  per  lineal  foot  for  all  spans  up  to  50  ft.,  reduced  to  1,500  lbs.  per  lineal 
foot  for  spans  of  200  ft.  and  over,  and  proportionately  for  intermediate  spans. 

TABLE  I. 
Live  Loads  for  the  Trusses. 
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64 
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62 
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61 
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30.  Wind  Loads. — The  top  lateral  bracing  in  deck  bridges  and  the  bottom 
lateral  bracing  in  through  bridges,  shall  he  designed  to  resist  a  lateral  wind  load 
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of  300  pounds  for  each  foot  of  span;  150  pounds  of  this  to  be  treated  as  a 
moving  load. 

The  bottom  lateral  bracing  in  deck  bridges,  and  the  top  lateral  bracing  in 
through  bridges,  shall  be  designed  to  resist  a  lateral  wind  force  of  150  pounds 
for  each  foot  of  span.  Ip  bridges  with  sway  bracing  one-half  of  the  wind  load 
may  be  assumed  to  pass  to  the  lower  chord  through  the  sway  bracing.  For 
spans  exceeding  300  feet,  add  in  each  of  the  above  cases  10  pounds  additional 
for  each  additional  30  feet. 

31.  In  trestle  towers  the  bracing  and  columns  shall  be  designed  to  resist  the 
following  lateral  forces,  in  addition  to  the  stresses  due  to  dead  and  live  loads: 
The  trusses  loaded  or  unloaded  the  lateral  pressures  specified  above;  and  a 
lateral  pressure  of  100  pounds  for  each  vertical  lineal  foot  of  trestle  bent. 

32.  Temperature. — Stresses  due  to  a  variation  in  temperature  of  150  degrees 
shall  be  provided  for  (§81). 

33.  Centrifugal  Force  of  Train. — Structures  located  on  curves  shall  be 
designed  for  the  centrifugal  force  of  the  live  load  acting  at  the  top  of  the  rail. 
The  centrifugal  force  shall  be  calculated  by  the  following  formula: 

C  =  (0.043  —  0.003D)  W.D 
where  C  =  centrifugal  force  in  lbs. 

H''  =  weight  of  train  in  lbs. 
D  =  degree  of  curvature. 

34.  Longitudinal  Forces. — The  stresses  produced  in  the  bracing  of  the 
trestle  towers,  in  any  members  of  the  trusses,  or  in  the  attachments  of  the 
gfirders  or  trusses  to  their  bearings,  by  suddenly  stopping  the  maximum  electric 
car  trains  on  any  part  of  the  work  must  be  provided  for;  the  coefficient  of 
friction  of  the  wheels  on  the  rails  being  assumed  as  0.20. 

35.  All  parts  shall  be  so  designed  that  the  stresses  coming  upon  them  can  be 
accurately  calculated. 

PART  III.    UNIT  STRESSES  AND  PROPORTION  OF  PARTS.* 

36.  Unit  Stresses. — All  parts  of  the  structure  shall  be  proportioned  so  that 
the  sum  of  the  maximum  stresses  shall  not  exceed  the  following  amounts  in 
lbs.  per  sq.  in.,  except  as  modified  by  §  45  and  §  48. 

Impact. — The  dynamic  increment  of  the  live  load  stress  shall  be  added 
to  the  maximum  live  load  stresses  and  shall  be  determined  by  the  formula 

/  =  5-.i5o/(LH-30o) 

where      /  ==  impact  increment  to  be  added  to  the  live  load  stresses ; 
5"  =  computed  live  load  stress; 

/,==  loaded  length  of  bridge  in  feet  producing  the  maximum  stress  in 
the  member. 

*  Sections  36a  to  42a,  inclusive,  may  be  substituted  for  sections  36  to  42, 
inclusive. 
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Impact  shall  not  be  added  to  the  stresses  produced  by  longitudinal,  cen- 
trifugal and  lateral  or  wind  forces. 

y;.  Tension. — Axial   tension   on   net   section 16,000 

38.  Compression. — ^Axial  compression  on  gross  section 16,000  —  70- //r 

where  "/"  is  the  length  of  member  in  inches  and  "r"  is  the  least  radius  of 
gyration  in  inches. 

No  compression  member,  however,  shall  have  a  length  exceeding  100  times 
its  least  radius  of  g>Tation  for  main  members  or  120  times  for  laterals  for 
classes  A,  B,  Q  £1,  £•  and  £« ;  or  125  times  its  least  radius  of  gyration  for  main 
members  or  150  times  for  laterals  for  classes  Di  and  Da. 

39.  Bending. — Bending:  on  extreme  fibers  of  rolled  shapes,  built  sec- 

tions and  girders ;  net  section 16,000 

on  extreme  fibers  of  pins 24,000 

40.  Shearing. — Shearing :  shop  driven  rivets  and  pins 12,000 

field  driven  rivets  and  turned  bolts 10,000 

plate  girder  webs ;  gross  section  10,000 

41.  Bearing. — Bearing :  shop  driven  rivets  and  pins 24,000 

field  driven  rivets  and  turned  bolts 20,000 

granite  masonry  and  Portland  cement  concrete 600 

sandstone  and  limestone 400 

expansion  rollers ;  per  linear  inch 600  d 

where  "  d  "  is  the  diameter  of  the  roller  in  inches. 

42.  Alternate  Stresses. — Members  subject  to  alternate  stresses  of  tension 
and  compression  shall  be  proportioned  for  the  stresses  giving  the  largest  section. 
If  the  alternate  stresses  occur  in  succession  during  the  passage  of  one  train, 
as  in  stiff  counters,  each  stress  shall  be  increased  by  50  per  cent  of  the  smaller. 
The  connections  shall  in  all  cases  be  proportioned  for  the  sum  of  of  the  stresses. 

{Alternate  Allon'able  Stresses. — Sections  36a  to  42a,  inclusive,  may  be  sub- 
stituted for  sections  36  to  42,  inclusive. 

36a.  Tensile  Stresses. — .\11  parts  of  the  structure  shall  be  proportioned  in 
tension  by  the  following  allowed  unit  stresses  in  lbs.  per  sq.  in.: 
Floorbeam  hangers  and  other  similar  members  liable  to  sudden  loading, 

net  section  8,000 

Longitudinal,  lateral  and  sway  bracing,  for  wind  and  live  load  stresses..     18.000 

Solid  rolled  beams,  used  as  cross  floorbeams  and  stringers 13.000 

Bottom  flanges  of  riveted  girders,  net  section 13,000 

Boti(Mn   chords,   main   diagonals,  counters   and   long   verticals,    12,500    (for   live 

loads'^,  25,000  (for  dead  loads). 

I"(^r  ^wing  bridges  and  other  movable  structures,  the  dead  load  unit  stresses, 
during  motion,  must  not  exceed  three-fourths  of  the  above  allowed  unit  stresses 
for  dead  load  on  stationary  structures. 

.^7a.  Compresssive  Stresses. — Compression  members  shall  be  proportioned 

by  the  following  allowed  unit  stresses: 
Chord   Segments 

P=  12,000 — >S-l^f  for  live  load  stresses 
P=:  24.000 — iio/'r  for  dead  load  stresses 
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All  posts  of  through  bridges 

P=  10,000  —  45'1/r  for  live  load  stresses 
P  =  20,000  —  gO'l/r  for  dead  load  stresses 

All  posts  of  deck  bridges  and  trestles 

P=ii,ooo  —  40- l/r  for  live  load  stresses 
P  =  22,000  —  So- l/r  for  dead  load  stresses 

End-posts  are  not  to  be  considered  chord  segments. 
Lateral  struts  and  rigid  bracing 

P  =  13,000  —  60 -l/r  for  wind  stresses; 

for  live  load  stresses  use  two-thirds  of  the  above. 

P  =  the  allowed  stress  in  compression  per  square  inch  of  cross-section,  in 
pounds;  /  =  the  length  of  compression  member,  in  inches,  c.  to  c,  of  connec- 
tions; r  =  the  least  radius  of  gyration  of  the  section,  in  inches. 

No  compression  member,  however,  shall  have  a  length  exceeding  100  times 
its  least  radius  of  gyration  for  main  members  or  120  times  for  laterals  for 
classes  A,  B,  C,  Ei,  Ea  and  Es;  or  125  times  its  least  radius  of  gyration  for  main 
members,  or  150  times  for  laterals  for  classes  Di  and  Da. 

38a.  Bearing  Stresses. — Bearing  on  granite  masonry  and  Portland  cement 
concrete,  600  lbs.  per  sq.  in.;  bearing  on  sandstone  and  limestone,  400  lbs.  per 
sq.  in.;  bearing  on  rollers  =  400  lbs.  per  lineal  inch,  where  d  is  the  diameter  of 
the  roller  in  inches. 

39a.  Bearing  and  Shear  on  Rivets. — The  rivets  in  all  members,  other  than 
those  of  the  floor  and  lateral  systems,  shall  be  so  spaced  that  the  shearing  stress 
per  square  inch  shall  not  exceed  10,000  pounds  per  square  inch,  nor  the  pressure 
on  the  bearing  surface  (diameter  X  thickness  of  the  piece)  of  the  rivet  hole 
exceed  18,000  pounds  per  square  inch. 

The  rivets  in  all  members  of  the  floor  system,  including  all  hanger  connec- 
tions, shall  be  so  spaced  that  the  shearing  stresses  and  the  bearing  pressures 
shall  not  exceed  80  per  cent  of  the  above  limits. 

The  rivets  in  the  lateral  systems  will  be  allowed  40  per  cent  increase  on  the 
above  limits. 

In  the  case  of  field  riveting  and  in  the  case  of  bolts  the  above  allowed 
stresses  will  be  reduced  one-third. 

Rivets  and  bolts  shall  not  be  used  in  direct  tension. 

40a.  Bearing,  Shear,  and  Bending  on  Pins. — Pins  shall  be  proportioned  so 
that  the  shearing  stress  shall  not  exceed  10,000  pounds  per  square  inch;  nor  the 
pressure  on  the  bearing  surface  of  any  member  (other  than  forged  eye-bars, 
§  76)  connected  to  the  pin  be  greater  than  18,000  pounds  per  square  inch ;  nor 
the  bending  stress  exceed  20,000  pounds  per  square  inch,  when  the  applied  forces 
are  considered  as  acting  at  the  centers  of  the  bearing  of  each  member. 

41a.  Calculation  of  Areas. — The  areas  obtained  by  dividing  the  live  load 
stresses  by  the  live  load  unit  stresses  shall  be  added  to  the  areas  obtained  by 
dividing  the  dead  load  stresses  by  the  dead  load  unit  stresses  to  determine  the 
sectional  area  of  the  member. 
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4?a  Alternate  Stresses. — All  inembcrs  and  their  connections  subject  to 
alternate  tensile  and  compressive  stresses  shall  be  proportioned  to  resist  each 
kind  of  stress.  Both  of  the  stresses  shall,  however,  be  considered  as  increased 
by  A  of  the  least  of  the  two  stresses  for  determining  the  sectional  areas  bj 
means  of  the  above  allowable  unit  stresses. ) 

43.  Angles  Fastened  by  Both  Legs. — ^Angles  subject  to  direct  tension  must 
be  connected  by  both  legs,  or  the  section  of  one  leg  only  will  be  considered  as 
eflFcctivc. 

44.  Net  Section. — In  members  subject  to  tensile  stresses  full  allowance  shall 
be  made  for  reduction  of  section  by  rivet-holes,  screw-threads,  etc. 

45.  Long  Span  Bridges.— For  long  span  bridges,  where  the  ratio  of  the 
length  to  width  of  span  is  such  that  it  makes  the  top  chords  acting  as  a  whole, 
a  longer  column  than  the  segments  of  the  chords,  the  chord  shall  be  propor- 
tioned for  the  greater  length. 

46.  Wind  Stresses. — The  stresses  in  truss  members  or  trestle  posts  from 
assumed  wind  forces  need  not  be  considered  except  as  follows : 

1.  When  the  wind  stresses  per  square  inch  in  any  member  exceeds  2$  per 
cent  of  the  stresses  due  to  dead  and  live  loads  in  the  same  member.  The  section 
shall  then  be  increased  until  the  total  unit  stress  shall  not  exceed  by  more  than 
25  per  cent  the  maximum  allowable  stress  for  dead  and  live  loads. 

2.  When  the  wind  stress  alone  or  in  combination  with  a  possible  tempera- 
ture stress  can  neutralize  or  reverse  the  stresses  in  the  member. 

47.  Combined  Stresses. — Members  subjected  to  direct  and  bending  stresses 
shall  l>e  desiKiied  so  that  the  greatest  fiber  stress  shall  not  exceed  the  allowable 
unit  stress  on  the  member. 

48.  Stress  Due  to  Weight  and  Eccentric  Loading. — If  the  fiber  stress  due 
to  weij<ht  and  eccentric  loading?  on  any  member  exceeds  10  per  cent  of  the  allow- 
able unit  stress  on  the  member  such  excess  must  be  considered  in  proportioning 
the  member. 

49.  Counters. — Counters  in  bridp:es  carr>ing  electric  cars  shall  be  designed 
so  that  an  increase  of  the  live  load  will  not  increase  the  stress  in  the  counters 
more  than  25  per  cent. 

50.  Design  of  Plate  Girders. — In  designing  plate  girders  the  flanges  shall 
he  a^Mimcd  to  take  all  the  bending  moment  and  the  web  shall  be  assumed  to 
take  all  the  shear. 

The  distance  between  centers  of  gravity  of  flanges  shall  be  considered  as 

the  effective  dei)th. 

Compression  Flanges. — In  beams  and  plate  girders  the  compression  flanges 

shall  have  the  same  ^rn<s  sectir)n  as  the  tension  flanges. 

51.  Web  Plates.— The  webs  of  plate  girders  must  be  stiffened  at  intervals, 
u(>\  exceeding  the  depth  of  the  girder  or  a  maximum  of  5  feet,  wherever  the 
^hearing   stress   per   square   inch   exceeds   the    stress   allowed  by   the    following 

fr»rinida : 

Allowed  shearing  stress  =  12,500  —  goH, 
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where  //  =  ratio  of  depth  of  web  to  its  thickness;  but  no  web-plates  shall  be 
less  than  tk  of  an  inch  in  thickness. 

52.  Stiffeners. — All  stiffeners  must  be  capable  of  carrying  the  maximum 
vertical  shear  without  exceeding  the  allowed  unit  sfress. 

P=  12,000  — 55- //r 

Each  stiffener  must  connect  to  the  webs  by  enough  rivets  to  transfer  the  maxi- 
mum shear  to  or  from  the  webs. 

53.  Flange  Rivets.— The  flanges  of  plate  girders  shall  be  connected  to  the 
web  with  a  sufficient  number  of  rivets  to  transfer  the  total  shear  at  any  point 
in  a  distance  equal  to  the  effective  depth  of  the  girder  at  that  point  combined 
with  any  load  that  is  applied  directly  on  the  flange.  The  wheel  loads,  where  the 
ties  rest  on  the  flanges,  shall  be  assumed  to  be  distributed  over  three  ties. 

54.  Depth  Ratios. — Trusses  shall  preferably  have  a  depth  of  not  less  than 
one-tenth  of  the  span.  Plate  girders  and  rolled  beams,  used  as  girders,  shall 
preferably  have  a  depth  of  not  less  than  one-twelfth  of  the  span.  If  shallower 
trusses,  girders  or  beams  are  used,  the  section  shall  be  increased  so  that  the 
maximum  deflection  will  not  be  greater  than  if  the  above  limiting  ratios  had 
not  been  exceeded. 

55.  Rolled  Beams. — Rolled  beams  shall  be  designed  by  using  their  moments 
of  inertia. 

PART  IV.    DETAILS  OF  DESIGN. 

General  Requirements. 

56.  Open  Sections. — Structures  shall  be  so  designed  that  all  parts  will  be 
accessible  for  inspection,  cleaning  and  painting. 

57.  Water  Pockets. — Pockets  or  depressions  which  would  hold  water  shall 
have  drain  holes,  or  be  filled  with  waterproof  material. 

58.  Sjrmmctrical  Sections. — Main  members  shall  be  so  designed  that  the 
neutral  axis  will  be  as  nearly  as  practicable  in  the  center  of  section,  and  the 
neutral  axes  of  intersecting  main  members  of  trusses  shall  meet  at  a  common 
point. 

59.  Counters. — Rigid  counters  are  preferred;  and  where  subject  to  reversal 
of  stress  shall  preferably  have  riveted  connections  to  the  chords.  Adjustable 
counters  shall  have  open  turnbuckles. 

60.  Strength  of  Connections. — The  strength  of  connections  shall  be  suffi- 
cient to  develop  the  full  strength  of  the  member,  even  though  the  computed 
stress  is  less,  the  kind  of  stress  to  which  the  member  is  subjected  being  considered. 

61.  Minimum  Thickness. — The  minimum  thickness  of  metal  shall  be  A  in. 
in  classes  A,  B,  C,  Ej,  Ei  and  Es,  except  for  fillers;  and  i  in.  in  classes  Di  and 
D2,  except  for  fillers.  The  minimum  angle  shall  be  2"  X  2"  X  i".  The  minimum 
rod  shall  have  an  area  of  at  least  i  sq.  in.,  in  all  classes  except  Di  and  Da,  which 
shall  have  no  rods  less  than  3  in.  in  diameter. 
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62.  Pitch  of  Rivets^ — ^The  minimum  distance  between  centers  of  rivet  holes 
shall  be  three  diameters  of  the  rivet;  but  the  distance  shall  preferably  be  not 
less  than  3  in.  for  i-in'.  rivets,  2^  in.  for  i-in.  rivets,  and  2  in.  for  i-in.  rivets. 
The  maximum  pitch  in  the  line  of  stress  for  members  composed  of  plates  and 
shapes  shall  be  16  times  the  thickness  of  the  thinnest  outside  plate  or  6  in.  For 
angles  with  two  gage  lines  and  rivets  staggered,  the  maximum  shall  be  twice 
the  above  in  each  line.  Where  two  or  more  plates  are  used  in  contact,  rivets 
not  more  than  12  in.  apart  in  either  direction  shall  be  used  to  hold  the  plates 
well  together.  In  tension  members  composed  of  two  angles  in  contact,  a  pitch 
of  12  in.  will  be  allowed  for  riveting  the  angles  together. 

63.  Edge  Distance. — ^The  minimum  distance  from  the  center  of  any  rivet 
hole  to  a  sheared  edge  shall  be  li  in.  for  2-in.  rivets,  i|  in.  for  i-in.  rivets,  and 
li  in.  for  i-in.  rivets;  and  to  a  rolled  edge  li,  it  and  i  in.,  respectively.  The 
maximum  distance  from  any  edge  shall  be  eight  times  the  thickness  of  the 
plate,  but  shall  not  exceed  6  in. 

64.  Maximum  Diameter. — The  diameter  of  the  rivets  in  any  angle  carrying 
calculated  stress  shall  not  exceed  one-quarter  the  width  of  the  leg  in  which 
they  are  driven.  In  minor  parts  i-in.  rivets  may  be  used  in  3-in.  angles,  i-in. 
rivets  in  2i-in.  angles,  and  i-in.  rivets  in  2-in.  angles. 

65.  Long  Rivets. — Rivets  carrying  calculated  stress  and  whose  grip  exceeds 
four  diameters  shall  be  increased  in  number  at  least  one  per  cent  for  each 
additional  I'a-in.  of  grip. 

66.  Pitch  at  Ends. — The  pitch  of  rivets  at  the  ends  of  built  compression 
members  shall  not  exceed  four  diameters  of  the  rivets,  for  a  length  equal  to 
one  and  one-half  times  the  maximum  width  of  member. 

67.  Compression  Members. — In  compression  members  the  metal  shall  be 
concentrated  as  much  as  possible  in  webs  and  flanges.  The  thickness  of  each 
web  shall  be  not  less  than  one-thirtieth  of  the  distance  between  its  connections 
to  the  flanges.  Cover  plates  shall  have  a  thickness  not  less  than  one-fortieth  of 
the  distance  between  rivet  lines. 

68.  Minimum  Angles. — Flanges  of  girders  and  built  members  without  cover 
plates  shall  have  a  miniimum  thickness  of  one-twelfth  of  the  width  of  the  out- 
standing leg. 

&).  Batten  Plates. — The  open  sides  of  all  compression  members  shall  be 
stayed  by  batten  plates  at  the  ends  and  diagonal  lattice-work  at  intermediate 
points.  The  batten  plates  must  be  placed  as  near  the  ends  as  practicable,  and 
shall  have  a  length  not  less  than  the  greatest  width  of  the  member  or  li  times 
its  least  width. 

70.  Lattice  Bars. — The  size  .ind  spacing  of  the  lattice  bars  shall  be  duly 
proportioned  to  the  size  of  the  member.  They  must  not  be  less  in  width  than 
I*  inches  for  members  6  inches  in  width,  i3  inches  for  members  9  inches  in 
v^'irhh,  2  inches  for  Tnembers  12  inches  in  width,  2\  inches  for  members  15  inches 
in  wirlth.  nor  2*  inches  for  members  18  inches  and  over  in  width.  Single  lattice 
bars  shall  have  a  thickness  not  less  than  one-fortieth,  or  double  lattice  bars  con- 
nected bv  a  rivet  at  the  intersect icMi.  not  less  than  one-sixtieth  of  the  distance 
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between  the  rivets  connecting  them  to  the  members.  They  shall  be  inclined  at 
an  angle  not  less  than  60^  to  the  axis  of  the  member  for  single  latticing,  nor 
less  than  45°  for  double  latticing  with  riveted  intersections. 

71.  Spacing  of  Lattice  Bars. — Lattice  bars  shall  be  so  spaced  that  the  por- 
tion of  the  flange  included  between  their  connection  shall  be  as  strong  as  the 
member  as  a  whole.  The  pitch  of  the  lattice  bars  must  not  exceed  the  width  of 
the  channel  plus  nine  inches. 

72.  Rivets  in  Flanges. — Five-eighths-inch  rivets  shall  be  used  for  latticing 
flanges  less  than  2i  in.  wide;  l-in.  for  flanges  from  2i  to  3J  in.  wide;  S-in. 
rivets  shall  be  used  in  flanges  3i  in.  and  over,  and  lattice  bars  with  two  rivets 
shall  be  used  for  flanges  over  5  in.  wide. 

yZ-  Faced  Joints. — Abutting  joints  in  compression  members,  when  faced  for 
bearing,  shall  be  spliced  on  four  sides  sufficiently  to  hold  the  connecting  members 
accurately  in  place.  All  other  joints  in  riveted  work,  whether  in  tension  or  com- 
pression, shall  be  fully  spliced. 

74.  Pin  Plates. — Where  necessary,  pin-holes  shall  be  reinforced  by  plates, 
some  of  which  must  be  of  the  full  width  of  the  member,  so  the  allowed  pressure 
on  the  pins  shall  not  be  exceeded,  and  so  the  stresses  shall  be  properly  dis- 
tributed over  the  full  cross-section  of  the  members.  These  reinforcing  plates 
must  contain  enough  rivets  to  transfer  their  proportion  of  the  bearing  pressure, 
and  at  least  one  plate  on  each  side  shall  extend  not  less  than  6  inches  beyond 
the  edge  of  the  nearest  batten  plate. 

75.  Riveted  Tension  Members. — ^Riveted  tension  members  shall  have  an 
effective  section  through  the  pin-holes  25  per  cent  in  excess  of  the  net  section 
of  the  member,  and  back  of  the  pin  at  least  75  per  cent  of  the  net  section 
through  the  pin-hole. 

76.  Pins. — Pins  shall  be  long  enough  to  insure  a  full  bearing  of  all  the  parts 
connected  upon  the  turned  body  of  the  pin.  The  diameter  of  the  pin  shall  not 
be  less  than  i  of  the  thickness  of  any  eye-bar  attached  to  it.  They  shall  be 
secured  by  chambered  Lomas  nuts  or  be  provided  with  washers  if  solid  nuts  are 
used.    The  screw  ends  shall  be  long  enough  to  admit  of  burring  the  threads. 

yj.  Filling  Rings. — Members  packed  on  pins  shall  be  held  against  lateral 
movement. 

78.  Bolts.— Where  members  are  connected  by  bolts,  the  turned  body  of 
these  bolts  shall  be  long  enough  to  extend  through  the  metal.  A  washer  at  least 
\  in.  thick  shall  be  used  under  the  nut.  Bolts  shall  not  be  used  in  place  of  rivets 
except  by  special  permission.    Heads  and  nuts  shall  be  hexagonal. 

79.  Indirect  Splices. — Where  splice  plates  are  not  in  direct  contact  with  the 
parts  which  they  connect,  rivets  shall  be  used  on  each  side  of  the  joint  in  excess 
of  the  number  theoretically  required  to  the  extent  of  one-thira  of  the  number 
for  each  intervening  plate. 

80.  Fillers.— Rivets  carrying  stress  and  passing  through  fillers  shall  be 
increased  50  per  cent  in  number;  and  the  excess  rivets,  when  possible,  shall  be 
outside  of  the  connected  member. 
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8i.  Expansion. — Provision  for  expansion  to  the  extent  of  i  in.  for  each  lo 
ft.  shall  be  made  for  all  bridge  structures.  Efficient  means  shall  be  provided  to 
prevent  excessive  motion  at  any  one  point  (§32). 

82.  Expansion  Bearings. — Spans  of  80  ft.  and  over  resting  on  masonry  shall 
have  turned  rollers  or  rockers  at  one  end;  and  those  of  less  length  shall  be 
arranged  to  slide  on  smooth  surfaces. 

83.  Fixed  Bearings. — Movable  bearings  shall  be  designed  to  permit  motion 
in  one  direction  only.  Fixed  bearings  shall  be  firmly  anchored  to  the  masonry 
(§87). 

84.  Rollers. — Expansion  rollers  shall  be  not  less  than  3  in.  in  diameter  for 
spans  of  100  feet  and  less,  and  shall  be  increased  i  inch  for  each  100  feet 
additional.  They  shall  be  coupled  together  with  substantial  side  bars,  which 
shall  be  so  arranged  that  the  rollers  can  be  readily  cleaned. 

85.  Bolsters. — Bolsters  or  shoes  shall  be  so  constructed  that  the  load  will  be 
distributed  over  the  entire  bearing. 

86.  Pedestals  and  Bed-Plates.— Pedestals  shall  be  made  of  riveted  plates 
and  angles.  All  bearing  surfaces  of  the  base  plates  and  vertical  webs  must  be 
planed.  The  vertical  webs  must  be  secured  to  the  base  by  angles  having  two 
rows  of  rivets  in  the  vertical  legs.  No  base  plate  or  web  connecting  angle  shall 
be  less  in  thickness  than  i  inch.  The  vertical  webs  shall  be  of  sufficient  height 
and  must  contain  material  and  rivets  enough  to  practically  distribute  the  loads 
over  the  bearings  or  rollers. 

Where  the  size  of  the  pedestal  permits,  the  vertical  webs  must  be  rigidly 
connected  transversely. 

87.  All  the  bed-plates  and  bearings  under  fixed  and  movable  ends  must  be 
fox-bolted  to  the  masonry;  for  trusses,  these  bolts  must  not  be  less  than  li 
inches  diameter;  for  plate  and  other  girders,  not  less  than  i  inch  diameter. 

88.  Wall  Plates. — Wall  plates  may  be  cast  or  built  up;  and  shall  be  so 
designed  as  to  distribute  the  load  uniformly  over  the  entire  bearing.  They  shall 
be  secured  against  displacement. 

89.  Anchorage. — Anchor  bolts  for  viaduct  towers  and  similar  structures 
shall  be  long  enough  to  engage  a  mass  of  masonry  the  weight  of  which  is  at 
least  one  and  one-half  times  the  uplift  (§  11). 

90.  Inclined  Bearings. — Bridges  on  an  inclined  grade  without  pin  shoes  shall 
have  the  sole  plates  beveled  so  that  the  masonry  and  expansion  surfaces  may 
be  level. 

91.  Camber. — Truss  spans  shall  be  given  a  camber  by  making  the  panel 
Icngtli  of  the  top  chords,  or  their  horizontal  projections,  longer  than  the  corre- 
sponding panels  of  the  bottom  chord  in  the  proportion  of  t^  in.  in  10  ft. 

92.  Eye-bars. — The  eye-bars  composing  a  member  shall  be  so  arranged  that 
adjacent  bars  shall  not  have  their  surfaces  in  contact;  they  shall  be  as  nearly 
parallel  to  the  axis  of  the  truss  as  possible,  the  maximum  inclination  of  any  bar 
being  limited  to  one  inch  in  16  ft. 
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PART  V.    MATERIALS  AND  WORKMANSHIP. 

Material. 

93.  Process   of    Manufacture.— Steel    shall   be   made   by   the   open-hearth 
process. 

94.  Schedule  of  Requirements. — The  chemical  and  physical  properties  shall 
conform  to  the  following  limits : 


Elbmbnts  Considerbd. 

Structurai.  Stbbl. 

Rivet  Stebl. 

Steel  Castings. 

Phosphorus,  max <  A*^d^ 

Sulphur,  maximum 

0.04  per  cent 
0.06    **      " 
0.05    «*      " 

0.04  per  cent. 
0.04    **      " 
0.04    **      " 

0.05  per  cent. 
0.08    "     ** 
0.05    ««     « 

Ultimate  tensile  strength 
Pounds,  per  square  inch 

Desired 

60,000 

1,500,000  • 

Desired 

50,000 

1,500,000 

Not  less  than 
65,000 

Elong.,  min.  %  in  8'^  Fig.  i...  | 

<<              <«             ((   <2,^f        i<     2 

Character  of  Fracture 

Ult.  tensile  str*gth. 

22 

Silky 

180°  flat  t 

Ult.  tensile  str*gth. 

Silky 
180°  flat  X 

15  per  cent, 
r  Silky  or  fine 
(      granular 

900./-- 3/. 

Cold  Bends  without  Fracture 

The  yield  point,  as  indicated  by  the  drop  of  beam,  shall  be  recorded  in  the 
test  reports. 

95.  Allowable  Variations. — If  the  ultimate  strength  varies  more  than  4,000 
lbs.  from  that  desired,  a  retest  shall  be  made  on  the  same  gage,  which,  to  be 
acceptable,  shall  be  within  5,000  lbs.  of  the  desired  ultimate. 

96.  Chemical  Analyses. — Chemical  determinations  of  the  percentages  of 
carbon,  phosphorus,  sulphur  and  manganese  shall  be  made  by  the  manufacturer 
from  a  test  ingot  taken  at  the  time  of  the  pouring  of  each  melt  of  steel,  and  a 
correct  copy  of  such  analysis  shall  be  furnished  to  the  engineer  or  his  inspector. 
Check  analyses  shall  be  made  from  finished  material,  if  called  for  by  the  pur- 
chaser, in  which  case  an  excess  of  25  per  cent  above  the  required  limits  will  be 
allowed. 

97.  Form  of  Specimens.  Plates,  Shapes  and  Bars. — Specimens  for  tensile 
and  bending  tests  for  plates,  shapes  and  bars  shall  be  made  by  cutting  coupons 
from  the  finished  product,  which  shall  have  both  faces  rolled  and  both  edges 
milled  to  the  form  shown  by  Fig.  i ;  or  with  both  edges  parallel ;  or  they  may 
be  turned  to  a  diameter  of  i  in.  for  a  length  of  at  least  9  in.,  with  enlarged  ends. 

98.  Rivets. — Rivet  rods  shall  be  tested  as  rolled. 

99.  Pins  and  Rollers. — Specimens  shall  be  cut  from  the  finished  rolled  or 
forged  bar,  in  such  manner  that  the  center  of  the  specimen  shall  be  one  inch 
from  the  surface  of  the  bar.    The  specimen  for  tensile  test  shall  be  turned  to 

*  See  paragraph  103. 

t  See  paragraphs  104,  105,  and  106. 

tSee  paragraph  107. 
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the  form  shown  by  Fig.  2.    The  specimen  for  bending  test  shall  be  one  inch 
by  one-half  inch  in  section. 

100.  Steel  Castings. — The  number  of  tests  will  depend  on  the  character  and 
importance  of  the  castings.  Specimens  shall  be  cut  cold  from  coupons  molded 
and  cast  on  some  portion  of  one  or  more  castings  from  each  melt  or  from  the 


^*«»«j''tP»f»lW  Section    ^ 
rt"^  I      Noi  IcM  than  o*    •! 


Fig.  I 


Fig.  2. 


sink  heads,  if  the  heads  are  of  sufficient  size.  The  coupon  or  sink  head,  so  used, 
shall  be  annealed  with  the  casting  before  it  is  cut  off.  Test  specimens  to  be  of 
the  form  prescribed  for  pins  and  rollers. 

loi.  Annealed  Specimens. — Material  which  is  to  be  used  without  annealing 
or  further  treatment  shall  be  tested  in  the  condition  in  which  it  comes  from  the 
rolls.  When  material  is  to  be  annealed,  or  otherwise  treated  before  use,  the 
specimens  for  tensile  tests  representing  such  material  shall  be  cut  from  properly 
annealed  or  similarly  treated  short  lengths  of  the  full  section  of  the  bar. 

102.  Number  of  Tests. — At  least  one  tensile  and  one  bending  test  shall  be 
made  from  each  melt  of  steel  as  rolled.  In  case  steel  differing  i  in.  and  more 
in  thickness  is  rolled  from  one  melt,  a  test  shall  be  made  from  the  thickest  and 
thinnest  material  rolled. 

103.  Modifications  in  Elongation. — For  material  less  than  ^  in.  and  more 
than  3  in.  in  thickness  the  following  modifications  will  be  allowed  in  the  require- 
ments for  elongation : 

((j)  For  each  ^(\  in.  in  thickness  below  A  in.,  a  deduction  of  2^  will  be 
allowed  from  the  specified  percentage. 

(70  For  each  I  in.  in  thickness  above  f  in.,  a  deduction  of  i  will  be  allowed 
from  the  specified  percentage. 

104.  Bending  Tests. — Bending  tests  may  be  made  by  pressure  or  by  blows. 
Plates,   shapes  and  bars  less  than  one  inch  thick  shall  bend   as  called   for  in 

paragraph  0-4. 

105.  Thick  Material.— Full-sized  material  for  eye-bars  and  other  steel  one 
inch  thick  and  over,  tested  as  rolled,  shall  bend  cold  180  degrees  around  a  pin. 
the  diameter  of  which  is  equal  to  twice  the  thickness  of  the  bar,  witliout  fracture 
on  tlic  outside  of  bend. 
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io6.  Bending  Angles. — ^Angles  I  in.  and  less  in  thickness  shall  open  flat, 
and  angles  I  in.  and  less  in  thickness  shall  bend  shut,  cold,  under  blows  of  a 
hammer,  without  sign  of  fracture.  This  test  will  be  made  only  when  required 
by  the  inspector. 

107.  Nicked  Bends. — Rivet  steel,  when  nicked  and  bent  around  a  bar  of  the 
same  diameter  as  the  rivet  rod,  shall  give  a  gradual  break  and  a  fine,  silky 
uniform  fracture. 

108.  Finish. — Finished  material  shall  be  free  from  injurious  seams,  flaws, 
cracks,  defective  edges  or  other  defects,  and  have  a  smooth,  uniform  and  work- 
manlike finish.    Plates  36  in.  in  width  and  under  shall  have  rolled  edges. 

109.  Stamping. — Every  finished  piece  of  steel  shall  have  the  melt  number 
and  the  name  of  the  manufacturer  stamped  or  rolled  upon  it.  Steel  for  pins 
and  rollers  shall  be  stamped  on  the  end.  Rivet  and  lattice  steel  and  other  small 
parts  may  be  bundled  with  the  above  marks  on  an  attached  metal  tag. 

1X0.  Defective  Material. — Material  which,  subsequent  to  the  above  tests  at 
the  mills,  and  its  acceptance  there,  develops  weak  spots,  brit'tleness,  cracks  or 
other  imperfections,  or  is  found  to  have  injurious  defects,  will  be  rejected  at  the 
shop  and  shall  be  replaced  by  the  manufacturer  at  his  own  cost. 

111.  Allowable  Variation  in  Weight. — A  variation  in  cross-section  or 
weight  of  each  piece  of  steel  of  more  than  2i  per  cent  from  that  specified  will 
be  sufficient  cause  for  rejection,  except  in  case  of  sheared  plates,  which  will  be 
covered  by  the  following  permissible  variations,  which  are  to  apply  to  single 
plates : 

112.  When  Ordered  to  Weight. — Plates  I2i  lbs.  per  sq.  ft.  or  heavier: 

(a)  Up  to  100  in.  wide  2i  per  cent  above  or  below  the  prescribed  weight. 

(b)  One  hundred  inches  wide  and  over,  5  per  cent  above  or  below. 

113.  Plates  under  I2i  lbs.  per  sq.  ft.: 

(a)  Up  to  75  in.  wide,  2i  per  cent  above  or  below. 

(b)  Seventy- five  inches  and  up  to  100  in.  wide,  5  per  cent  above  or  3  per 
cent  below. 

(c)  One  hundred  inches  wide  and  over,  10  per  cent  above  or  3  per  cent 
below. 

114.  Plates  will  be  accepted  if  they  measure  not  more  than  0.01  in.  below 
the  ordered  thickness. 
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115.  When  Ordered  to  Gage. — An  excess  over  the  nominal  weight,  corre- 
sp<in fling  to  the  dimensions  on  the  order,  will  be  allowed  for  each  plate,  if  not 
more  than  that  shimn  in  Tabic  i,  one  cu.  in.  of  rolled  steel  being  assumed 
to  wci'Kh  0.2K33  lb.: 

116.  Cast  Iron. — Except  where  chilled  iron  is  specified,  castings  shall  be 
made  of  touf^h  gray  iron,  with  sulphur  not  over  o.io  per  cent.  They  shall  be 
true  tr>  pattern,  out  of  wind  and  free  from  flaws  and  excessive  shrinkage.  If 
tests  arc  demanded,  they  shall  be  made  on  the  '*  Arbitration  Bar  '*  of  the 
American  Society  for  Testin^^  Materials,  which  is  a  round  bar  i^  in.  diameter 
and  15  in.  long.  The  transverse  test  shall  be  made  on  a  supported  length  of 
ij  in.  with  load  at  middle.  The  minimum  breaking  load  so  applied  shall  be 
2,r>x)  lbs.,  with  a  deflection  of  at  least  ^  in.  before  rupture. 

117.  Wrought  Iron  Bars.— Wrought  iron  shall  be  double-rolled,  tough, 
fibrous  and  uniform  in  character.  It  shall  be  thoroughly  welded  in  rolling  and 
be  free  fnmi  surface  defects.  When  tested  in  specimens  of  the  form  of  Fig. 
I,  or  in  full-sized  pieces  of  the  same  length,  it  shall  show  an  ultimate  strength 
of  at  least  50,000  lbs.  per  sq.  in.,  an  elongation  of  at  least  18  per  cent  in  8  in., 
with  fracture  wholly  fibrous.  Specimens  shall  bend  cold,  with  the  fiber,  through 
135  deRrees,  without  sign  of  fracture,  around  a  pin  the  diameter  of  which  is 
not  over  twice  tlie  thickness  of  the  piece  tested.  When  nicked  and  bent,  the 
fracture  shall  show  at  least  (jo  per  cent  fibrous. 

1 18.  Timber. — The  timber  shall  be  strictly  first-class  spruce,  white  pine, 
Douglas  fir.  SuutluTn  yellow  pine,  or  white  oak  bridge  timber;  sawed  true  and 
i)Ut  of  wind,  full  si/e,  free  from  wind  shakes,  large  or  loose  knots,  decayed  or 
sapw(M>d,  worinholes  or  other  defects  impairing  its  strength  or  durability. 

Workmanship. 

in).  General. — All  parts  forming  a  structure  shall  be  built  in  accordance 
with  ;ipi)roved  drawin^js.  The  workmanship  and  finish  shall  be  equal  to  the 
lust  practice  in  modern  bridge  works. 

ijo.  Straightening  Material. — Material  shall  be  thoroughly  straightened  in 
the  >h«ip.  by  methods  that  will  not  injure  it,  before  being  laid  off  or  worked  in 
any  way. 

iJi.  Finish.— Shearin^r  shall  be  neatly  and  accurately  done  and  all  portions 
of  the  \v«>rk  expo.sed  to  view  neatly  finished. 

ijj.  Size  of  Rivets. — The  si/e  of  rivets,  called  for  on  the  plans,  shall  be 
niuKT>toiul  to  mean  the  actual  si/e  of  the  cold  rivet  before  heating. 

I_\^  Rivet  Holes. — \\  hen  ^^eneral  reaming  is  not  required  the  diameter  of 
the  punch  sliall  ni»t  he  more  than  iV.  in.  greater  than  the  diameter  of  the  rivet; 
nur  the  di.inicur  oi  the  die  more  than  i  in.  iireater  than  the  diameter  of  the 
l«\inch.  Material  more  than  3  in.  thick  shall  be  sub-punched  and  reamed  or 
ilrillcd  iri-'Mi  tlie  <o\n\. 

IJ4.  Punching. — All  punching  shall  be  accurately  done.  Drifting  to  enlarge 
;inf;:ir  lulcs  will  not  be  allowed.  If  the  holes  must  he  enlarged  to  admit  the 
ri\ci.  Tl'cy  ^Vall  be  reamed.     PiH^r  niaicl:ing  of  holes  will  be  cause  for  rejection. 
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125.  Sub-punching  and  Reaming. — Where  reaming  is  required,  the  punch 
used  shall  have  a  diameter  not  less  than  ^  in.  smaller  than  the  nominal  diameter 
of  the  rivet.  Holes  shall  then  be  reamed  to  a  diameter  not  more  than  ^  in. 
larger  than  the  nominal  diameter  of  the  rivet.  All  reaming  small  be  done  with 
twist  drills,     (§  140.) 

126.  Reaming  After  Assembling. — When  general  reaming  is  required  it 
shall  be  done  after  the  pieces  forming  one  built  member  are  assembled  and 
firmly  bolted  together.  If  necessary  to  take  the  pieces  apart  for  shipping  and 
handling,  the  respective  pieces  reamed  together  shall  be  so  marked  that  they 
may  be  reassembled  in  the  same  position  in  the  final  setting  up.  No  interchange 
of  reamed  parts  will  be  allowed. 

127.  Edge  Planing. — Sheared  edges  or  ends  shall,  when  required,  be  planed 
at  least  i  in. 

128.  Burrs. — The  outside  burrs  on  reamed  holes  shall  be  removed. 

129.  Assembling. — Riveted  members  shall  have  all  parts  well  pinned  up  and 
firmly  drawn  together  with  bolts,  before  riveting  is  commenced.  Contact  sur- 
faces to  be  painted. 

130.  Lattice  Bars. — Lattice  bars  shall  have  neatly  rounded  ends,  unless 
otherwise  called  for. 

131.  Web  Stiffeners. — Stiffeners  shall  fit  neatly  between  flanges  of  girders. 
Where  tight  fits  are  called  for,  the  ends  of  the  stiffeners  shall  be  faced  and  shall 
be  brought  to  a  true  contact  bearing  with  the  flange  angles. 

132.  Splice  Plates  and  Fillers. — ^Web  splice  plates  and  fillers  under  stiffeners 
shall  be  cut  to  fit  within  &  in.  of  flange  angles. 

133.  Web  Plates. — Web  plates  of  girders,  which  have  no  cover  plates,  shall 
be  flush  with  the  backs  of  angles  or  project  above  the  same  not  more  than  h  in., 
unless  otherwise  called  for.  When  web  plates  are  spliced,  not  more  than  i  in. 
clearance  between  ends  of  plates  will  be  allowed. 

134.  Connection  Angles. — Connection  angles  for  floorbeams  and  stringers 
shall  be  flush  with  each  other  and  correct  as  to  position  and  length  of  girder. 
In  case  milling  (of  all  such  angles)  is  needed  or  is  required  after  riveting,  the 
removal  of  more  than  t'b  in.  from  their  thickness  will  be  cause  for  rejection. 

135.  Rivets. — Rivets  shall  be  driven  by  pressure  tools  wherever  possible. 
Pneumatic  hammers  shall  be  used  in  preference  to  hand  driving. 

136.  Riveting.*^ — Rivets  shall  look  neat  and  finished,  with  heads  of  approved 
shape,  full  and  of  equal  size.  They  shall  be  central  on  shank  and  grip  the 
assembled  pieces  firmly.  Recupping  and  calking  will  not  be  allowed.  Loose, 
burned  or  otherwise  defective  rivets  shall  be  cut  out  and  replaced.  In  cutting 
out  rivets,  great  care  shall  be  taken  not  to  injure  the  adjacent  metal.  If  neces- 
sary, they  shall  be  drilled  out. 

137.  Turned  Bolts. — Wherever  bolts  are  used  in  place  of  rivets  which  trans- 
mit shear,  the  holes  shall  be  reamed  parallel  and  the  bolts  turned  to  a  driving 
fit.    A  washer  not  less  than  i  in.  thick  shall  be  used  under  nut. 
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138.  Hemben  to  be  Stnigbt — The  several  pieces  forming  one  built  mem- 
ber shall  be  straight  and  fit  closely  together,  and  finished  members  shall  be  free 
from  twists,  betids  or  open  joints. 

139.  Finish  of  Joints.— Abutting  joints  shall  be  cut  or  dressed  true  and 
straight  and  fitted  dose  together,  especially  where  open  to  view.  In  compression 
joints,  depending  on  contact  bearing,  the  surfaces  shall  be  truly  faced,  so  as  10 
have  even  bearings  after  they  are  riveted  up  complete  and  when  perfectly  aligned. 

140.  Field  Connections. — Holes  for  floorbeam  and  stringer  connections  shall 
be  sub-punched  and  reamed  according  to  paragraph  135,  to  a  steel  templet  one 
inch  thick.  (H  required,  all  other  field  connections,  except  those  for  laterals 
and  sway  bracing,  shall  be  assembled  in  the  shop  and  the  unfair  holes  reamed; 
and  when  so  reamed,  the  pieces  shall  be  match-marked  before  tieing  taken  apart.) 

141.  E^e-Bara. — Eye-bars  shall  be  straight  and  true  to  size,  and  shall  be  free 
from  twists,  folds  in  the  neck  or  head,  or  any  other  defect.  Heads  shall  be 
made  by  upsetting,  rolling  or  forging.  Welding  will  not  be  allowed.  The  form 
of  heads  will  be  deterniined  by  the  dies  in  use  at  the  works  where  the  eye-bars 
are  made,  if  satisfactory  to  the  engineer,  but  the  manufacturer  shall  guarantee 
the  bars  to  break  in  the  body  when  tested  to  rupture.  The  thickness  of  head 
and  neck  shall  not  vary  more  than  A  in.  from  that  specified. 

14J.  Boring  Eye-Bars. — Before  boring,  each  eye-bar  shall  he  properly 
annealed  nnd  carcfnlly  slr.iighlcncd.  Pin-holes  shall  be  in  the  center  line  of 
bars  and  in  the  ci'nter  of  heads.  B.irs  of  the  same  length  shall  be  bored  so 
accuriitely  tlinl,  when  placed  together,  pins  ^  in.  smaller  in  diameter  than  the 
pin-lnjlcs  can  be  passed  through  the  holes  at  both  ends  of  the  bars  at  the  same 
time  without  forcing. 

14J.  Pin-Holes. — Ptn-holes  shall  be  bored  true  to  gages,  smooth  and 
strai)jht;  at  right  angles  to  the  axis  of  the  member  and  parallel  to  each  other, 
unless  otherwise  called  for.  The  iHiring  shall  be  done  after  the  member  is 
riveted  up. 

144.  Variation  in  Pin-Holes.— The  distance  center  to  center  of  pin-holes 
shall  be  correct  within  n'-  in.,  and  the  diameter  of  the  holes  not  more  than  ^V 
in.  hitKiT  than  that  of  the  pin,  for  pins  up  to  S-in.  diameter,  and  ^  in.  for 
larscr  pins. 

145.  Pins  and  Rollers. — Pins  and  rollers  shall  be  accurately  turned  to  gages 
and  shall  he  str-iight  and  smooth  and  entirely  free  from  flaws. 

146.  Screw  Threads. — Screw  threads  shall  make  tight  fits  in  the  nuts  and 
shiJI  he  U.  S.  standard,  cxei'pt  above  the  diameter  of  li  in.,  when  they  shall  be 
made  with  si.\  ihre.-ids  per  hich. 

14/.  Annealing.— Steel,  except  in  minor  details,  which  has  been  partially 
heated,  shall  be  properly  annealed. 

148.  Steel  Castings. — .Ml  steel  castinRS  shall  be  annealed. 

T49.  Welds.— Welds  in  steel  will  not  be  allowed. 

150.  Bed  Plates.— Expansion  bed  plates  shall  be  planed  true  and  smooth. 
Casl  wail  plates  shall  be  planed  top  and  bottom.  The  cut  of  the  planing  tool 
siiall  cfirrcppoud  with  the  direction  of  expansion. 
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151.  Pilot  Nuts. — Pilot  and  driving  nuts  ahall  be  furnished  for  each  size  of 
pin,  in  such  numbers  as  may  be  ordered. 

152.  Field  RivetB. — Field  rivels  shall  ^e  furnished  to  the  amount  of  15  per 
cent  plus  icn  rivets  in  excess  of  ihe  nominal  number  required  for  each  size. 

153.  Shipping  Details.— Pins.  nuts,  bolts,  rivets  and  other  small  details  shall 
be  boxed  or  eraled. 

154.  Weight. — The  weight  of  every  piece  and  box  shall  be  marked  on  it  in 
plain  figures. 

155.  Finished  Weight.— Payment  for  pound  price  contracts  shall  be  by  scale 
weighL  No  allowance  over  2  per  cent  of  the  total  weight  of  the  siruclure  as 
computed  from  tlie  plans  will  be  allowed  for  excess  weight, 

SHOP  PAINTING. 

156.  Cleaning. — Steel  work,  before  leaving  the  shop,  shall  be  thoroughly 
cleaned  and  given  one  good  coaling  of  pure  linseed  oil,  or  such  painl  as  may  be 
called  for,  well  worked  into  all  joints  and  open  spaces. 

157.  Contact  Surfaces.— In  riveted  work,  the  surfaces  coming  in  contact 
ihall  each  be  painted  before  being  riveted  together. 

158.  Inaccessible  Surfaces.— Pieces  and  parts  which  are  not  accessible  for 
painting  after  erection,  including  tops  of  stringers,  eye-bar  heads,  ends  of  posts 
and  chords,  etc.,  shall  have  a  good  coat  of  paint  before  leaving  the  shop. 

159.  Condition  of  Surfaces. — Painting  shall  be  done  only  when  the  surface 
of  Ihe  metal  is  perfectly  drj-.  It  shall  not  be  done  in  wet  or  freezing  weather, 
unless  protected  under  cover. 

160.  Hschine-finished  Surfaces.— Machine- finished  surfaces  shall  be  coated 
with   white  lead  and  tallow  before  shipment  or  before  being  put  out  into  the 

INSPECTION  AND  TESTING  AT  THE  SHOP  AND  MILL. 

161.  Facilities  for  Shop  Inspection.- The  manufacturer  shall  furnish  alt 
I  facilities  for  inspecting  and  testing  the  weighl  and  qualiiy  of  workmanship  at  the 
I  ahop  where  material  is  manufactured.  He  shall  furnish  a  suitable  testing  ma- 
^  chine  for  testing   full-sized  members,  if  required, 

^  Starting  Work  in  Shop. — The  purchaser  shall  be  notified  well  in 
y  advance  of  the  start  of  the  work  in  the  shop,  in  order  that  he  may  have  an 
I  inspector  on  hand  to  inspect  material  and  workmanship. 

163.  Copies  of  Mill  Orders. — The  purchaser  shall  be  furnished  complete 
copies  of  mill  orders,  and  no  material  shall  be  rolled,  nor  work  done,  before  the 
purchaser  has  beer  notified  where  the  orders  have  been  placed,  so  thai  he  may 
arrange  for  the  inspection. 

164.  Facilities  for  Mill  Inspection The  manufacturer  shall   furnish  all 

facilities  for  inspecting  and  testing  the  weight  and  quality  of  all  material  at  the 
mill  where  it  is  manufactured.  He  shall  furnish  a  suitable  testing  machine  for 
testing  Ihe  specimens,  as  well  as  prepare  the  pieces  for  the  machine,  free  of  east/^ 

35 
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165.  AcceM  to  Mills. — ^When  an  inspector  is  furnished  by  the  purchaser  to 
inspect  material  at  the  mills,  he  shall  have  full  access,  at  all  times,  to  all  parts 
of  mills  where  material  to  be  inspected  by  him  is  being  manufactured. 

166.  Access  to  Shop. — When  an  inspector  is  furnished  by  the  purchaser,  he 
shall  have  full  access,  at  all  times,  to  all  parts  of  the  shop  where  material  under 
his  inspection  is  being  manufactured. 

167.  Accepting  Material  or  Work. — The  inspector  shall  stamp  each  piece 
accepted  with  a  private  mark.  Any  piece  not  so  marked  may  be  rejected  at 
any  time,  and  at  any  stage  of  the  work.  If  the  inspector,  through  an  oversight 
or  otherwise,  has  accepted  material  or  work  which  is  defective  or  contrary  to 
the  specifications,  this  material,  no  matter  in  what  stage  of  completion,  may  be 
rejected  by  the  purchaser. 

168.  Shop  Plans. — The  purchaser  shall  be  furnished  complete  shop  plans 
(§13). 

169.  Shipping  Invoices. — Complete  copies  of  shipping  invoices  shall  be  fur- 
nished to  the  purchaser  with  each  shipment. 

FULL-SIZED  TESTS. 

170.  Test  to  Prove  Workmanship. — Full-sized  tests  on  eye-bars  and  similar 
members,  to  prove  the  workmanship,  shall  be  made  at  the  manufacturer's 
expense,  and  shall  be  paid  for  by  the  purchaser  at  contract  price,  if  the  tests  are 
satisfactory.  If  the  tests  are  not  satisfactory,  the  members  represented  by  them 
will  be  rejected. 

171.  Eye-bar  Tests. — In  eye-bar  tests,  the  fracture  shall  be  silky,  the  elonga- 
tion in  10  ft.,  including  the  fracture,  shall  be  not  less  than  15  per  cent ;  and  the 
ultimate  strength  and  true  clastic  limit  shall  be  recorded.     (§  141.) 

ERECTION. 

172.  If  the  contractor  erects  the  bridge  he  shall,  unless  otherwise  specified, 
furnish  all  staging  and  falsework,  erect  and  adjust  all  metal  work,  and  shall 
frame  and  put  in  place  all  floor  timbers,  guard  timbers,  trestle  timbers,  etc..  com- 
plete ready  for  traffic. 

173.  The  contractor  shall  put  in  place  all  stone  bolts  and  anchors  for  attach- 
ing the  steel  work  to  the  masonry.  He  shall  drill  all  the  necessary  holes  in  the 
masonry,  and  set  all  holts  with  neat  Portland  cement. 

174.  The  erection  will  also  include  all  necessary  hauling  from  the  railroad 
station,  the  unloading  of  the  materials  and  their  proper  care  until  the  erection  is 
completed. 

175.  Whenever  new  structures  are  to  replace  existing  ones,  the  latter  are  to 
be  carefully  taken  down  and  removed  by  the  contractor  to  some  place  where 
the  material  can  be  hauled  away. 

176.  The  contractor  shall  so  conduct  his  work  as  not  to  interfere  with  traffic, 
interfere  with  the  work  of  other  contractors,  or  close  any  thoroughfare  on  land 
or  water. 
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177.  The  contractor  shall  assume  all  risks  of  accidents  and  damages  to  per- 
sons and  properties  prior  to  the  acceptance  of  the  work. 

178.  The  contractor  must  remove  all  falsework,  piling  and  other  obstructions 
or  unsightly  material  produced  by  his  operations. 

PAINTING  AFTER  ERECTION. 

179.  After  the  bridge  is  erected  the  metal  work  shall  be  thoroughly  cleaned 
of  mud,  grease  or  other  material,  then  thoroughly  and  evenly  painted  with  two 
coats  of  paint  of  the  kind  specified  by  the  engineer,  mixed  with  linseed  oil.  All 
recesses  which  may  retain  water,  or  through  which  water  can  enter,  must  be 
filled  with  thick  paint  or  some  waterproof  cement  before  the  final  painting. 
The  diflFerent  coats  of  paint  must  be  of  distinctly  diflFerent  shades  or  colors, 
and  one  coat  must  be  allowed  to  dry  thoroughly  before  the  second  coat  is 
applied.    No  painting  shall  be  done  in  wet  or  freezing  weather. 
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Flange  Splices   229 

Flexure  and  Direct  Stress  in  Con- 
crete    362 

Flexure    in    Reinforced    Concrete 
Beams    353 


540 


INDEX 


Floors,  Bridge  271 

"Buckeye'^  Steel   277 

Buckle  Plate 273 

Corrugated  Steel    275 

"  Multiplex "  Steel  277 

Plank    271 
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Lacing  Bars  249,  252,  500 

Lateral  Bracing,  Weight  of 22,  26 

Connections  285 

Pins 267,  268 

Systems    502 

Stresses  in  109 

Weight  of  26 

Launhardt  Formula  234 

Leg  Bridges 5,  197 

Length  of  Low  Truss  Spans 210 

Lettings,  Bridge   430 

Live  Loads,  Concentrated  41 

Electric  Railway  Bridges,  for..    40 

Equivalent  Uniform  42,  93 

Highway  Bridges,  for  .......37,  39 

Railway  Bridges,  for 41 

Loads  for  Bridges   15,  36 

Highway  Bridges 37,  39,  42,  79 

Maximum  Stress 80 

Railway  Bridges   37 

Loads,  Partial  Uniform  71 

Snow  45 

Wind   109 

Lomas  Nuts   265 

Longitudinal  X  Braces  392 

Loop-bars  244 

Low  Truss  Bridges  198 

Depth  of   211 

Pin-connected   208 

Riveted    199 

Spans,  Length  of   210 

Lumber,   Estimate  of    409 

Weight  of  447 

Luten  Arch  Bridge   373 
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Main  Ties  470 

Masonry  Abutments,  Cost  of 421 

Arches,  Stresses  in   333 

Specifications   309,  314 

Terms,  Definitions  of  310 

Weight  of 293 

Maximum  Floorbeam  Reaction ...  loi 

Moment  in  Beam  or  Truss 96 

Shear  in  Beam  9^ 

Shear  in  Truss 99 

Stresses  in  Bridge  with  Inclined 

Chords    103 

Metal,  Thickness  of   240 

Mill  Details,  Cost  of 413 

Modulus  of  Elasticity  of  Concrete  352 

Moments 55 

Algebraic  62,  87 

in  Beams  61,  68,  170 

Diagrams  106 

Graphic 60,  66,  89 

in  Plate  Girders  225 

in  Truss  or  Beam,  Maximum ...    96 

Moving  Loads    72,  74 

Names  of  Timber   392 

Net  Areas  264 

Non-concurrent    Forces,    Equilib- 
rium of    56 

Nuts,  Lomas    265 

Pilot 268 

Oblong  Steel   Piers 324 

Osbom      Engineering      Company 

Specifications    239 

Quadrangular  Warren  Truss 7,  8 

Stresses  in  154,  168 

Weights  of  ^5 

Painting,  Cost  of  420 

Paint  Required,  Amount  of 420 

Panel  Length,  Economic 220 

Pedestals,  also  sec  Shoes 280,  508 

Per  cent  of,  in  Bridge 407 

Weight   of    22 

Pennsylvania     R.     R.     Standard 

Trestles 397 

Petit  Truss  Bridge 8,  10,  217 

Erection  of  403 

Stresses  in   152,  180 

Weight  of    18,  28 

Piers   295 

Cooper's  Standards   303 

Cost  of  Masonry  421 

Cost  of  Reinforced  Concrete..  422 

Erection  of  Steel  Tubular 331 

Schneider's  Standards  307 

Steel  Tubular 322,  329 

Piles,  Steel    321 

Timber    393 

Pile  Driving  Formula  298 

Pile  Trestles,  Details  for  394 

Piling    298 


Pag« 

Specifications  for  3( 

Pilot  Nuts  

Pilot  Points   268 

Pins,  Bearinc^  on  12^ 

Bending  Moments  in 260 

Chord  Pins 265,  267 

Lateral  Pins    267,  268 

Per  cent  of    407 

Shear  in    12A 

Shop  Cost  of  410 

Stresses  in   121,  473 

Pin-connected  Bridges,  Cost  of  . .  416 

Highway  Bridges  216 

Low  Truss  Bridges  208 

vs.  Riveted  Bridges  429 

Pipe  Culverts    377,  380 

Cast  Iron  381 

Clay  380 

Reinforced  Concrete   383 

Steel  Plate   381 

Timber    378 

Pitch  of  Rivets  499 

Plank  Floors   271 

Plans  for  Bridge,  Preliminary 430 

Plate  Girder  Bridges 10,  11,222 

Camber  of  233 

Economic  Depth  230 

Flanges  of    225 

Flange   Splice    229 

Highway 224 

Moments  in    225 

Rivets  in  Flanges  of  220 

Shear  in    225 

Shop  Cost  of  417 

Thickness  of  Web  224 

Web  Splice  228 

Weight  of  29,  31,  32 

Polygon,   Equilibrium    57 

Portals 112,  277,  506 

Stresses  in  113,  117,  184 

Posts   392 

Shop  Cost  of  416 

Pratt  Truss  Bridge 2,  3,  4,  5 

Riveted 212,  215 

Stresses  in 83,  144,  162,  182 

Weight  of 17,  18,  19,  26 

Railway  Bridge,  Loads 37,  41,  42 

Deck  Plate  Girder  222 

Floor  Systems  for  37 

Guard  Rails   .17 

Through  Plate  Girder  223 

Stresses  in    92 

Weight  of  Steel  in 33 

Railway  Steel  Trestle 11,  12 

Ratio  of  Reinforcement  to  Work- 
ing Stresses  in  Concrete   357 

Reactions  of  Beams  67,  68 

Reinforced  Concrete  Abutments..  303 
Cost  of  423 
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Arch  Bridge   368,  370 

Beams,  Flexure  in  3« 

Beam  Bridges   

Beams   with    double   Reinforce- 
ment    361 

Bridge  Floors 272 

Columns  364 

Culverts  383,  3^5 

Cost  of  387 

Diagonal  Tension  in   359 

Flexure  and  Direct  Stress 362 

Plain  or  Deformed  Bars 365 

T-Beams  360 

Theory  of  351 

Reinforcement,  Methods  of 365 

Representation  of  Forces 46 

Resolution    47 

Algebraic   79 

Graphic    53,  85 

of  Shear 105 

Rib  Shortening,  Stresses  due  to . .  3^9 

Rivets   201 

American  Bridge  Co.  Standards  254 

Bearing  on 476 

Conventional  signs  for 255 

in  Flanges  of  Plate  Girders 226 

Percentage  of  Heads  in  Bridge  407 

Shear  on   492 

Spacing  of    499 

Stress  on,  Allowable  262 

Riveted  Bridge    214 

Shop  Cost  of 417,  424 

Riveted  Connections,  Eccentric...  132 

Riveted  Tx)w  Truss  Bridge 199 

Pratt  Highway 6,  212,  215 

Quadrangular  Warren  Bridge. .       8 

Riveted  Tension   Members 246 

Riveted  vs.  Pin-connected  Bridges  4.?9 

Rollers 508 

Stresses  in  62 

VVei^ht  of   22 

Roof  Trusses,  Stresses  in 62 

Sand,  Amount  for  i  cu.  yd.  Con- 
crete    422 

Specifications  for    318 

Sash   Braces    392 

Schneider's  Abutments    301 

Piers    307 

Specifications  36,  40,  43,  236 

Shear  in  Beam   68,  70,  98 

in   Concrete    352,  357 

Increments   05 

in  Pins 1 24,  476 

in  Plate  Girders 225 

Polygon    89 

Resolution  of   105 

on  Rivets  492 

in  Truss,  Maximum 99 

Shoes,  also  sec  Pedestal  280 


Pafc 

Weight  of  22 

Shop  Drawings,  Estimate  from..  406 

Labor,  Cost  of   415 

Short  Span  Highway  Bridges....   193 
Shrinkage  Stresses  in  Concrete . .  359 

Sidewalk  Brackets,  Weight  of 21 

Signs  for  Rivets,  Conventional...  255 

Sills   392 

Skew  Bridges  2,  36 

Sleeve  Nuts  245,  247 

Snow  Loads  45 

Solid  Floor  35 

Spacing  of  Bars  in  Concrete 359 

Rivets   499 

Stringers    36 

Trusses    34,  36 

Spans,  Length  of  Low  Truss 210 

Specifications,  Standard — see  each 
particular  name. 

Concrete  318 

Iron  Details  for  Trestles 394 

Masonry  309 

Piling 393 

Stone  Masonry  314 

Steel 236,  394,  509 

Timber   391 

Tubular  Piers 329 

Stability  of  Abutments  29a 

Standards,       Highway       Bridge, 

American  Bridge  Co 2j 

Boston  Bridge  Works 18 

Gillctte-Herzog  Mfg.  Co 16 

Steel  Arch  Bridges 12 

Bents   321 

Concrete  Viaduct   367 

Piers    321 

Piles 321 

Plate  Pipe  Culvert 381 

Specifications  for  236,  394,  509 

Tubular  Piers  322,  331 

Stone  Masonry,  Specifications  for.  314 

Strength  of  Masonry  293 

Stress  in  Bar  due  to  Weight.  126,  129 

Kinds  of   95 

Sheet  for  Bridge   452 

Tension  and  Cross-bending 129 

Wind   128 

Stresses  by  Algebraic  Moments..     97 
in  Arch  without  Hinges. ..  .340,  343 

Baltimore  Truss 150,  166,  172 

Beams  67 

Bridge  with   Inclined   Chords..   103 

Bridge  Trusses   64 

Camel-back  Truss 148,  174 

Stresses,  Centrifugal   235 

Combined 124 

Compression  and  Cross-bending  125 

in  Concrete  Beams  359,  361 

Concrete  Columns   364 
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Culverts  377,  378 

Stresses,  Eccentric  . .  124,  127,  132,  4^8 

by  Graphic  Moments 09 

in  Highway  Bridges 79 

Howe  Trusses 146,  164 

Impact  233 

Initial iii 

in  Lateral  Systems 109 

Petit  Truss 152,  180 

Pins I2J,  473 

Stresses  in  Portal  113,  184 

Pratt  Truss 83,  144,  102, 182 

Quadrangular  Warren  Truss, 

154,  168 

Railway  Bridges   92 

Reinforced    Concrete    Beams — 

see  Reinforced  Concrete. 
Rivets — see  rivets. 
Rollers — see  rollers. 

Roof  Truss  62 

Stresses,  Temperature  235 

Timber    394 

Transverse  Bent  188 

Trestle  Bent  186 

Two-hinged  Arch  333 

Warren  Truss 

82,  142,  156,  158,  160,  176,  178 

Whipple  Truss  170 

Stringers  34,  391 

Spacing  of   36 

Struts    392 

Suspension    Bridge    13,  14 

Sway  Bracing  279,  392,  507 

Swing  Bridge   11,  12 

Temperature   Stresses    210,  235 

Temperature  Stresses  in  Arch. 340,  348 

in  Concrete  359 

Tensile  Strength  of  Concrete.  .352,  359 

Tension  and  Cross-bending 129 

Tension  Members   240,  466 

Lower  Chords   466 

Riveted  246 

T-Beams,  Stresses  in  Concrete...  300 

Ties   36 

Ties,   Main    470 

Thickness  of  Metal  240 

Three-hinged  Arch,  Portal  as  a. . .  117 

Through  Plate  Girder 223 

Timber    298 

Allowable  Stresses  in  394 

Culverts    379 

Defects  of  390 

Howe  Truss  Bridge  397 

King  Post  Bridge    397 

Timber,  Names  of  Structural....  392 

Specifications  for   391 

Trestles  389 

Timbers,  Guard  36 

Top  Chords 461 


Page 

Transportation  418 

Transverse  Bent,  Stresses  in 188 

Traveler  for  Erecting  Bridge 404 

Triangle,  Force  47 

Trestle  Bent,  Stresses  in  a 186 

Trestles,  Pennsylvania  Standard . .  397 

Railway   11,  12 

Timber   389 

Trusses,  Camber  in 139 

Deflection  of 133 

Maximum  Shear  in 99 

Spacing  of   34*3^ 

Tubular  Piers,  Steel  322 

Cost  of  Erecting 418 

Specifications  for   329 

Shop  cost  of 417 

Turnbuckles  245,  247 

Types  of  Bridges i,  5»  ipi 

Culverts   379 

Two-hinged   Arch    333 

Uniform  Live  Loads,  Equivalent.    42 

Upsets    244,  245 

Viaduct,  Steel  Concrete  307 

Vertical  Shear  in  Concrete 357 

Vertical  Posts   453 

Vitrified  Clay  Pipe  Culverts 380 

Waddell's  Loadings  for  Highway 

Bridges  39 

Warren  Truss  Bridge,  2, 3, 5,  6,  7,  8,  55, 
82,  102,  142,  156,  158,  160,  176,  178 

Weight  of 16,  19,  21 

Washers,  Cast   268 

Cost  291 

Waterway,  Size  of  376 

Web  Plates,  Thickness  of 224 

Splice 228 

Weight  of  Angles   256 

I-Beams    250 

Bridges 15,  23,  29,  30 

with  Sidewalks 10 

Channels  258 

Combination  Bridges  401 

Electric  Railway  Bridges 32,  33 

Estimates  of,  Bridge 405,  439 

Floorbeams    21,  24 

Lateral  Systems  22,  24 

Lumber  447 

Masonry   293 

Petit  Truss  Bridges  18,  28 

Plate  Girders 29,  31,  32 

Pratt  Truss  Bridges, 

17,  18,  19,  20,  26 

Railway  Bridges 33 

Riveted  Bridge   17 

Sidewalk  Brackets   21 

Shoes  and  Rollers  22 

Trusses   20 

Warren  Truss  Bridges 16,  19,  23 

Weight,  Stress  due  to  126 
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Weyrauch's  Formula 234 

Wheel  Guicentrations 92 

Wheel  Guards  34 

Whipple  Truss  Bridge 7,  170 

Wind  Loads  109 

Wind  Loads  for  Electric  Railway 

Bridges  43 

• 


Page 

Highway  Bridges 42 

Railway  Bridges  4^ 

Wind  .Stress  12S 

Wind  Stresses 452-469 

in  a  Transverse  Bent m 

Trestle  Bent 186 

Wooden  Floor 37 
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